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OUS sommes heureux de presenter a notre clientele ce 
nouveau catalogue, expose general de nos differents 
appareils de plomberie et de chauffage. Tous, nous 
Tesperons, recevront avecplaisir, cette nouvelle edition, 

preparee avec le plus grand soin et ou un billnguisme absolu y 

est respecte dans tous ses details. 

Nous avons porte une attention toute particuliere au choix des 
differents articles; nilustration et la description en sont claires 
et les prix consciencieusement etablis. 

Nous croyons ainsi, avoir atteint le but que nous nous etions 
propose: satisfaire en tous points nos clients, et leur exposer 
les meilleurs materiaux. 

En tout temps, un personnel experimente et courtois, vous 
guidera avantageusement dans le choix de vos marchandises. 

Notre salle d'exposition, situee au numero 1406, rue St-Denis, 
(pres Ste-Catherine), est a votre entiere disposition et pourra 
toujours vous etre une aide precieuse. Sans avoir meme aucune 
idee d' achat, a simple titre d' information, le meme accueil vous 

est reserve. 

Nous esperons, de nouveau^ meriter toute votre confiance et 
votre encouragement; en ret our, veuillez croire a notre attention 
la plus delicate et la plus prompte, a bien remplir toutes les 
commandes que vous voudrez bien nous confier. 
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HIS volume presents some of the various lines of products 
S6 ^^^^^ "^^ respectfully offer to the trade and its bilingual 
<'^W^ character will be pleasing, we are sure, to all. In 
^' presenting this general catalogue, we have endeavoured 
to show a complete and comprehensive line of plumbing and 
heating supplies. 

Every item has been carefully considered, clearly described illus- 
trated and priced, furthermore it represents the very latest impro- 
vements in modern Plumbing and Heating accessories. 

We feel confident that our established reputation for fair and 
honourable dealings, will merit the continued appreciation of the 
public interested in our offerings. 

Our commercial and industrial organization is extensive, competent 
and constructive, and our experts are always on the alert to adapt 
thennselves to the offerings of the latest marketable values. 

Attractive sample room located at 1406 St. Denis Street, near 
St. Catherine Street, always have competent clerks in attendance, 
whose services are at the disposal of our friends, and we invite 
out of town visitors to make their headquarters with us, special 
room space being allotted for their use and convenience. 

All of our facilities are at your commands, since we are anxious to 
merit the trust and confidence which our business firm has been 
so liberally favoured with, during all these years of conscientious 
endeavours and success. 
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Conditions de vente et observations generales 
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COMMENT FAIRE VOTRE COMMANDE: — Ecrivez lisiblement votre nom et adresse. Designez 

chaque article faisant Tobjet de votre commande, par son num^ro, son nom, ses dimensions 
et son prix. Specifiez si Texpedition doit etre faite en postal (par malle), en grande ou petite 
Vitesse (express ou fret); mentionnez, de plus, la gare du chemin de fer ou le port de debar- 
quement qui dessert votre locality. 

PRIX: — A moins d' entente contraire, tous les prix figurant au catalogue s*entendent comme 
nets, a Montreal, et sont sujets a modification, en tout temps et sans avis prealable. 

■ 
I 

GARANTIES: — Tous articles etant, exactement, ce que rillustration et les descriptions le font 
voir, nous sommes certains qu'ils vous donneront la plus entiere satisfaction dans leur emploi, 
et compenseront pleinement pour les debourses de leur achat- Nos garanties generales 
cependant, sont limitees a celles offertes par les fabricants. 

TERMES:^Sauf conventions speciales, nos marchandises sont payables a trente jours de la 
date du releve, avec remise de deux pour cent (2%) ou a soixante jours net. 

PAIEMENTS: — Tous les cheques et mandats doivent ^tre faits payables au pair, a Montreal. 
Si on n'a pas de comipte ouvert, les commandes devront etre acconipagnees de leur montant, 
sinon elles seront expediees contre remboursement (C.O,Dj 

RESPONSABILITESi — Nous n'acceptons aucune penalite pour les marchandises endommagees, 
retardees ou perdues en route. Nos envois sont controles (cheques) au depart et voyagent 
aux risques et perils des destinatalres qui, en cas de reclamations, devront exercer leur recours 
contre les commissionnaires, les compagnies de chemin de fer ou de navigation^ de qui nous 
obtenons toujours un regu, certifiant que les marchandises etaient bien emballees et livrees en 
bon etat- Nous ferons, cependant, Timpossible pour aider les receveurs, a obtenir des arran^ 
gements prompts et satisfaisants. 

RENDUS: — Quand les comnnandes ont ete expediees tel que demand^es nous ne pouvons 
permettre le retour des marchandises, sans notre consentement. Si nous acceptons de 
reprendre ces marchandises, elles devront Stre en bon etat et le transport devra en etre paye. 

COMMANDES INCOMPLETES: — Lcrsqu^l nous est impossible de livrer une commande au 
complet, nous en avertissons le destinaire, lui donnant le detail des manquements, et a moins 
d'avis contraire, nous en expedions les restes le plus tot possible. 

ANNULATION DE COMMANDE: — ^Aucune annulation de commande ne sera acceptee: s'il 
s'agit d'articles speciaux deja en cours d'execution, ou si I'expedition en est deja faite, k la 
reception de I'avis d'annulation. 
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IN WRITING YOUR ORDER.— Write your name and address distinctly; give number, name, 
size and price of article. Specify if goods must be shipped by express, freight, boat or parcel 
post. Also mention the nearest railway station or port in your locality. 

PRICES.— All prices in this catalogue are F.O.B. Montreal, except where otherwise stated; they 
are subjected to change without notice. 

GUARANTEES.— Every article being exactly as described and illustrated; we feel confident that 
it represents the full value for the price paid; and that it will satisfy you perfectly, giving 
the service that you have a right to expect from an identical article. Nevertheless our general 
guarantees are limited to manufacturers' guarantees. 

TERMS.— Our terms are as follows: 2%-30 days, of statement date, net 60 days, unless otherwise 
stated. 

REMITTANCES.— All cheques and money orders must be made payable at par in Montreal. 
If an account is not already opened, orders must be accompanied with cash or goods will be 
shipped. C.O.D. 

LIABILITIES.— We are not liable for shortage or damage in transit. Goods are verified before 
being shipped and we secure from the carrier, a receipt which certify that goods were delivered 
in good order. Claims for shortage or damage should be made by consignee against the carrier 
and we will do our utmost to help for a prompt and satisfactory settlement. 

GOODS RETURNED.— When orders have been correctly filled, we cannot allow the return of 
goods, unless full explanation and our consent is given. If accepted, all goods returned should 
be in a saleable condition, and transportation charges paid. 

NON COMPLETE ORDERS,— When we are unable to fill an order completely, we notify the 
buyer and the detail of shortage is given; unless otherwise instructed the balance of the order is 
shipped at our earliest convenience. 

CANCELLATION OF ORDERS.—No cancellation of orders is accepted : if the shipment of goods 
is made, or if the goods ordered were made specially. 
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JACQUES CARTIER 

OD 50 



SALLE DE TOILETTE MODERNE 



Gravure OD 100.— Baignoire angulaire "Champiain" 
genre pilier 5^'- 



Gravure OD 746. — Douche avec Rideau caoutchoutr 
et tringle nickelee. 

Gravure OD 212.— Lavabo "Hertel" 22"x30". 



MODERN BATH ROOM 



Plate OD 100.— "Champiain" Comer bath 5,H'. 



Plate OD 746.— Shower, with Curtain and Nickel 
plated Rod. 



Plate OD 212.— "Hertel" Lavatory 22" x 30". 



Gravure OD 897.— Cabinet d'aisances "Cascapedia". Plate OD 897.— "Cascapedia" Closet Combination. . 



Un tout absolument conforrae aux necessites de la 

salle de toilette ideale et parfaite. 

Tel que decrit S283.75 



Having all the requirements of the perfect and ideal 

Bath Room. 

As described $283.75 
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SALLE DE TOILETTE MODERNE 

Gravure OD 75.— Cette illustration nous fait voir un 
interieur simple, mais extremement joli et pratique. 
Elle nous montre comme on peut faire un choix com- 
plet et commode, sans qu'i! soit trop couteux. 

Gravure OD 170.— Bai&noire "Iberville" 5'. 

Gravure OD 246.— Lavabo "Beaucourt" 18" x 21". 

Gravure OD 913.— Cabinet d'aisances "Liard". 

Tel que decrit $113.85 



MODERN BATH ROOM 



Plate OD 75.^This illustrates a simple but extremely 
practical and beautiful interior. 
It shows how complete and handsome an arrangement 
can be made without excessive cost. 



Plate OD 170.— "Iberville" Bath 5'. 

Plate OD 246.— "Beaucourt" Lavatory 18" x 21". 

Plate OD 913.— "Liard" Closet Combination. 

As described $113.85 
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Gravure OD 100.— Entierement emaillee, coulee d'une 
seule piece. Pour angle droit, orifices d 'admission et 
demission a gauche, bord rond de 3%"- 
Montage d'alimentation et de vidage avec cone de 
fermeture au haut, tuyaux d'alimentation J^", robinets 
a compression avec poignee a croisillons de porce- 
laine et houton de porcelaine sur vidage. 



Gravure OD 102.— La meme que gravure OD 100, mais Plate OD 102.— Same as Plate OD 100, except with 
pour angle gauche avec orilice a droite. right hand outlet. 




Plate OD 100.— Enamelled all over, one-piece bath 

for right hand corner with 3H" fim and left hand 

outlet. 

Nickel-plated top bell supply and waste fitting, ^-2" 

supply pipes, nickel-plated compression valves with 

china cross handles and china knob on waste. 



DIMENSIONS 



Hauteurs 



Du fond de la baignoire au-dessus du bord 18". 
Du plancher au-dessus du bord 173^^". 

Profondeur 



Interieur, a rorifice, 17". 

Grandeurs nominales 

Baignoire, longueurs seulement 
Du bout de la baignoire au mur 
Baignoire, largeurs seulement 
Du bord de la baignoire au mur 

Tel que decrit 5.0 

Tel que decrit 5.6 



5' 

60" 

59 j^" 
30" 

29H" 

S131.15 
S137.25 



Heights 

Bottom of bath to top of rim 18", 
Floor to top of rim 17^"- 

Depth 

Inside at outlet, 17". 
5W Nominal sizK 



f/ 



66 

65 M" 
30" 

29H" 

5.0 
5.6 



Lengths bath only 
End of bath to wall 
Bath widths only 
Over bath to wall 

As described 
As described 
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LAVIOLETTE 

on 104 



BAIGNOIRE 



ItAITi 



Cravure OD 104.— Tout emaillOt.' pour iiny.\f droit. 
coulrc d'une seule piece, avec orilice d'admission et 
demission i\ droite. bord rond de 3-^". Mnntaf^'c 
d'alimentation et de vida^e avec cone de fermeture 
au haul, tuyauterie dissimulee, robinets de j^" avec 
poi(inees a croisillons de porcelaine. 

Gravure OD 106.— La mtme qua la gravure OD 101, 
inais pour angle gauche, avec orifice a gauche. 



Plate <)1) 104. F.namelled all ovur. <)Titr-|)ieiL-. f(tr 
rit,'bt-liand corru-r with 3^," rim and right-hand ouilcl. 
top bell supply and waste (illiny with china cross 
handles and ' ■_>" valves, w ith conci-aled pipes. 



Plate OD 106.— Same as Plate OD 104. except (nr 
left-hnnd corner with left-hand (nillet. 



DIMENSIONS 



Hauteurs 



Du fond de la baignoire au-dessus, du btird, 18 
Du plancher au-dessus du bord. ll^-z"- 

Profondeur 
Interieur a I'orifice. 17". 



*' 



Ik'i^hts 

Bottom of bath to top of rim. 18" 
From fl(X)r to lop of rim. \7W. 

Depth 
Inside at outlet. 17" 



Grandeurs nominales 



5' 



5 J a' 



Longueur de la baismoire 60" 

Dvi bout de la baignoire au mur 59 4 



i-» I r 



II 



Lar^eur de la baignoire 30" 

Hu bord de la baignoire au mur 29'i" 



66 
65 H" 

30" 
29H" 



Nominal sizes 

Lengtii of bath 

From end of bath to wall 

Width of bath 

From rim of bath to wall 



Tel que decric 
Tel que decrit 



5.0 
5.6 



S124.00 
$130.00 



5.0 
4.6 



As described 
As described 



CZl 




^ 



^^ 




1 



L 




I 



I 




i 



1 ' 

- - r 



■-t; 



I ' - 



■ r-" 






[ I 





. 



^ 



£ 



MAISONNEUVE 

OD 108 



BAIGNOIRE 



BATH 



Gravure OD 108.— Tout emaillee, coulee dune seule 
piece, pour ant,'Ie gauche, bord 3W'. orifice a gauche. 
Montage d'alimentation par-dessus g irge avec vidage 
et trop-plein combines, robinets de y," avec poignees 
a croisillons de porcelaine. Tuyauterie dissimulee. 



Plate OD 108. — Enamelled all over, one-piece for left 
hand corner with 3^i^" rim. 

Over rim supply and connected waste and overflow 
fitting with china Cross Handles and }4" Valves, 
Fitting through end wall. 



Gravure op llO.—Lameme que gravure OD 108 mais Plate OD 110.— Same as Plate OD 108. except for 

pour angle droit, avec orifice a droite. right hand corner with right hand end outlet. 



DIMENSIONS 



Hauteurs 



Heights 



I)u fond au-dessus du bord, 18". 

Du plancher au-dessus du bord, 173^-^". 

Profondeur interieure a I'orifice. 17"." 



Grandeurs nominales 



5' 



Longueur de la baignoire 60" 

Du bout de la baignoire au mur 59U" 

l.argeur de la baignoire 30'' 

Du bord de la baittnoire au mur 29^j" 



Bottom of bath to top of rim, 18". 
From floor to top of rim, 174". 
Depth, inside at outlet, 17". 

5H' Nominal sizes 

66" Length of bath 

65M" From end of bath to wall 

30" Width of bath 

29M" Over rim to wall 



Tel que decrit 
Tel que decrit 



5.0 
5.6 



$106 

SU2, 



7.5 
75 



5.0 
5.6 



As described 
As described 



N.B. 



-Tuyaux d'alimentation non fournis 
a^'ec cette garniture. 



N.B. —No supplies furnished with 
this fitting. 
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BAIGNOIRE 

Gravure OD 112. — Tout emaillee et d'une seule piece 
pour angle gauche, bord de S^-i", orifice a gauche, com- 
binaison de montage de baignoire et douche avec 
soupape melangeuse W\ douche avec joint a ro ule. 
tete a pointeau et pourvue de soupapes regulatrices 
avec poignees a croisillons de porcelaine et d'une 
manette en porcelaine pour le vida^e dissimule, avec 
rideau en toile et tringle a rideau. alimentation a cone 
au haut pour la baignoire. 

Gravure OD 114,— Lamemequf-graxnireOO 112. mai^ 
pour angle droit avec orifice a droite. 

Grandeurs nominales 5' 

Les dimensions sont les memes que pour la gravure 
OD 108- 

N.B.— Peut etre fournie avec soupape melangeuse el 
soupapes regulatrices de ?<^", sur demande, 
Aucuns tuyaux d'alimentation fournis avec cette garni- 
ture, 

Prix sur demande- 



Plate OD 112- — Enamelled all over, one-piece, for 
left-hand corner with 3'*4" nm and left-hand outlet, 
combination shower and bath fixture with l^" mixing 
valve, shower with ball joint, needle head and ^^" 
ControHine valves with china handles, Bath supply 
with top bell and }4'' controlling valves with china 
cross handles and china lever handle on concealed 
waste, curtain rod and duck curtain. 

Plate OD 114-— The same as Plate OD 112. except for 
right-hand corner with right-hand end outlet. 

53-^' Nominal size^ 

Dimensions are the same as for Plate OD 108. 
N,B- — Can be furnished with ^" mixing and controlling 
valves on request. 

No supplies furnished with this fixture- 
Price on application. 
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Gravure OD 116. — Tout emaillee. d'une seule piece, 
pour enfoncement avec bord de 3^4" et orifice a droite. 
pourvue d'un montage d 'alimentation et de \ddage 
combines avec cone de fermeture au haut, poignees a 
croisillons de porcelaine et soupapes de ]i": tuyauterie 
dissimulee. 

Gravure OD 118. — La meme que gra\'ure OD 116, 
mais avec orifice a gauche. 



Plate OD 116.— Enamelled all over, one-niece, for 
recess, with S^i" rim and right-hand outlet, htted with 
Top Bell supply and waste fitting with china cross 
handles and 3>^"" valves. Fitting through end wall. 



Plate OD 118,— Same as plate OD 116, except with 

left-hand outlet. 



DIMENSIONS 



Hauteurs 



Fond de la baignoire au-dessus du bord, 18". 
Plancher au-dessus du bord, 17 1 2"- 
Profondeur interieure, 17". 



Grandeurs nominales 



5' 



Heights 

Bottom of bath to top of rim, 18 
Floor to top of rim, 17^". 
Inside depth, 17". 

5H' Nominal sizes 



n 



Longueur de la baignoire S8H" 

Longueur entre les deux murs finis 57K" 
Largeur de la baignoire 30" 

Largeur du bord de la baignoire 
au mur fini 29M" 



6434" 
30" 



29K" 



Length of bath 

Length between the finished wall 

Width of bath 

Width from front of bath to 

finished wall. 



rzA 



Tel que decrit 
Tel que decrit 



5.0 
5.6 



$115.75 
S121.85 



5.0 
5.6 



As described 
As described 
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BAIGNOIRE 

Gravure OD 120.— Tout emaillee, d'une seule piece. 
avec bord de 3H", pour enfoncement. avec orifice a 
droite, pourvue d'un montage combine d'alimenla- 
tion et de vidage avec cone de fermeture au haut, 
poignees a croisillons de porcelaine et soupapes de }4"- 
Tuyauterie dissimulee. 

Douche nickeiee a support coude, joint a ro'.ule et tete a 
pointeau, soupapes a compression d'un 14" avec poignee 
en porcelaine, tringle a rideau et rideau de toile. 

Gravure OD 122.— La meme que gravure OD 120, 
mais avec orifice a gauche. 

Grandeurs nominales-^ 5' 

N.B. — Les dimensions sont les memes que pour la 
gravure OD 116. 

Aucuns tuyaux ne sont fournis avec ces accessoires de 
baignoire et de douche. 

Tel que decrit 5.0 

Tel que decrit 5.6 



Plate on 120. --Enamelled all-nver. one-piece with 

3H" rim and right-hand outlet, fitted with Top Bd! 

supply and waste fitting with china cross handles and 

14" valves. 

Fitting through wall. 

Nickel-plated shower with bent arm, ball joint, needle 

head.^ J4" compression valves with china handles. 

curtain rod and duck curtain. 

Plate OD 122.— Same as Plate OD 120, except with 
left-hand outlet. 

5H' Nominal sizes 

N.B. — Dimensions are the same as for Plate OD 116. 

No supplies furnished for these Bath and Shower 
iittings. 

S142.45 5.0 As described 

$148.45 5.6 As described 
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Gra\ure OD 124.— Tout emaillOe, d'unt- seule piece, 
bord dc S'^.i". pour enfoncement, avec orifice a gauche, 
))our\uf d'un montage combine d alimentation par- 
dessus bord. \idai(e avec poignees a crnisillons de 
porcelaine et soupapes de ' 2"- 
Tu\auterie dtssimulee. 



Hate OD 124, — Enamelled all over, one-piece for 

recess, with 3^.|" rim and left-hand outlet, fitted 
with 0\'er-Rim supply and waste fitting wilh china 
cross handles and I4" valves. 
Fitting through wall. 



c;ravure OD 126.— La meme que gravure OD 124, Plate OD 126.— Same as Plate OD 124, except with 
mais avec (trifiee a droile. right-hand outlet. 



DIMENSIONS 



Hauteurs 



Du fond de la baignoire au-dessus du bord, 18". 
Du plancher au-dessus du bord. l?'-*". 
Profondcur interieure a I'orifice, 17". 



Grandeurs nominales 



5' 



Longueur de la baignoire 585-i" 

Longueur de la baignoire entre les 
murs finis 57K" 

Largeur de la baigjioire 30" 

Largeur de la baignoire du mur fini 29M" 



Te! que decrit 
Tel que decrit 



5.0 
5.6 



5H' 



64 3^" 

63 ki" 

30" 

2914" 

?120.00 
Sli6.00 



Heights 

Bottom of balh to top of rim, 18". 
Floor to lop of rim. 17M"- 
Depth, inside at outlet, 17". 

Nominal sizes 

Length of bath 

Length of bath between finished 

walls 

Width of bath 

Width of bath, front to finished wall 



5.0 
5.6 



As described 
As described 
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BERTHIER 

OD 140 



BAIGNOIRE 



BATH 



Gravure OD 140. — Emaillee a I'interieur. d'une seule 
piece, pour angle gauche avec orifice a droite, pourvue 
de la garniture d'alimentation et de vidage avec cone de 
fermeture au haut, tuyaux d'alimentation li", robinets 
nickeles a compression avec poignees a croisillons de 
porcelaine et bouton de porcelaine sur vidage. 

Gravure OD 142. — La meme que la Gravure OD 140, 
mais pour angle droit avec orifice a gauche. 



Plate OD 140. — Enamelled inside, one piece, for left- 
hand corner with right-hand outlet, fitted with Top 
Bell supply and waste fitting, l^" supply pipes, Nickel 
plated compression valves with china cross handles 
and solid rhina knob on waste. 



Plate OD 142.— Same as Plate OD 140, except for 
right-hand corner with left-hand outlet. 



DIMENSIONS 



Hauteurs 



Du fond de la baignoire au-dessus du bord , 18". 
Du plancher au-dessus du bord. l7}-4". 

Profondeur interieure a I'orifice, 17". 



Grandeurs nominales 



5' 



Longueur de la baignoire 61%" 

Longueur, du bout de la baignoire au 

mur eV4" 

Largeur de la baignoire 30" 

Largeur du devant de la baignoire au 
mur 29K" 



Heights 

Bottom of bath to top of rim, 18". 
From floor to top of rim, 17H"- 

Depth, inside at outlet, 17". 
5K' Nominal sizes 

675€" Length of bath 

Length, from end of bath to finished 
67K" wall line 
30" Width of bath 

Width from front of bath to finished 
293^" wall line 



J 



^ 



Tel que decrit 
Tel que decrit 



5.0 
5,6 



S104.80 
$112.80 



5.0 
5,6 



As described 
As described 
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Gravure OD 144.— Emaillee a I'interieur, d'une seule 
piece, pour angle gauche avec orifice a droite, pourvue 
de la garniture d'alimentation et de vidage combinee 
et nickelee. tuyaux d 'alimentations )2". robinet 
melangeur a compression avec poignees a croisillons 
ayant indication, vidage formant trop-plein avec chai- 
nette et bouchon caf)utrhouc. 



Plate on 144.— Enamelled inside, one piece, for 
left-hand corner with right-hand outlet, fitted 
with nickel-plated combination supply and waste 
fitting, 1-2" supply pipes, nickel-plated compression' 
double bath faucet with four ball china index handles, 
connected waste and overflow with chain and 
ruVjber stopper. 



Gravure OD 146.— La meme que la gravure OD 144. Plate OD 146.— Same as Plate OD 141. except for 
mais pour angle droit avec orifice a gauche. right-hand corner with left-hand outlet. 



DIMENSIONS 



Hauteurs 



Du fond de la baignoire au-dessusdubord, 18", 
Du plancher au-dessus du bord, 17} ■2"- 

Prufondeur interieure a I'orifice, 17". 



Heights 

Bottom of bath to top of rim. 18" 
Floor to top of rim. 171 2"- 
Depth. inside at outlet, 17". 



Grandeurs nominales 

Longueur de la baignoire 
Longueur de la baignoire au mur hni 
Largeur de la baignoire 
Largeur de la baignoire au mur fini 



5' ■ 5V2' Nomina! sizes 



Tel que decrit 
Tel que decrit 



5.0 
5.6 



6IV4" 67J4" 
30" 30" 
29K" 29.' 2" 

S73.50 
$83.05 



Length of bath 

Length of bath to finished wall 

Width of bath 

Width of bath to finished wall 



5.0 
5,6 



As described 
As described 





■ ii 

i 



I I J 




JOLIETTE 

OD 148 



BAIGNOIRE 



BATH 



Gravure OD 148, — Emaillce a Tinterieur. d'une seule 
piece, pour angle gauche avec orifice a gauche; avec 
montage de baignoire ayant fermeture a cone au haut 
et vidage formant trop-plein, avec poignee:? a croisillons 
deporcelaine etsoupapesde ]4'\ Tuyauterie dissimulee. 

Gravure OD 150, — -La meme que la gravure OD 148, 
mais pour angle droit avec orifice a gauche, 



Plate OD 148,— Enamelled inside, one piece balh, for 
left-hand corner with left-hand outlet, fitted with Top 
Bell supply and waste fittings with china cross handles 
and l-i" valves. Fitting through wall 



Plate OD 150.— Same as Plate OD 148. except for 
right-hand corner with left hand outlet. 



DIMENSIONS 



Hauteurs 



1 J 



Du fond de la baignoire au-de^sus du bord, 18". 
Du plancher au-desf^us de la baignoire, 17M". 

Profondeur interieure a Torifice, 17". 



Grandeurs nominales 

Longueur de la baignoire 
Longueur de la baignoire au mur fini 
Largeur de la baignoire 
Largeur de la baignoire au mur fini 



5' 



Heights 

Bottom of bath to top of rim, 18". 
Floor to top of rim. 17 H", 

Depth, inside at outlet, 17". 
5J^' Nominal sixes 



6154" 67K" 
67H" 
30" 



61 Vi" 

30" 

29 W' 29 W 



Length of bath 

Length of bath to finished wall 

Width of bath 

Width of bath to finished wall 



Tel que decrit 

Tel que decrit 



5.0 
5.6 



S^7-50 
5105,60 



N-B. — Aucuns tuyaux d'alimentation fournis 

avec ce montage- 



5,0 As described 

5.6 As described 

N,B-— No supply pipes furnished with 

this fitting. 
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Gravure OD 152. — Emaillce a rinteheur, d'une seule 
piece, pour enfoncement, avec orifice a droite. poun-ue 
d'un montage a cone de fermeture au haut et vidage 
formant trop-plein. poignees a croisillons de porcelaine 
et soupapes de }A"- 
Tu^raute^ie dissimulee. 



Plate OD 152.— Enamelled inside, one piece bath for 
recess, with right-hand outlet; fitted with Top Bell 
supply and waste fitting with china cross handles 
and H" valves. 

Fitting through wall. 



Gravure OD 154.— La meme que la gravure OD 152. Plate OD 154.— Same as Plate OD 152, except with 

mais avec orifice a gauche. left-hand outlet. 



DIMENSIONS 



Hauteurs 



Du fond de la baignoire au-dessus du bord, 18". 
Du plancher au-dessus du bord, IIH". 

Profondeur interieure a rorifice, 17". 



Heights 

Bottom of bath to top of rim, 18". 
Floor to top of rim, llpi". 

Depth, inside at outlet, 17". 



Grandeurs nominales 

Longueur cle la baignoire 

Longueur de la baignoire au mur fini 

Largeur de la baignoire 

Largeur de la baignoire au mur fini 



5' 

eou" 

30" 
29M" 



5H' Nominal sizes 



665^" 

65M" 

30" 

291-2" 



Length of bath 

Length of bath to finished wall 

Width of bath 

Width of bath to finished wall 



Tel que decrit 
Tel que decrit 



5.0 
5.6 



S 97.50 
SlOS.fvO 



5.0 
5.6 



As described 
As described 



N.B. — .A.ucuns tuyaux d'alimentation foumis 

avec ce montage. 




N.R. — No supply pipes furnished with 

this fitting. 



I 






Gravure OD 170- — Baignoire emaillee sur pattes, avec 
bordarrondi de 3", pourvue d^un robinet melangeur 
avec poignees a croisillons ayant indication de porcelaine 
(Chaude et Froide), vidage et trop-p!ein combines, avec 
chainette et bouchon en caoutchouc, tuyaux d'alimen- 
tation de ^'\ Cette baignoire est reguHerement 
fournie, peinte d'une couche a Texterieur. 



Plate OD 170.— Enamelled bath on feet, with 3" roll 
rim. Fitted with double bath faucet with four ball 
china inde:c handles, combination waste and overflow, 
with chain and rubber stopper. J-^" supply pipes. 
This bath furnished regularly with one coat of paint 
on outside- 



DIMENSIONS 

Largeur par-dessus bord, d'un cote a Tautre, 30". 
Hauteur au-dessus du bord, 223'^", 
Profondeur interieure, a roriiice, 17". 



Width over rim, 30". 
Height to top of rim, 22 H". 
Depth, inside at outlet, 17''. 



Grandeur> nominales 


4'-4H'-5' 


5H' 


6' 


Nominal sizes 


Longueur de ba:£noire 


48" -54" -60" 


66" 


71" 


Length of bath only 


Tel que decrit 


$52.25 


S56.S5 


S69.50 


As described 



Les baignoires de 4M', 5\ 5W peuvent etre fournies 

tout emaillees a demande. 



Can be furnished enamelled all over in 4}4\ 5', 5J^'j 

sizes on den:iand. 
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PORTNEUF 

OD 172 



BAIGNOIRE 



BATH 



Gravure OD 172. — Baignoire emaillee a socle avec 
bord arrondi de 3". montage de baignoire avec 
vidage formant trop-p!ein, combine avec tuyaux 
d'alimentalion de ]4", robinel melangeur a connpression 
ayant poignees a croisillons avec indication de porce- 
laine fChaude et Froide), bouton de porcelaine sur 
vidage. Baignoire fournie regulierement peinte d'une 
couche a Texterieur. 

Gravure OD 174. — La meme que la gravure OD 172, 
mais avec le montage de baignoire combinant I'alimen- 
tation, le vidage et !e trop-plein, a\'ec chainelte et 
bouchon de caoutchouc, robinet melangeur a com- 
pression avec poignees a croisillons ayant indication 
de porcelaine. 



Plate OD 172.— Enamelled bath on base with 3" roll 

rim, with combination supply and waste fitting, }4" 

supply pipes, compression double bath faucet with 

four-ball china index handles (Hot and Cold), and 

china knob on waste. 

Bath furnished regularly with one coat of paint on 

outside. 



Plate OD 174.— Same as plate OD 172. except With 

combination supply and waste fitting, V^" supply 
pipes, compression double bath faucet with four-ball 
china index handles, connected waste and overflow 
with chain and rubber stopper. 



DIMENSIONS 

Largeur de la baignoire a I'extcrieur des bords, 30" 
Hauteur au-dessus du bord. 22^"- 
Profondeur interieure, a I'orifice, 17". 



Width over rim of bath. 30". 
Height to top of rim, 22 J^". 
Depth inside at outlet, 17". 



Grandeurs nominales 


4' 


41^' 


5' 


5K2' 


6' 


Nominal sizes 


Tel que decrit 


$71.75 


$72.55 


$73.35 


$78.80 


$92.35 


As described 



Les baignoires de 4 } t, 5', 5H'. peuvent etre fournies 

tout emaillees a demande. 



Can be furnished enamelled all over in 4>^', 5' 

and 5j^' sizes. 
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Gravure OD 176. — Baignoire sur pattes, emailloe a 
rinterieur, bord de 2li, avec montage de bai- 
gnoire nickele, tuyaux d'alimentation de H"- Robinet 
melangeur nickele a compression avec poignees a croi- 
sillons ayant indication de porcelaine, vidage formant 
trop-plein avec chainette et bouchon en caoutchouc. 
Baignoire fournie reguli^rement ipeinte d'une couche 
a I'exterieur. 



Plate OD 176.— Bath on feet enamelled inside. 2M" 
rim, fitted with nickel-plated combination supply and 
waste fitting. ^" supply pipes, nickel-plated double 
bath faucet with four-ball china index handles, connect- 
ed waste and overflow with chain and rubber stopper. 
Bath furnished re^larly with one coat of paint on 
outside. 



DIMENSIONS 



Largeur par-dessus bord, 26". 
Hauteur au-dessus bord. 22^2"- 
Profondeur interieure, a I'orifice, 17". 



Width over rim. 26". 
Height to top of rim, 22 V^". 
Depth, inside at outlet. 17". 



Grandeurs nominales 
Tel que decrit 



S52.25 



5M' 
$56.85 



Nominal sizes 
As described 
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LONGUEUIL 

OD 180 



BAIGNOIRE PORCELAINE 



PORCELAIN BATH 



Gravure OD 180. — Baignoire en porcelaine pour enfon- 
cement, pour etre entuiiee sur trois cotes. Glacee blanc 
a I'interieur et sur le devant, avec appareil nickele 
d'alimentation et de vidage a cone de fermeture, 
ayant robinets a compression de 14" avec manette en 
porcelaine et vidage de 2" formant trop-plein. 



Plate OD 180. — Porcelain recess bath to be tiled on 
three sides, glazed white inside and on front, with 
rrfckel-plated bell supply and waste fitting with }4" 
lever handle compression valves and 2" combined 
waste and overflow. 



DIMENSIONS 



Longueur totale 
Largeur tota?e 
Profondeur interieure 
Hauteur totale 

Poids approximatifs d'expedition 

Complete, tel que decrit 



5' 
30" 
18" 
20" 

1050 lbs, 

S210.00 



5'6" 
30" 
18" 
20" 

1175 lbs 

?2^0.00 



Length overall 
Width overall 
Depth inside 
Height overall 

Approximate shipping weights 

Complete as described 



Gravure OD 182.— La meme que 
ci-haut, mai$ avec appareil d'ali- 
mentation et de vidage a tuyauterie 

dissimul&e. 




Plate OD 182. — Same as above, 
except with concealed supply and 
waste fitting. 
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VAUDREUIL 

OD 184 



BAIGNOIRE EN PORGELAINE 



PORCELAIN BATH 



Gravure OD 184.— Baignoire d'angle en porcelaine 
pour etre posee dans la tuile soit au coin droit ou 
gauche de la chambre de bain. Glacee de blanc a I'inte- 
rleur sur le devant et sur un bout, appareil d'alimen- 
tation a cone de fermeture nickele, avec robinets a 
compression de V2" , ayant manette en porcelaine. 
Vidage de 2" formant trop-plein. 



Plate OD 184. — Porcelain corner bath to be tiled in 
right or left-hand corner of the bathroom. Glazed white 
inside, on front and one end, with nickel-plated Bell 
supply fitting, 3^" lever handle compression valves 
and 2" combined \-\'aste and overflow. 



Longueur totale 
Larseur totale 
Profondeur interieure 
Hauteur totale 



Poids approximatifs d'expedition 
Complete, tel que decrit 



DIMENSIONS 






5' 
30" 
18" 
20" 


5H' 
30" 
18" 
20" 


6' 
30" 

]8" 
20" 


Length overa 1 
Width overall 
Depth inside 
Height overa 1 


1050 lbs 


1175 lbs 


1350 lbs 


Approximate shipping weights 


S235.0O 


$275.00 


S350.00 


Comp ete, as described 



Gravure OD 186-^La meme que 
ci-haut, mais avec appareil d'ali- 
mentation et de vidage a tuyauterie 
dissimulee. 
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Plate OD 186. — Same as above, 
except with concealed supply and 
waste fitting. 



OD 186 




□ 



yw 



k 



< 1 




|| . 



- % 




o_o 



9C 



i 




->-': 



r- ' 



\ 



; 







ROUVILLE 

OD 190 

bainide;siege 

Gravure OD 190. — Bain de siege emaille, mont6 
sur socle avec larges bords a gauche et a droite pour 
montage. Montage a cone de fermeture avec 
tuyauxd'alimentation de ^", soupapes a compres- 
sion avec poignees a croisillons de porcelaine, et 
bouton de porcelaine sur vidage formant trop- 
plein. Bain regulierement fourni peint d'une 
couche a I'exterieur. 

SITZ BATH 

Plate OD 190. ^Enamelled SiU Bath on base with 

extensions on right and left-hand side for fitting, 
fitted with special Bell supply and waste 
fitting, 14" supply pipes, compression valves with 
china cross handles and china knob on waste. Bath 
furnished regularly with one coat of paint on 
outside. 



DIMENSIONS 

31 K" 

31 K" 
3" 



OD 190 

Du devant au dos pardessus bord 

Largeur des bords latcraux 

Largeur pardessus bord 

Largeur du bord 

Hauteur au-dessus du bord, au dossier 23 J^" 

Hauteur au-dessus du bord, a I'avant 155i" 

Profondeur interieure a rorifice IO34" 

Prix sur demande 

Le montage peut etre fourni a droite si desire. 

CHAMBLY 

OD192 



BAIN DE SifeGE 

Gravure OD 192, — Bain emaille monte s>ur socle, 
larger; bords a gauche et a droite pour le montage. 
Montage a cinq soupapes avec cone de fermeture. 
tuyaux d'alimentation ]4^\ soupapes a compression 
avec poignees a croisillons de porcelaine et bouton 
de porcelaine sur vidage, pulverisateur epinier et 
bidet. Bain regulierement fourni peint d'une 
couche a Texterieur. 

SITZ BATH 

Plate OD 192-— Enamelled Sitz Bath on base with 
extensions on right and left-hand side for fitting, 
fitted with five valves. Bell supply and waste 
fitting, li" supply pipes, compression valves with 
china cross handles and china knob on waste, 
spinal spray and Bidet. Bath furnished regularlv 
with one coat of paint on outside. 



Front to back over rim 

Width of extensions 

Width over rim 

Width of rim 

Height to top of rim at back 

Height to top of rim at front 

Depth inside at outlet 

Price on application 

Fitting can be furnished for right hand if desired 
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DIMENSIONS 



Les memes que pour la gravure OD 190. 

N.B. — Les bains montres sur cette page peuvent 
aussi etre finis au Blanc de Zinc a I'exterieur. 



OD 192 

Same as for Plate OD 190 



N,B. — Baths shown on this page can be furnished 
with Zinc White exterior finish. 
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Gravure OD 194- — 

Bain en fonte emaillee 
monte sur socle avec 
larges bords pour le 
montage, pourvu d'un 
montage a cone de 
fermeture, tuyaux d'a- 
linrientation de H". 
Soupapes a compres- 
sion avec poignees a 
croisillons de porcelai- 
ne, capsule en porcelai- 
ne sur vidage formant 
trop-plein. 

Bain regulierement 
foumi peint d'une cou- 
che a Texterieur- 




Plate OD 194." Cast 

iron enamelled foot 
bath on base with ex- 
tension rim for fitting, 
fitted with Bell supply 
and waste fitting, H" 
supply pipes. com- 
pression valves with 
china cross handles 
and china knob on 
waste. 

Bath regularly fur- 
nished with one coat 
of paint on outside. 
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VERCHERES 

OD 194 

DIMENSIONS 



. Largeur totale, 23^". 
Largeur du bord, 2J4". 
Hauteur au-dessus du bord, 15J4". 
Largeur d'extension, 4^". 
Longueur totale, 253^". 
Profondeur, interieur a I'orifice. U" 

Prix sur demande. 
N.B. — Peut etre foumi entierement emaille. 

BAIGNOIRE TOUT 
ACIER 

Gravure OD 196. — Cette 
baignoire est faite de tole 
d'acier galvams6e, elle est 
emaillee en blanc a I'lnterieur 
et en bleu a Texterieur. les 
pattes sont decorees au 
bronze d'or, le bord d'acier 
estfini a 1 'email blanc comme 
I'interieur faisant ainsi una 
baignoire tres attrayante, 
tres durable et peu couteuse. 

Pourvue d'un vidage formant 
trop-plein et percee de deux 
trous pour le robinet me- 
langeur. 

Vendu dans les grandeurs suivantes; — 
4'6" 5' 5'6" 

$16.00 517.25 

Gravure OD 198.— La meme que la gravure OD 196, 
mais avec bord en bois. 
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BIENVILLE 

CD 196 



Width over rim, 233^". 
Width of rim, 2^". 
Height to top of rim, 15K"- 
Width of extension, 4^". 
Length over rim, 25H'^ 
Depth inside at outlet, 11". 

Price on application. 

N.B. — Can be furnished enamelled all over. 

ALL STEEL BATH 



Plate OD 196. — This bath 
is of galvanized sheet steel 
enamelled in white inside 
and in blue on outside. 
Legs gilded with gold bronze. 
The steel rim is finished 
in white enamel, same as in- 
side of bath, making a very 
attractive, durable bath at 
low price. 

Fitted with waste and 
overflow and supplied punch- 
ed with two holes for double 
bath faucet. 



Sold in the following sizes:— 
4'6" 5' 5'6" 

$16.00 S17.25 

Plate OD 198.— Same as Plate OD 196, except with 
wood rim. 



Grandeurs nominales 
Tel que decrit 



4'6" 
S17.50 



5' 
$18.15 



\ 



5 '6" 
$19.75 



Nominal sizes 
As described 




— . .1^ 



1^' 





^ 



o 



3 



: 






1,1 



m 





I 





mm 



I 



>^-:i 








^ 



L 



Gravure OD 200. — Lavabo emaille avec orifice a 
Tarriere de la cuvette ovale. Monte sur une colonne 
emaillee, accessoire combine d'alimentation et de vidage 
nickele, tuyaux d 'alimentation ^" avec arrets muni de 
poignees a croisillons, de porcelaine ayant indication, 
siphon nickele IM"* 

Grandeur 24" x 33" 



Plate OD 200. — Enamelled lavatory with rear outlet 
oval bovt^I, supported on enamelled pedestal, fitted with 
nickel-plated combination supply and waste fitting, 
nickel-plated H" supply pipes with china index stops, 
nickel-plated 134" trap. 



Tel que decrit 



§87.25 



Size 

As described 



Gravure^OD 202,— Le meme qu'a 
la gravure OD 200, mais avec 
vidage, ayant capsule de porce- 
laine et robinets nickeles. munis 
de poignees a croisillons de porce- 
laine. 
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Plate OD 202.— Same as Plate 
OD 200, except with china knob 
waste and compression faucets 
with china cross handles, instead 
of fitting shown. 



u 



Grandeur 

Complet, tel que decrit 



OD 202 

24" X 33" 
S75.25 



Size 

Complete, as described 



Grandeur — Size 
24" X 33" 



DIMENSIONS 

Largeur—Width Longueur— Length Cuvette— Bowl 

24" 33" 13" X 17" 






^ 



Gravure OD 204.— Lavabo emaille avec orifice a I'arn- 
ere de la cuvette ovale, monte sur colonne emaillee, 
pourvu d'un vidage nickele avec capsule de porcelaine, 
de robinets nickeles a compression ayant poignees_a 
croisillons de porcelaine, tuyaux d'alimentation nickeles 
de %" avec arrets a indication de porcelaine et siphon 
nickele VA"- 



Plate OD 204.— Enamelled lavatory with rear outlet, 
oval bowl, supported on enamelled pedestal, fitted with 
china knob waste, nickel-plated faucets with china 
cross handles, nickel-plated %" supply pipes with 
china index stops and nickel-plated 1}4" trap. 



Grandeurs nominales 
Tel que decrit 



18" X 27" 
S63.25 



22" X 33" 
S72.25 



18" X 27" 
S63.25 



22" X 33" 

$72.25 



Nominal sizes 
As described 



Gravure OD 206. — Lememequ'a 
la gravure OD 204, mais avec 
accessoire combine d'alimenta- 
tion et de vidage, remplacant les 
accessoires montres ci-haut. 




Plate OD 206.— Same as plate 
OD 204, except with combination 
supply and waste fitting, instead 
of fitting shown above. 



Grandeurs 
Tel que decrit 



Grandeur — Size 

18" X 27" 
22" X 33" 



OD 206 

18"x27" 22"x33" 

S71.25 ■ $80.25 

DIMENSIONS 
Largeur— Width Longi.ieur— Length 

19" 
23" 



Sizes 

As described 



27" 
33" 



Cuvette— Bowl 

11" X 15" 
13" X 18" 
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LAV ABO 

Gravure OD 20S. — Lavabo cmaille avec orifice a I'ar- 
herede la cuvette ovale, inr.nt('> sur colonne emaillee, 
pourvu d'un accessoire combint' d'alimentation et de 
vidage, de tuyaux nickeles d'alimentation 3.g" avec 
arrets a indication de porcelaine et d'un siphon 
nickele, 1^''. 



LAVATORY 

Plate OD 208. — Enamelled lavatory with rear outlet 
oval bowl, supported on enamelled pedestal; fitted 
with nickel-plated combination supply and waste 
fitting, nickel-plated H" supply pipes with china 
index stops and nickel-plated 1^4" trap- 



Grandeurs nominales 
Tel que decrit 



20" X 24" 
$65.50 



22"x27" 
S73.00 



22"x30" 
$77.00 



Nominal sizes 
As described 



r 



Gravure OD 210.— Lemgmequ'a 

la gravure OD 208, mais avec 
vidage ayant capsule de porce- 
laine et robinets a compression 
ayant poignees a croisillons de 
porcelaine, remplacant les acce?- 
soires montres plus haut. 




Plate OD 210.— Same as Plate 
OD 208, except with china knob 
waste, and compression faucets, 
with china cross handles, instead 
of fitting shown above. 



Grandeurs 
Te! que decrit 

Grandeur — Size 

20" X 24" 
22" X 27" 
22" X 30" 



20" X 24" 
$52.65 



Largeur— Width 

20" 
22" 
22" 



OD 210 

22"x30" 
$64.00 

DIMENSIONS 

Longueur— Length 



22" X 27" 

$58.75 



Sizes 

As described 



24" 

27" 
30" 



Cuvette — Bowl 

ll^"xl5" 
13" X 17" 
13" X 17" 
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HERTEL 

OD 212 



LAY ABO 



LAVATORY 



Gravure OD 212.^Lavabo emaille avec orifice a 
I'arriere de la cuvette ovale, monte sur colonne emaillee; 
pourvu d'un vidage par bonde a bouchon avec bouchon 
en caoutchouc, chainette et borne, robinets a compres- 
sion, avec poignees a croisillons ayant indication de 
porcelaine, tuyaux d'alimentation nickeles H" avec 
arrets a indication de porcelaine et d'un siphon 
nickele et ajustable P IK"- 



Plate OD 212.— Enamelled lavatorv with rear outlet 
oval bowl, supported on enamelled pedestal; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel-plated compression faucets with 
four ball china index handles. nicke!-plated ^g" supply 
pipes with china index stops and U4" adjustable P 
trap. 



Grandeurs nominales 
Tel que decrit 



20" X 24" 
550.00 



22" X 27" 
S55.00 



22" X 30" 
$60.00 



Nominal sizes 
As described 



Gravure OD 214. — Le meme qu'a 
la gravure OD 212, mais avec le 
vidage ayant capsule de porcelaine, 
robinets a compression avec poignee 
a croisillons de porcelaine. tenant 
la place des accessoires montres 
plus haut. 



fl 
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OD 214 




Plate OD 214.— Same as plate OD 
212, except with china knob waste 
and nickel-plated compression fau- 
cets with china cross handles, ins- 
tead of fitting shown above. 



..-J 



Grandeurs 
Tel que decrit 



20" X 24" 
$56.25 




Grandeur^Size 

20" X 24" 
22" X 27" 
22" X 30" 



22" X 27" 
S62.50 

DIMENSIONS 

Largeur — Width Longueur — Length 



22" X 30" 
S66.25 



Sizes 

As described 



20" 
22" 
22" 



24" 
27" 
30" 



Cuvette — Bowl 

llH"xl5" 
13" xl7" 
13" X 17" 
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Gravure OD 216.— Lavabo emaille avec orifice a I'ar- 
riere de ia cuvette ovale, monte sur colonne emaillee: 
pourvu d'un vidage ayant capsule de porcelaine. de 
robinets a compression avec poignee? a croisillons de 
porcelaine, de tuyaux d'alimentation 3^", nickele 
avec arrets a indication de porcelaine, et d'un siphon 
ajustable et nickele I34" P- 



Plate OD 216.— Enamelled lavatory with rear outlet 
oval bowl, supported on enamelled pedestal; fitted 
with nickel-plated china knob waste, nickel-plated 
compression faucets with china cross handles, nickel- 
plated ?^" wall supply pipes with china index stops 
and nickel-plated V/^" adjustable P trap. 



Grandeurs nominales 
Tel que decrit 



20" X 24" 
S57.25 



22" X 27" 
$62.50 



22" X 30 
S67.00 



*/ 



Nominal sizes 
As described 



Gravure OD 218. — Lememequ'a 
la gra\'ure OD 216, mais pourvu 
d'accessoire combine d'alimenta- 
tion et de vidage, au lieu des 
accessoires montres plus haut. 




Plate OD 218.— Same as Plate 
OD 216, except with combination 
supply and waste fitting, instead 
of fitting shown above. 



OD218 



Grandeurs 
Tel que decrit 



20" X 24" 
S62.50 



22" X 30" 
$72.75 



Grandeur — Size 

20" X 24" 
22" X 27" 
22" X 30" 



22" X 27" 
$68.75 

DIMENSIONS 
Largeur — Width Longueur — Length Cuvette— Bowl 



Sizes 
■ As described 



20" 
22" 

99" 



24" 
27" 
33" 



im"xl5" 
13" X 17" 
13" X 17" 
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LAVABO 

Grayure OD 220. — Lavabo emaillc avec orifice a 
I'arriere de la cuvette ovale, monte sur une patte 
emaillee et sur supports muraux peints; poiirvu d'un 
montage combine d 'alimentation et de vidage nickele 
de tuyaux d'alimentation ^g" nickeles, ayant arrets 
a indication de porcelaine, d'un siphon 134" ajustable 
et nickele P. 

Grandeurs nominales 20" x 24" 

Telquedecrit Srs 75 



Plate 00^220. — F^namelled lavatory with rear outlet 
oval bo'wl. supported on enamelled leg and painted 
wall supports; fitted with nickel-plated combination 
supply and waste fitting, nickel-plated ^s" supply pipes 
with china index stops and nickel-plated 1 34" adjustable 
P trap. 



22" X 27" 
S65.35 



22" X 30" 
S69.50 



Nominal sizes 
As described 



Gravure OD 222. — Le meme qu'a 
la gravure OD 220. mais avec 

vidage ayantcapsule de porcelaine; 
robinets a compression et siphon 
IK" nickele. 



Ji 





Plate OD 222-— Same as plate 
OD 220, except with china knob 
waste, compression faucets and 
l}4" trap. 



OD 222 




Grandeurs nominales 


20"x24" 22"x27" 22"x30" 


Nominal sizes 


Tel que decrit 


S54.50 S()0.75 S77.75 
DIMhSSIO^S 


As described 


Grandeur^Size 

20" X 24" 
22" X 27" 
22" X 30" 


Largeur — Width Longueur — Length 
20" 24" 
22" 27" 
22" 30" 


Cuvette — Bowl 
llU"x 15" 
13" X 17" 
13" X 17" 
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FROXTENAC 

OD 224 



Grai-ure OD 224.^1^1-V: 



• V — mm 






LAVABO 

:= a oooqirtEr. r syaat pt^nee 

.::j."io(ni en. 'i:":^^^:'^:- de tnyaaix 

■i-^ tz das £i^J::z i-:^-le de iji". 



LAVATORY 

Plare OD 224.— Er^-rl-l .^i 



Td que :::—:- 



30" :5 24" 
S41.M 



22" x 27" 



* i__ ^ ^ ' 



-1 --e c^rd 



AsdescEibed 



Gravure OD 224.— 1> 



oomfaioe d'aliineii- 

i^ -nd^c; an Ben de^ 




Place OD 224. — 
OD 221. escept with 
tioa SDpplj'aDd wast 
instead of fittinie ^lOwiL 



OD 226 



* » 111; r ! ^ 



Tel qoe decrit 



2yi24 

S49.t4 



•r 



22" s 27" 



.\~ 



DIMENSIONS 



30" X 24" 

22" X 27" 



Li_---— Width 

20" 



24" 

2r' 



ii'sie 

13" X 17 
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PHIPPS 

OD 228 



Gravure'OD 228- — Lavabo emaille a cuvette ovale avec 
orifice a Tarriere, monte sur un support mural dissi- 
mule; avec bonde a bouchon, bouchon en caoutchouc, 
chainette et borne, robinets nickeles a compression 
avecpoigneea croisillonsayant indication en porcelaine, 
tuyaux nickeles d'alimentation ^^'^ et siphon ajustable 
P 13r'nickele- 



Plate OD 228.— Enamelled lavatory with rear outlet 
bowl supported on concealed wall hanger, fitted with 
nickel-plated waste plug, rubber stopper, chain and 
chain stay, nickel-plated compression faucets with 
four ball china index handles, nickel-plated ^^s' supply 
pipes and nickel-plated IJ^" adjustable P Trap. 



Grandeurs nomina es 


17" X 21" 


18" X 24" 


20" X 24" 


22" X 27" 


Nominal sizes 


Tel que decrit 


$27.50 


S29.75 


S34.00 


S42.75 


As described 




Gravure OD 230. — Le meme qu'a la 
gravure OD 228, mais pourvu d'un 
vidage avec capsule de porcelaine 
et de robinets a compression ayant 
poignee a croisillons de porcelaine, 
tenant place des accessoires mon- 
tres ci-haut. 




Plate OD 230.— Same as Plate 
OD 228, except with china knob 
waste and compression faucets with 
china cross handles, instead of 
fitting shown. 



t-. 



Grandeurs nominales 
Tel que decrit 



Grandeur — Size 
17" X 21" 
18" X 24" 
20" X 24" 
22" X 27" 



17"x21" 
$34.50 



Largeur — Width 
17" 
18" 
20" 
22" 



OD 230 

18" X 24" 
$36.15 

DIMENSIONS 



~. .. J 



20" X 24" 
S40.85 



22" X 27" 
S50.25 



Longueur — Length 
21" 
24" 
24" 
27" 



Cuvette — Bowl 
lOH" X 15" 
U" X 16" 
11" X 16" 
13" X 17" 



Nominal sizes 
As described 



Dossier— Back 
8" 

■ 10" 
12" 
12" 
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MENNEVAL 

OD 234 



LAV ABO 



LAVATORY 



Gravure OD 234. — Lavabo emaille a cuvette ovale 
avec orifice a I'arriere; monte sur un support mural 
in^^sible, pour^nj d'une bonde a bouchon, bouchon en 
caoutchouc, chainette et borne, robinets it compression 
avec poignee a croisillons ayant indication, tuyaux nicke- 
lesd 'alimentation %". et siphon ajustabLe nickele 1 3^4 " P. 



Plate OD 234. — Enamelled lavatory with rear outle* 
oval bowl, supported on concealed wall hanger; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel-plated compression faucets with 
four ball china index handles, nickel-plated %" supply 
pipes and nickel-plated adjustable P trap 134". 



Tel que decrit $22.75 As described $22.75 



Gravure OD 236.— Le meme 
qu'a la gravure OD 234, mais 
pour\Tjde robinets ayant manette 
de porcelaine. 

Tel que decrit S24.50 
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Plate OD 236.— Same as Plate 
OD 234, except with faucets 
with china lever handles. 

As described ...,....,. $24.50 



j 



OD 236 

DIMENSIONS 

Grandeur— Size Largeur— Width Longueur— Length 

17"xl&" 17" 19" 



Cuvette — Bowl 
10>^" X 15" 



Dossier — Back 
6" 
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VILLEBON 

OD 238 



LAVABO 



LAVATORY 



Gravure OD 238.^ — Lavabo emaille a cuvette ovale 
avec orifice a rarriere, monte sur un support mural 
invisible; pourvu d'une bonde nickelee a bouchon. bou- 
chon en caoutchouc, chainette et borne, robinets nic- 
keles a compression avec poignee a croisillons, tuyaux 
nickeles d 'alimentation y^", et siphon ajustable IM" P- 



Plate OD 238. — Enamelled lavatory with rear outlet 
oval bowl, supported on concealed wall hanger; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel-plated compression faucets with 
four ball china index handles, nickel-plated %" supply 
pipes and nickel-plated 1J4" adjustable P trap. 



Tel que decrit S28.75 As described S28.75 



Gravure OD 240. — Le meme 
qu'a la gravure CD 238, mais 
pourvu d'un vidage ayant capsule 
de porcelaine. 

Tel que decrit S34.75 
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Plate OD 240.— Same as Plate 
OD 238, except with china 
knob waste. 

As described S34.75 



y^ 



OD 240 

DIMENSIONS 




Grand eur — Size 
19" X 24" 



Largeur— W id th Longueur— Length 
19" 24" 



Cuvette — Bowl 
12"xl-l'.;" 



Dossier — Back 
10" 
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CALLIERES 

OD 242 



LAVABO 



LAVATORY 



Gravure OD 242.— Lavatao emaille a cuvette ovale 
avec orifice a I'arriere, monte sur support mural invi- 
sible; pourvu d'un vidage nickele avec capsule en porce- 
laine. robinets nickeles a compression ayant poignee a 
croisillonsde porcelaine, tuyaux nickeles d 'alimentation 
^i" et siphon ajustable nickele 1 K"- 



Plate OD 242.— Enamelled lavatory with rear outlet 
oval bowl, supported on concealed wall hanger, fittea 
with nickel-plated china knob waste, nickel-plated 
compression faucets with china cross handles, nickel- 
plated supply pipes %" and nickel-plated 1 K". 
adjustable trap. 



Tel que decrit $32.50 As described $32.50 



Gravure OD 244. — Le meme 
qu'a la gravure OD 242, mais 
pourvu de robinets ayant manette 
en porcelaine. 

Tel que decrit $34.50 





Plate OD 244. — Same as Plate 
OD 242, except with faucets 
with china lever handles. 

As described $34.50 







OD 244 
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DIMENSIONS 






Grandeur — Size 


Largeur — Width 


Longueur— Length 


Cuvett e — Bowl 


Dossier — Back 


18"x21" 


18" 


21 M" 


ll''xl6H" 


7" 
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BEAUGOURT 

OD 246 



LAVABO 



LAVATORY 



Gravure OD 246.^Lavabo emaille a cuvette ovale 
avec orifice a rarriere, monte sur support mural invi- 
sible; pourvu d'une bonde a bouchon, bouchon en 
caoutchouc, chainette et borne, robinets nickeles a 
compression ayant poignee a croisillons avec indication 
en porcelaine. tuyaux nickeles d'alimentation ? «" et du 

P. 



siphon nickele et ajustable lH" 



Plate OD 246. — Enamelled lavatory with rear outlet 
oval bowl, supported on concealed wall hangers, fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel-plated compression faucets 
with four ball china index handles, nickel-plated ^g" 
supply pipes and nickel-plated l}4" adjustable P trap. 



Tel que decrit S24.75 As described S24.75 
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Gravure OD 248, — Le meme qu'a 
la gravure OD246,mais pourvu d'un 
vidage ayant capsule de porcelaine, 

Tel que decrit S26-00 
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Plate OD 248.— Same as Plate 
OD 246, except with china knob 
waste. 

As described $26.00 



Grandeur — Size 
18" X 21" 



Largeur — Width 
IS" 



OD 248 

DIMENSIONS 

Lon gu eu r — Length 
21 K'" 



Cuvette — Bowl 
U"x 16H" 



Dossier^Back 
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Gravure OD 250.^Lavabo emaille a cuvette ovale 
avec orifice au centre, monte sur support mural invi- 
sible; pour\'u d'une bonde a bouchon nickelee, bouchon 
en caoutchouc, chainette et borne, robinets a compres- 
sion ayant poignee a croisillons avec indication, tuyaux 
nickeles d'alimentation 3^" et siphon ajustable nickele 

IK". 



Plate OD 250. — Enamelled lavatory with centre 
outlet oval bowl, supported on concealed hanger: 
fitted with nickel plated waste plug, rubber stopper, 
chain and chain stay, nickel-plated compression faucets 
with four bail china index handles, nickel plated ^" 
supply pipes and nickel-plated V/i" adjustable trap. 



Tel que decrit S30.00 As described 



$30.00 



Gravure OD 252. — Le meme 
qu'a la gravure OD 250, mais 
avec robinets ayant manette en 
porcelain e. 

Tel que decrit $32.00 




Plate OD 252. ~ Same as Plate 
OD 250, except with faucets with 
china lever handles. 



As described $32.00 



Grandeur— Size 
14"x26" 



Largeur — Width 
14" 



OD252 

DIMENSIONS 

Longueur— Length 
26H" 



Cuvette — Bow! 
10" X 16" 



Dossier— Back 
6" 
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BEAUBASSIN 

OD 254 



LAVABO 



LAVATORY 



Gravure OD 254.— Lavabo emaille a cuvette ovale 
avec orifice a I'arriere, monte sur un support invisible; 
pourvu d'une bonde nickelee a bouchon, bouchon de 
caoutchouc, chainette et borne, robinets nickeles et a 
compression avec poignees a croisillons ayant bouton 
indicateur en porcelaine. Tuyaux nickeles d'alimen- 
tation %" et siphon nickele 13^", ajustable. 



Plate OD 254.— Enamelled lavatory with rear outlet 
oval bowi supported on concealed wall hanger; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel-plated compression faucets with 
four ball china index handles, nickel-plated supply 
pipes 3/s" and nickel-plated 1^" adjustable trap. 



Tel que decrit S22.75 As described S22.75 



Gravure OD 256.— Le memequ'a 
la gravure OD 254, mais avec 
robinets ayant manette en porce- 
laine. 

Tel que decrit $24.75 
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Plate OD 256.— Same as Plate 
OD 254, except with faucets with 
china lever handle. 



As described S24.75 



Grandeur — Size 
18" X 21" 



Largeur — Width 
18" 



OD 256 

DIMENSIONS 

Longueu r — Length 
21" 



Cuvette — Bowl 
lOy/' X 14^" 



Dossier— Back 
8" 
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LAVA BO 



Gra\'ure OD 260.— Lavabo emaille a cuvette ovale 
avec orifice a I'arri^re. monte sur un support mural 
invisible; poun.'u d'une bonde a bouchon nickele; 
bouchon en caoutchouc, chainelte et btjrne. robinels a 
compression avec poignee a croisillons et bouton de por- 
celaine marque fChaude ou Froide). tuyaux nickeles 
d'alimentation H" *^t siphon ajustable nickele \\i" ■ 



Plate OD 260. — Enamelled lavatory with rear outlet 
o^■al bowlj supported on concealed wall hanger; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel -plated compression faucets with 
four ball china index (Hot or Cold) handles nickel- 
plated *w" supply pipes and nickel-plated li4"ad]ust- 
able trap. 



Te! que dtcrit S20.50 As described $20.50 



Gravure OD 262.— Le meme qu'a 
la ^ra^'ure CJU 260, mais avec des 
robinets ayant maneite en porce- 
laine. 

Telquedecrit $22.50 




H Plate OD 262.— Same as plate 
OD 260. except with faucets with 
china lever handles. 



Asdcscribed $22.50 



Grandeur — Size 
17" X 19" 



OD 262 

Largeur — Width Longueur — Length Cuvette — Bowl 

17" 19" 10»^"xl5" 



Doeao- — Back 
6" 
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LAVATORY 



Gravure OD 264. — Lavabo emaille a cuvette ronde 
avec orifice au centre, monte sur un support mural 
invisible; pourvu d'une bonde a bouchon nickelee;bou- 
chon de caoutchouc, chainette et borne; robinets nicke- 
les a compression ayant poignee a croisillons avec bou- 
ton en porcelaine marque (Chaude ou Froide), tuyaux 
nickeles d 'alimentation %" et siphon ajustable nickele 
deVA". 



Plate OD 264.— Enamelled lavatory with centre outlet 
round bowl, supported on concealed wall hanger; 
fitted with nickel-plated waste plug, rubber stopper, 
chain and chain stay, nickel-plated compression faucets 
with four ball china index handles (Hot or Cold), 
mckel-plated H" supply pipes and nickel-plated Ij^" 
adjustable trap. 



Tel que decrit $19.50 As described S19.50 



Gravure OD 266. — Le meme qu'a 
la gravure OD 264, mais avec 
robinets ayant manette en porce- 
laine. 

Tel que decrit $21.25 





Plate OD 266.— Same as plate 
op 264, except with faucets with 
china lever handles. 



As described §21,25 



■^ ... -^ 



Grandeur — Size 
16" X 14" 



Largeur — Width 
16H" 



OD 266 



Longueur— Length 



UH- 



Cuvette — 'Bowl 
11" 



Dossier — Back 
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DUQUESNE 

OD 268 



LAV ABO 



LAVATORY 



Gravure OD 268.— Lavabo emaille a cuvette ovate 
avec orifice a I'arriere, monte sur des supports muraux 
invisibles; pour\^u d'une bonde a bouchon nickelee, 
bouchon en caoutchouc, chainette et borne, robinets a 
compression nickeles ayant poignee a croisillons avec 
bouton en porcelaine marque (Chaude ou Froide), 
tuyaux d 'alimentation nickeles %" et siphon ajustable 

nickelelH"- 

Tel que decrit S29.50 As described $29,50 



Plate OD 268. — Enamelled lavatory with rear outlet 
oval bow!, supported on concealed wall hangers; 
fitted with nickel-plated waste plug, rubber stopper, 
chain and chain stay, nickel-plated compression faucets 
with four ball china index handles (Hot or Cold), 
nickel-plated ^" supply pipes and nickel-plated 
\}4" adjustable trap. 



Gravure OD 270.— Le meme 
qu'a la gravure OD 268. mais 
avec vidage ayant capsule de 
porcelaine et robinets a manette 
de porcelaine. 

Tel que decrit S37.00 





Plate OD 270. — Same as Plate 
OD 268, except with china knob 
waste and faucets with china 
lever handles. 

As described $37.00 



Grandeur — Size 
19" 



OD 270 

DIMENSIONS 

Longueur laterale — Length on sides 

19" 



Cuvette — Bowl 
10" X 14" 




Dossier — Back 
8" 
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Gravure OD 272.— Lavabo emaille a cuvette ovale 
avec orifice au centre, monte sur des supports muraux 
invisibles; bonde a bouchon nickelee, bouchon en caout- 
chouc, chainette et borne, robinets nickeles a compres- 
sion ayant poignee a croisiUons avec indication marquee 
(Chaude ou Froide), tuyaux nickeles d'alimentation 
j4" et siphon ajustable nickele l^i". 

Tel que decrit S26.50 



Plate OD 272. — -Enamelled lavatory with centre outlet 
oval bow], supported on concealed wall hangers; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay, nickel-plated compression faucets with 
four ball china index handles (Hot or Cold), nickel- 
plated H" supply pipes and nickel-plated 1 }4" 
adjustable trap. 

As described S26.50 



r 



Gravure OD 274. — Le meme qu a 
la gravure OD 272, mais avec 
robinets ayant manette en porce- 
laine. 

Tel que decrit $28.50 




\^ 
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Plate OD 274.— Same as Plate 
OD 272. except with faucets with 
china lever handles. 



As described S28.50 



h... 



Grandeur — Size 
16" 



OD 274 

DIMENSIONS 

Longueur laterale— Length on sides 

16" 



Cuvette — Bowl Dossier— Back 

ll"xl4" 6" 
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Gravure OD 276.— Lavabo emaille a cuvette ovale, 
avec orifice au centre, monle sur des supports muraux 
inviRibles: avec bonde a bouchon nickelee, bouchon en 
caoutchouc, chainetle et borne, robinets nickeles a 
compression avec poignee a croisillons ayant bouton 
en porcelaine marque (Chaude ou Froide). tuyaux 
d'alimentation H" nickeles, siphon aiustab)e nickele 

IH"- 



Plate OD 276. — Enamelled lavatory with centre outlet 
oval bowl, supported on concealed wall hangers; fitted 
with nickel-plated waste plug, rubber stopper, chain 
and chain stay. Nickel-plated compression faucets 
with four ball china index handles (Hot or Cold}, 
nickel-plated ^ ^" supply pipes and nickel-plated 
11'4" adjustable trap. 



Tel que decrit S22.25 As described $22.25 



Gravure OD 278. — Le meme qu'a 
la gravure OD 276, mais avec 
robinets ayant manette en porce- 
laine. 

Tel que decrit $24.10 




Plate OD 278.— Same as Plate 
OD 276, except with faucets with 
china lever handles. 



As described $24.10 



Grandeur — Size 

16" 



OD 278 

DIMENSIONS 

Longueur laterale — Length on sides 

16" 



Cuvette — Bowl 
11" X 14" 




Dossier — Back 
6" 
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SERIGNY 

OD 280 



LAV ABO 



LAVATORY 



Gravure QD 280. — Lavabo emaille a cuvette ronde 
avec orifice au centre, monte sur supports muraux 
invisibles; avec bonde a bouchon nickelee, bouchon en 
caoutchouc, chainette et bome. robinets nickeles a 
compression avec poignee a croisillons et bouton de porce- 
laine marque (Chaude ou Froide), tuyaux d'alimen- 
tation nickeles, siphon nickele IJ^j". ajustable. 



Plate 280.— Enamelled lavatory, with centre outlet 
round bowl, supported on concealed wall hanj^ers, 
fitted with nickel-plated waste plug, rubber stopper, 
chain and chain stay, nickel-plated compression 
faucets with four ball china handles, nickel-plated Js" 
supply pipes and nickel-plated li'i" adjustable trap. 




Tel quedecrit $19.00 As described S 19.00 



Gravure OD 282. — Le meme qu a 
la gravure OD 280. mais avec 
robinets ayant manette en porce- 
laine. 

Tel quedecrit $21 M 




lAi 




Plate OD 282.— Same as Plate 
OD 280, except v/ith faucets with 
china lever handles. 



As described $21 .00 



Grandeur — Size 
16" 



OD 282 

DIMENSIONS 

Longueur laterale— Length on sides 

16" 



Cuvette— Bowl 

11" 



Dossier — Back 
5" 
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Gravure OD 284.— Lavabo emaille en trois sections Plate OD 284.— Enamelled three single sections 
simples, a cuvette ovale avec orifice a I'arriere, monle lavatory with rear outlet oval bowl, supported on 
sur pattes peintes se lixant au plancher. muni de robi- painted brackets to floor; fitted with^ nickel-plated 
nets nickeles a compression avec poignees a croisillons compression faucets with four ball china index handles, 
ayant bouton inriicateur en porcelaine. 

DIMENSIONS 



Gravure OD 286.- 

meme que la gravure OD 
284, mais a trois sections 
doubles au lieu d'etre a 
trois sections simples- 
Par section double 

16"x20" 18"x24" 
S44.50 S50.50 

Tel que decrit 

Gravure OD 288.— Le 

meme qu'a la gravure OD 
286, mais avec tuyau ven- 
lilateur expose de 2" en 
fer peint. 



Grandeur — Size 
16"x20" 
18" X 24" 



Le 



Cuvette — Bowl 
10H"xl4" 
lOH" X 16" 



Section simple— Single section 
$23.25 
$26.40 




Plate OD 286.— Same as 
plate OD 284 but having 
three double sections in- 
stead of three single. 

Per double section 

16" X 20" 18" X 24" 
S44.50 S50.50 

As described 

Plate OD 288.— Same as 
Plate OD 286, except 
with 2" exposed painted 

iron ventilation pipe. 



OD 286 



Par section double 
Tel que decrit 



16" X 20" 
S46.50 



IS" X 24" 
S52.50 



Per double section 
As described 



N.B. — Des sections additionnelles peuvent 

etre fournie?- 



N.B.— Additional sections can be 
furnished. 
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BEAUHARNOIS 

OD 290 



LAV ABO 



LAVATORY 



Gravure OD 290.— Lavabo emaille en trois sections 

simples, a cuvette ovale avec orifice a I'arriere, monte 

sur pattes peintes se fixant au plancher, muni de 

robinets nickeles a compression ayant poignee a croisil- 

lons et bouton indicateur en porcelaine. 

DIMENSIONS 



Plate OD 290.— Enamelled three single section lavato- 
ry with rear outlet oval bowl, supported on painted 
brackets to floor; fitted with nickel-plated compression 
faucets with lour ball china index handles. 



Grandeur — Size 

18" X 24" 
20" X 24" 

Gravure OD 292.— Le 

meme qu'a la gravure 
OD 290, mais a trois sec- 
tions doubles au lieu 
d'etre a trois sections 
simples. 

Par section double 

18"x24" 20"x24" 
$61.50 S68.50 

Tel que decrit 

Gravure OD 294.— Le 

meme qu'a la gravure 
OD 292, mais avec tuyau 
ventilateur de 2" en fer 
peint. 



Cuvette — Bowl 
10K"xl6" 

11K2"X15" 



Par section simple — Per simple section 

S32.50 

S37.00 




Plate OD 292.— Same as 
Plate OD 290, but hav- 
ing three double sections. 



Per double section 

18"x24" 20"x24" 
$61.50 S68.50 

As described 



Plate OD 294. — Same 
as Plate OD 292, except 
with 2" exposed painted 
iron ventilation pipe. 



Par section double 
Tel que decrit 



OD 292 

18" X 24" 
S63.50 



OD 294 

20" X 24" 
S70.50 



Per double section 
As described 




N.B. — Des sections additionnelles peuvent 

etre fournies. 



N.B. ^Additional sections can be 
furnished. 
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Gravure OD 296, — Lavabo emaiUe a deux cuvettes 
ovaies avec orifices a Tarriere, monlesurcoionnes rondes 
emaillees; muni d*un robinet melangeur a shampoo, a 
compression et nickele, avec boyau en caoutchouc et 
pomme d'arrosage, vidages par bonde a bouchon, 
bouchonsde caoutchouc, chainettes et bornes, robinets 
nickeles a compression ayant poigneeacroisillonsdepor- 
celaine, combinaison speciale des tuyaux d alimenlation 
avec arrets ayant boutons indicateurs en porcelaine, 
raccord special de vidage ayant siphon serpenlin a 
cloche del H"- 



Plate OD 296. ^Enamelled barber's lavatory with two 
rear outlet oval bowls, supported on enamelled round 
pedestals, fitted with nickel-plated compression double 
Shampoo faucet with rubber hose and sprinkler, nickel- 
plated waste plugs and rubber stoppers, chains and 
chain stays, nickel-plated compression faucets with 
china cross handles, nickel plated special combination 
supply pipes with china index stops, and special waste 
connection with 1 34" Reseal trap. 



Tel que decrit 



$151,25 As described S151-25 



Gravure OD 298,— Le meme qu'a la gravure OD 296. 
mais ayant vidage a bouton de porcelaine. rempla^ant 
les bondes a bouchon et les bouchons en caoutchouc. 



Plate 0I> 29S.— Same as Plate OD 296, except with 
china knob wastes, instead of waste plugs and rubber 
stoppers. 



Tel que decrit $156,85 As described $156.85 



DIMENSIONS 



Grandeur — Size 
27" X 45" 



Cuvettes — Bowls 
13"xl9" 
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LAVABO DE BARBIER 
Gravure OD 300.— Lavabo emaille a cuvette ovale 
avec orifice a I'arriere, monte sur colonne emaitlee; 
muni d'un montage nickele corabinant la robinettene 
de lavabo et de shampoo, poignees a croisillons ayant 
bouton indicateur en porcelaine, boyau en caoutchouc 
et pomme d'arrosage, vidage nickele avec capsule en 
porcelaine, tuyaux nickeles d'alimentation Vs" avec 
arrets a bouton indicateur en porcelaine, siphon nickele 

Grandeurs nominales 

20" X 24" 22" X 27" 22" x 30" 

$69.a0 $75.50 ?78.15 

Tel que decrit 

Gravure OD 302.— Le meme qu'a la 
gravure OD 300, mais avec le montage 
special combinant la robinetterie de 
shampoo et de lavabo et le melangeur; 
vidage a capsule de porcelaine, et siphon 
nickele 1J<". 

Grandeurs nominales 



BARBER'S LAVATORY 

Plate OD 300.— Enamelled lavatory with rear outlet 
oval bowl, supported on enamelled pedestal; fitted 
with nickel-plated compression shampoo and lavatory 
faucet combination with four ball china index handles, 
rubber hose and sprinkler, nickehplated china knob 
waste, nickel-plated Ys" supply pipes with china index 
stops and nickel-plated 1 ^" trap. 



20" X 24" 
$87.25 



22" X 27 



// 



$93.75^ 

Tel que decrit 



22" X 30" 
$96.40 




20" s 24' 
S69.00 



Nominal sizes 

22" X 27" 
$75.50 

As described 



22" X 30" 
S78.15 



Plate OD 302.— Same as Plate OD 
300, except with special Shampoo and 
basin faucet combination with mixing 
valve, nickel-plated 1^" adjustable 
trap. 

Nominal sizes 



20" X 24" 
$87.25 



OD 302 



22" X 27" 
S93.75 

As described 



22" X 30" 
S96.40 



Grandeur — Size 

20" X 24" 
22" X 27" 
22" X 30" 



DIMENSIONS 

Largeur — Wid t h Longu eur — Length 



20" 
22" 
22" 



24" 

27" 
30" 



Cuvette — Bowl 

IV/i" X 15" 
13" X 17" 
13" X 17" 
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LAVERENDRYE 

OD 304 



LAVABO DE SALON DE COIFFEUR 

Gravure Op 304.— Lavabo emaille a cuvette ovale 
avec orifice a rarriere, monte sur support mural dissi- 
inule; pourvu d'un robinet melangeur special et nickele, 
avec accessoire lave-tete. tube caoutchouc et pomme 
de douche, vidage nickele ayant capsule de porcelaine. 
robinets a compression nickeles avec poignee a croisiUons 
et bouton indicateur en porcelaine, tuvaux d'alimen- 
tation nickeles 3.g" avec arrets avant bouton indicateur 
en porcelaine, et siphon ajustable nickele l^"- 



HAIR DRESSING PARLOR LAVATORY 

Plate OD 304- — ^Enamelled lavatory with rear outlet 
bowl, supported on concealed wall hanger: fitted with 
special nickel-plated compression double shampoo 
faucet, with rubber hose and sprinkler, nickel-plated 
china knob waste, nickel-plated compression faucets 
with four ball china index handles, nickel-plated ^i" 
supply pipes with china index stops and nickel-plated 
l^i" adjustable trap. 



Grandeurs nominales 
Tel que decrit 



20" X 24 " 
S54.00 



22" X 27" 
$63.25 



Nominal sizes 
As described 



Table—Slab 

20" X 24" 
22" X 27" 



DIMENSIONS 

Cuvette — Bowl 

ll"xl6" 
13" X 17" 



Dossier— Back 

12" 
12" 
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Gravure OD 306,— Fait de fonte emaillee 
blanc, il est pourvii d'un boyau-raccord sous 
lequel on peut se laver les mains avant le 
traitement du patient. 

Ce qui caracterise particulierement cet 
appareil c'est qu'i] est Tarticle leplus pratique 
pour soigner efficacement et sans danger 
les maladies veneriennes, 

Tous renseignements supplement aires et 
prix donnes sur demande. 



OD 306 

Vue de face — Front View 



SANITAS 

OD 306 

HOSPITAL LAVATORY 

Plate OD 306.~It is made of cast iron, 
enamelled white. 

It has a rubber hose attachment under which 
the hands can be washed before the treat- 
ment of patient. 

The most important feature of this equip- 
ment is that it furnishes a clean and correct 
performance of the present prophylactic 
treatment. 

Any other information and price furnished 
on appHcation. 
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OD 306 
Vue de c6te — Side View 
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CUVETTES RONDES ETj OVALES AVEC 
TROP-PLEIN BREVETE 

Gravure OD 308.— Cuvelle ronde emaillee avec trop- 
plein brevete. Cuvette regulierement fournie peinte 
de blanc a Texterieur. 



ROUND AND OVAL BOWL WITH 
PATENT OVERFLOW 



Plate OD 308.— Enamelled round bowl with patent 
overflow. Bowl furnished regularly painted white on 

outside. 
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Gravure OD 310. — Cuvette ovale emaillee ayec trop- 
plein brevete. Cuvette regulierement fournie peinte 
de blanc a I'exterieur. 



DIMENSIONS 

OD308 



Diam. de 

Grandeurs Cuvette a 

I'interieur 

Sizes Diam. of Bow] 

inside 



12" 
14" 
16" 



10" 
12" 
14" 



Diam. de 
Cuvette a 
I'exterieur 

Diam. Bowl 

outside 

12" 
14" 

16" 



Chac'jne 



Each 



GUYANE 



LAVABO DE PRISON 

Gravure OD 312. — Lavabo ^- 
maille avec orifice d'ecoulcment 
filete pour tuyau de fer 1" ; 
avec robinet nickele a repous- 
soir sur billes avec tete ecu- 
ronne ayanL bouton indicateur 
en porcelaine. 

DIMENSIONS 

Diametre de la cuvette, 9J4"- 
Longueur du dossier, 12", 
Hauteur du dossier, 4". 



Tel que decril 



, . $11.50 



I?" 



S4.15 
S5.00 
S6.10 



Plate OD 310. — Enamelled oval bowl with patent 
overflow. Bowl furnished regularly painted white on 
out- side. 



DIMENSIONS 
OD310 



Grandeurs 

Sizes 
14"xl7" 



Grandeur de 
Cuvette a 

rinterieur 

Size of Bowl 
inside 

12" X 15" 

13" X 17" 



Grandeur de 
Cuvette a 
I'exterieur 

Size of Bowl 
outside 

14" X 17" 
15" X 19" 



Chacune 

Each 

S6.10 
$6-50 
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PRISON LAVATORY 

Plate OD 312.— Enamelled lav- 
atory with waste outlet threaded 
for 1" iron pipe; fitted with 
nickel-plated ball bearing self- 
closing faucets with crown 
handle with china index- 



DIMENSIONS 

Diameter of bowl, 9?^". 
Length of back, 12". 
Height of back, 4". 

As described $11-50 



OD 312 
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KINGSTON 



LAVABO DE PRISON 

Gravure OD 314- — Lavabo 
emaille avec porte-savon sur le 
cote droit; robinetterie dissimu- 
lee a repoussoir, avec bouton 
poussoir nickele, bee d'arrivee 
d'eau et rosace, bonde a bouchon 
en caoutchouc et raccord de 
vidage au mur. 




Se|etm 



Plate OD 3I4-— Enamelled lava- 
tory with soap-dish on right 
hand side, fitted with self-closing 
concealed faucets with nickel- 
plated push button, wall plate 
and spout waste plug, with 
rubber stopper and waste elbow 
to walL 



Diametre de cuvette 
Diameter of Bowl 



OD 314 

DIMENSIONS 

Longueur du dossier 
Length of Back 

17" 



Hauteur du dossier 
Height of Back 

3" 



Tel que decrit 




S25.00 As described $25,00 



JUMONVILLE 

LAVABO DENTAIRE 

Gravure OD 316. — Lavabo emaille a cuvette 
ronde avec oriftceau centre, et gorge circulaire 
d'arrivee d'eau. Monte sur un support mural 
invisible, avec robinetterie speciale nickelee 
a col de cygne ayant manettes en porce- 
laine, tuyaux d'alimentation 5^" nickeLes avec 
arret ayant poignee a croisillons et bouton en 
porcelaine, marque (Chaude ou Froide), 
siphon ajustable nickele 134"- 

L'arrivee d'eau de la gorge se fait au tou- 
cher de la manette oscillante nickelee 
du robinet a repoussoir. 

DENTAL LAVATORY 

Plate OD 316.— Enamelled lavatory wdth 
centre outlet round bowl, with flushing rim, 
supported on concealed wall hangers; fitted 
with special nickel-plated Gooseneck com- 
pression faucets with china lever handles, 
nicl<el-p!ated ^g" supply pipes with china 
index stops (Hot or Cold), nickel-plated l}4" 
ajustable trap. 



L. 



Tel que decrit 
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Flushing rim operated by nickel-plated self- 
c!osing oscillating handle valve. 

DIMENSIONS 

Largeur 14^" Width 
De Vavant aTarriere IS" Depth front to back 
Diametre de cuvette 11" Diameter of Bowl 



OD Ub 



S5L25 As described S5L25 
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DEVILLIERS 

OD 318 



LAYABO DENTAIRE 

Gravure OD 318.^Lavabo dentaire en porcelaine 
vitreuse, ayant dossier et siphon d'une seule piece; pour- 
vu d'un raccord de depart en cuivre. d'un robinet a 
compression ayant poignee avec indication en porce- 
laine, et d'un robinet d'arret. 



DENTAL LAVATORY 

Plate OD 318. — ^Vitreous china dental lavatory with 
integral back, integral trap all in one piece; fitted with 
brass outlet connection and compression valve with 
solid china indexed handle, and with stop valve. 



DIMENSIONS 



Longueur — Lengt h 
13" 



Largeur^Width 
lOH" 



Pesanteur avec accessoires- — Weight with fittings 

50 lbs. 



Tel que decrit S62.50 As described S62.50 



Ce lavabo peu dispendieux est designe pour satisfaire 
a la demande pressante pour un tel appareil. 



This is an inexpensive lavatory designed to meet the 
demand for such a fixture. 



Le lavabo et ses accessoires sont de la meilleure qualite. The lavatory and fittings are of the highest quality. 



Toute salle de bain devrait avoir ce lavabo pour le 
lavage de la bouche et des dents. 

Rien n'est plus dangereux et anti-sanitaire que de laver 
ses dents au-dessus d'un lavabo ou toute personne peut 
se laver la figure et les mains. 



Every bath room should have a separate lavatory for 
washing the mouth and teeth. .. 

Nothing is most dangerous and unsanitary than to 
wash the teeth over the regular lavatory where every 
body can wash his hands and face. 
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BOISHEBERT 



OD 320 



LAVABO ET TABLE A MANICURE 

Gravure OD 320.— Lavabo et Table a Manicure en 
porcelaine vitreuse, monte sur une colonne carree et 
consoles nickelees; pourvu d'un vidage nickele ayant 
poignees en porcelaine, siphon nickele en cuivre fondu 
et ecoulement au mur de lH"t tuyaux d 'alimentation 
nickeles, avec robinets a poignees de porcelaine ayant 
indication, douille-raccord de la cuvette, robinets 
d'arret a cl§ amovible et tuyaux d 'alimentation allant 
au mur. 

DIMENSIONS 
18" X 32" 



Pesanteur, emballage compris, 175 Ids. 



MANICURE TABLE AND LAVATORY 

Plate OD 320.— Vitreous china Manicure Table 
and lavatory; supported on vitreous china square 
pedestal and nickel-plated brass-brackets; nickel- 
plated brass waste with china handles, IK" nickel- 
plated cast brass trap and waste to wall, nickel- 
plated supply pipes with compression valves having 
indexed solid china cross handles, connection to bowl, 
loose key stop valves and supplies to wall. 



DIMENSIONS 
18" X 32" 



Weight crated, 175 lbs. 



Complet, tel que decrit S187.50 Complete, as described §187.50 
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DEBEAUJEU 

OD 322 



LAVABO EN PORCELAINE 



Gravure OD 322. — Lavabo de porcelaine a cuvette 
ovale et monle sur colonne, muni de robinets a 
compression avec poignees a croisillons de porcelaine. 
vidage nickelo avec capsule porcelaine, siphon nickele 
1.U 



,- '/ 



CHINA LAVATORY 

Plate OD 322. — China lavatory with oval bowl 
supported on pedestal, fitted with compression 
nickel-plated faucet with four ball china handles, 
nickel-plated waste with china knob and V/i" 
nickel-plated trap. 



DIMENSIONS 

Hauteur totale. 30". Height overall, 30". 

Dimensions du lavabo, 30" x 22". Size of lavatory 30" x 22" 

Grandeur de la cuvette. 21" x 14". Size of bowl. 21'' x 14" 

Onfice des robinets, 12" C. en C. Cock hole centres, 12". 

Centre des orifices auxrobinet^; a I'arrieredu lavabo, 41.^". Centre of cock hole to back of lavatorv AH" 

Centre de Tonfice d^ecoulement a l'arrieredulavabo.131 ^". Centre of waste hole to back of lavatory 'iVA''. 

Centre de 1 onfice d ccoulementaroriftcedu vidage,4Ji". Cenlreof waste hole to centre of Pop-Up waste 4M" 



Tel quedecrit $59.70 As described $59.70 
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LAVABO EN PORCELAINE 

Gravure OD 324.— Lavabo de porcelaine a cuvette 
ovale et monte sur colonne. muni de robinets a com- 
pression avec poignees a croisillons de porcelaine^, 
vidage nickele avec capsule de porcelaine, siphon nickele 



Plate OD 324.— China lavatory with oval bowl, 
supported on pedestal: fitted with nickel-plated 
compression faucets with four ball china handles, 
nickel-plated v^'aste with china knob, and IH" nickel- 
plated trap. 



DIMENSIONS 



Hauteur totale, 30". 

Dimensions du lavabo, 26" x 22". 

Grandeur de la cuvette, 17" x 14". 

Oriftce des robinets, 12" C. en C. . 

Centre des orifices pour robinets a I'arnere du 

lavabo. 4M"- 

Du centre de Torifice d'ecoulement a 1 arnere du 

lavabo, 1". ^ ,, .^ 

Du centre de I'orifice d'ecoulement au centre de 1 ormce 

du vidage, 4J^". 



Height overall, 30". 

Size of lavatory, 26" x 22". 

Size of bowl, 17" x 14". 

Cock hole centres, 12". 

Centre of cock holes to back of lavatory, 4'4"- 

Centre of waste hole to back of lavatory, 7". 

Centre of waste hole to centre of Fop-Up waste, 4K"' 




f==\ Telquedecrit «49.10 As described S49.10 p^ 
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DUMAS 

OD326 

LAVABO EN PORCELAINE 

Gravure OD 326. — Lavabo en 
porcelaine, monte sur support mural 
dissimule ; muni de robinets a 
compression nickeles avec poignee 
a croisillons ayant bouton indica- 
teur, bonde avec bouchon caout- 
chouc, chainette et borne. 

Centre de rorificedu vidagea I'arri- 
ere du lavabo, 6%". 

CHINA LAVATORY 

Plate OD 32a.— China lavatory 

supported on concealed wall hanger, 
fitted with nickel-plated compression 
faucets with four arm china index 
handles, plug with rubber stopper, 
chain and chain stay. 

C of waste hole to back of lavatory 



OD 326 



DIMENSIONS 



Lavabo^Lavatory Cuvette— Bowl Hauteur dossier— Height of back Trous des robinets — Cock hole centres 
21"il8" 16"xll" 7" 10" 

C. trous robinets a I'arriere lavabo. Z^" C. of cock holes to back of lavatory. 3}4" 



Tel que decrit 



S19.45 As described $19.45 
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GAGE 



LAVABO EN PORCELAINE 

Gravure OD 328.— Lavabo d'angle en 
porcelaine, monte sur supports dissi- 
mules. muni de robinets a compression 
nickeles avec poignee a croisillons 
ayant bouton indicateur en porcelaine, 
bonde avec bouchon caoutchouc, chai- 
nette et borne. 



CHINA LAVATORY 

Plate OD 328.— Corner china lavatory, 
supported on concealed wall hangers; 
fitted with nickel-plated compression 
faucets with china index four arms 
handles, plug with rubber stopper, 
chain and chain stay. 




Lavabo 



Lavatory 



Cuvette 



Bowl 



DIMENSIONS 

Hauteur de dossier C, trous robinets 

Height of back Cock hole centres 



25" X 22" 15" X 10" 



6" 



6" 



OD328 



C. trous 
robinets a Tarriere 

lavabo 

C, of cock hole to 
back of lavatorv 

3K" 



C. trous vidage a 
I'arriere du lavabo 

C. of waste hole to 
back of lavatory' 

12" 



^. \, Tel que decrit 



S19.45 As described 319.45 
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RAMEZAY 

OD 330 

LAVABO 

EN PORCELAINE 

Gravure OD 330. — Lavabo 
en porcelaine. monte sur sup- 
port mural dissimule ; muni 
de robinets a compression 
nickeles avec poignee a croi- 
sillons ayant bouton indica- 
tes en porcelaine, bonde, 
bouchon caoutchouc, chai- 
nette et borne. 

CHINA LAVATORY 

Plate OD 330. -China lava- 
tory supported on concealed 
wall hanger; fitted with nickel- 
plated compression faucets 
with four arms china index 
handles, rubber stopper, chain 
and chain stay. 




Lavabo Cuvette Hauteur dossier 
Lavatory Bowl Height of Back 



21"xl8" 16" X 11" 



7" 



DIMENSIONS 

C. en C, des Robinets 
Cock hole Centres 

10" 



C. des Robinets 

a I'arriere Lavabo 

C. of cock hole 

to back of Lavatory 



OD 330 



Centre du i vidage 

a I'arriere Lavabo 

C. of waste hole 

to back of Lavatory 



K" 



Tel que decrit. ...;...; "......., S22.25 As described 



S22.25 
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OD 332 



DIESKAU 

OD 332 

LAVABO 
EN PORCELAINE 

Gravure OD 332. — Lavabo 

en porcelaine, monte sur sup- 
port mural di?;simule; muni 
de robinets a compression 
nickeles avec poignees a 
croisillons ayant bouton indi- 
cateur en porcelaine, bonde 
avec bouchon caoutchouc, 
chainette et borne. 

CHINA LAVATORY 

Plate OD 332.— China lav- 
atory supported on conceal- 
ed wall hanger: fitted with 
nickel-plated compression 
faucets with four arm china 
index handles, plug with 
rubber stopper, chain and 
chain stav. 



DIMENSIONS 



Lavabo 
Lavatory 



Cuvette 
Bowl 



20" X 18" 15" xU" 



Hauteur du dossier 
Height of back 

7" 



C. en C. robinets 
Cock hole centres 



10 



// 



C. des robinets 

a Tarriere Lav. 

C. of cock hole 

to back Lavatorv 

• 4M" 



C. du vidage a 

Tarriere Lavabo 

C. of waste to 

back of Lavatory 



Tel que decrit $22.00 As described $22.00 
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CHINA LAVATORY 



WILLIAMS 

OD 334 
LAVABO EN PORCELAINE 

Gravure OD 334 — Lavabo en porcelaine, mont4 sur Plate OD 334.— China lavatory supported on con- 
support mural dissimule; muni de robinets a compres- cealed wail hanger; fitted with nickel-plated compres- 
sion nickeles ayant poignee a croisillons avec bouton sion faucets with four arms china index handles, plug 
indicateur, bouchon caoutchouc, chainette et borne. with rubber stopper, chain and chain stay. 

DIMENSIONS ".. ■ 



Lavabo 
Lavatory 



Cuvette 
Bowl 



25" X 15" 17" X 11" 



Haut. dossier 
Height of back 

4" 



C. en C. Robinets 
Cock hole centres 



C. des Robinets 

a I'arriere Lavabo 

Cock hole centres 

to back of lavatory 

2H" 



C. vidage 

arriere lavabo 

C. waste to back 

of lavatory 



3^" 



Tel que decrit S15.75 As described , $15.75 



LAVABO EN PORCELAINE 



Gravure OD 336. 



Lavabo en porcelaine, 
aetrefiixe, avec vis. 

Plate OD 336.— China 

lavatory, to be fixed 
with screws. 

DIMENSIONS 

Lavabo — Lavatory, 
18"xll". 

C u V e 1 1 c — B w 1, 
15" X 8". 

Hauteur du dossier — 
Height of Back, 

5.1 r. - 

Centre des robinets— 
Cock hole centres, 
13". 




CHINA LAVATORY 

Gravure OD 338.— 

Lavabo en porcelaine, 
a etre fixe avec vis. 

Plate OD 338.— China 
lavatory to be fixed 
with screws. 

DIMENSIONS 

Lavabo — Lavatory, 

14" X 9H'"- 

C u V e 1 1 e — B owl, 

12" X 7". 

Hauteur du dossier — 
Height of back, 

C. en C. des robinets — 
Cock hole centres, 

lOH". 



MONTREUIL 

OD336 



Centre des robinets a I'arriere lavabo — Centre of cock Centre des robinets a I'arriere lavabo — Centre of cock 
hole to back lavatory, 234". hole to back of lavatory, 2". 

Centre du vidage a I'arriere lavabo — Centre of waste Centre du vidage a I'arriere lavabo— Centre of waste 
hole to back of lavaton', 7^^". hole to back of lavatory, ^%". 

Tel que decrit— As described $8.40 Tel que decrit— As described $7.30 
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CUVETTES RONDES ROUND WASH BASSINS 

Gravure OD 340. — Cuvettes rondes en porcelaine Plate OD 340. — White porcelain round wash basins 
blanche avec trop-plein dissimule. with combined secret overflow. 

Grandeurs, pouces— Sizes, inches. .. . 12" 13" 14" 15" 16" IS" 

Prix courant— Price list S3.15 S3. 15 S3.45 S4.10 $5.00 S6.25 

Gravure OD 342.— La meme qu'a la gravure OD 340, Plate OD 342.— Same as plate OD 340. except without 
mais sans trop-plein. over-flow. 

Grandeurs, pouces— Sizes, inches.... 12" 13" 14" 15" 16" IS" 

Prix courant— Price list S2.65 $2.65 S2.95 S3.60 S4.50 S5.75 

Gravure OD 344.— Cuvettes ovales en porcelaine Plate OD 344. — White porcelain oval wash basins 
.blanche avec trop-plein dissimule. with combined secret overflow. 

Grandeurs, pouces— Sizes, inches 14" x 17" 15" x 19" 16" x 21" 

Prix courant— Price list S6.25 S8.00 S9.00 
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EVIER-LAVOIR 



Gravure OD 360. — Evier-lsvoir emaille a bord rond, 
d'une seule piece avec orifice au centre; monte sur 
consoles peintes, muni de robinets nickeles, Yz" avec 
rosace mobile et poignee T,^ porte-savon nickeie, 
bonde a grille nickelee et siphon nickeie 1 ]/>". 



WASH SINK 



Plate OD 360.— Enamelled roll rim wash sink with 
centre outlet; supported on painted brackets. Fitted 
with nickel-plated H"T handle compression loose flange 
faucets, nickel-plated soap-dish, nickel-plated open 
standing waste and nickel-plated l.H" trap. 



DIMENSIONS 



Grandeurs nominales 
Complet, tel que decrit 

Largeur exterieure — Width over rim 

18" 



3' 
$49.40 



A' 
S59.25 



5' 
$70.65 



Largeur interieure — Width inside 

13H" 



6' Nominal sizes 
$84,75 Complete as described 

Hauteur du dossier — Height of hack 

8'^ 



Deux (2) robinets et un fl) porte-savon sont foumls 
avec les eviers de 3 et 4 pieds, trois (3) robinets et (2) 
deux porte-savons sont fournis avec les eviers de 5 et 
6 pieds. 

Plus-value pour pergage a d'autres endroits que ceux 
mentionnes ou pour trous supplementairep. 



Two (2) faucets and(l) one soap-dish are furnished with 
the 3 and 4 foot sinks, and thre? (3) faucets and (2) 
two soap-dishes are furnished with the 5 and 6 foot 
sinks. 

Extra charge for drilling other centres than above 
specified or for additional holes. 








1 







OD 362 
EVIER-LAVOIR 

Gravure OD 362.— Evier-lavoir emaille a bord arrondi 
avec orifice au centre; monte sur colonnes peintes, avec 
supports peints au centre de I'evier pour les tuyaux. 
Mum de robinets melangeurs nickeles ayant poignees 
a croisillons avec bouton indicateur en porcelaine, 
tuyaux galvanises d'alimentation de K", porte-savons 
nickeles, vidage par bonde libre et siphon cloche nickele 
1 V^". 



Evier fourni peint d'une couche a I'exterieur et peut 
etre livre pour etre pose de maniere a avoir, du dessus 
du bord au plancher 26" ou 31". Mentionnez la hauteur 
en commandant. 

DIMENSIONS 

Longueurs— Lengths Largeurs— Widths 

4' 27" 

5' 27" 

6' . 27" 

4' 30" 

5' 30" 

6' 30" 

Quatre (4) robinets sont fournis avec les eviers de 4', 
et six (6) sont fournis avec les eviers de 5 ou 6 pieds. 



WASH SINK 

Plate OD 362.— Enamelled roll rim wash sink with 
centre outlet; supported on painted pedestals, with 
painted pipe supports over centre of sink. Fitted 
with nickel-plated compression double wash sink 
faucets with four ball china index handles, ^4" 
galvanized supply pipes, nickel-plated soap-dishes, 
nickel-plated open standing waste and nickel-plated 
IW' Reseal trap. 

Sink furnished with under side painted one coat, and 
can be furnished to measure 26" to 31" from floor to 
top of rim. Specified height when ordering. 




Gravure OD 364.— Le meme que la gravure OD 362 

maisn'ayant que 18 et 24 poucesde largeur. ^ 

Longueurs— Lengths Largeurs— Widths 

3' , 18" 

4' 18" 

5' 24" 

6' 24" 



Sans robinets et siphon— Without faucets and trap 

SI18.80 
S139.40 
SI 58. 00 
S125.50 
S148.00 
S169.60 

Four (4) faucets are furnished with the 4 foot sinks, 
and six (6) faucets are furnished with the 5 or 6 foot 
sinks, 

Plate OD 364.— The same as Plate OD 362, except 
of IB and 24 inches width. 

Sans robinets et siphon— Without faucets and trap 

S 77.10 
$ 91.70 
S124.50 
$146.80 
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DRUCOUR 

OD 366 



EVIEP-LAVOIR SECTIONABLE 



SECTIONAL WASH SINK 



Gravure OD 366.— Evier-lavoir sectionable emaille 
avec bord arrondi, dossier separc, orifice d'ecoulement 
au centre; monle sur consoles peintes, mum de robinets 
nickeles a compression H" avec poignee T et rosace 
mobile, porle-savons nickeles, vidage par bonde libre 
nickelee et siphon nickeie IH". Evier fourm pemt 
d'une couche a I'exterieur. 



Plate OD 366.— Enamelled roll rim sectional wash sink 
with separate back and centre outlet; supported on 
painted brackets. Fitted with nickel-plated H" com- 
pression loose flange faucets with T handles, nickel- 
plated soap-dishes, nickel-plated open standing waste 
and nickel-plated trap. lU"; sink furnished with 
under side painted one coat. 



DIMENSIONS 



Largeur exterieure, 18". 
Largeur interieure, 14". 
Hauteur du dossier. 12". 



Width over rim, 18", 
Width inside, 14". 
Height of back, 12". 



Grandeurs 8' 

Nombre de robinets 5 

Grandeurs _ 15' 

Nombre de robinets 9 

Grandeurs 22' 

Nombre de robinets 13 
Grandeurs 
Nombre de robinets 



10' 
6 

16' 
8 

24' 

14 



12' 
6 

18' 
10 
2S' 
14 
28' 
16 



14' Sizes 

8 Number of faucets 

20' Sizes 

10 Number of faucets 

26' Sizes 

14 Number of faucets 

30' Sizes 

16 Number of faucets 



Grandeurs 
sans robinets \ 
et sans siphon; 

Grandeurs 
sans robinets 1 
et sans siphon/ 



8' 

$117.60 



10' 12' 14' 15' 16' 18' 
145.70 172.90 202.60 216.00 229.60 259.30 



20' 22' 24' 25' 26' 28' 30' 35' 
S286.20 318.80 345.90 359. :^0 374.20 401.20 428.10 498.20 



Sizes 

fwithout faucets 

\and trap 

Sizes 

'without faucets 

^and trap 



Tous les eviers-lavoirs de 26' a 30' ont deux (2) orifices 
et deux (2) siphons. Plus-value pour percage a d'aulres 
endroits quo ccux deja mentionnes ou pour trous supple- 
ment aires. 



All wash sinks 26' to 30' have two (2) outlets and two 
(2) traps. Extra charge for drilling other centres than 
above specified or for additional holes. 
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BOSC.WVEN 

OD HA 



t\ lt.R I.A\(MK 



WASH SINK 



Gmvure OD 348- Fv'*^- srctUnuiblv emaitl^ h bovtl 
arrondi. avcc dovut; -t^j^Hir^ ct t>nrWr d'^cuutcmml au 
cenlrr; fTvwit*«ir«'""WTt* peintt> »r hxant au pLincher; 
muni dc r<>btnct» .i i.iJtnprrwion rt nickrUW. 'j" avcc 
poigncc T, et nmare mubile. piirtc-aavons nickrIH. 
vidaxr par bondc hbfc nickel*^ rt siphon nickck- 1 >^". 
EvierfoumipfintdunccoucheArcur r. 



Plutv ol ) ihM. Enannllfd roll rim scctumal ■'ink 
with »*^i,ii.iii haik :ind ci-ntri' fnUlet ; siinported 
<Mi patnLed ttiMir bniLkc-t^. titled with nickrl-platfd 
*y" comprrssion I-misc tlan^c faucets with T handles, 
n ickcl ■ plater [ v«k|>- dishes, nickrt -platiY) ojh'ii staiKhng 
waste and nicki-lplated 1 ' i" trap. Sink fumi-^hcd 
with undtT •'idr p;nnlerl one tuot. 



UIMKNSIONS 





LarKtnir rxf^rictirr. 


18". 


Width over rim. 18". 




Lark^inir inirrieurc. 


14", 


\\ I'lth itiM 


(Iv. \\" 




Itauirur du doaurr 


I'J". 


IInfc:ht u( haik 1^ '. 




fininrtrur'* 


8' 


10' 


12' IV 


SiiCT 




N'lmhrrdr riihinrl* 


5 


H 


6 H 


Nuni^)er of faucets 




(irarwimr* 


!5' 


UV 


18' 20' 


Su«'s 




N<»mhfr de robUiett 


9 


8 


10 10 


NumlKT of faucets 




( irarwimr'* 


2r 


24' 


JS' 26' 


Stzt"* 




N'nnhrc dc ruhinctt 


13 


11 


14 U 


NumiIkt of faucets 




(trarwlrun 






28' 30' 


Si ics 




Nucnbrc dc rutiioclB 






16 16 


Nunibt-r of faucets 


Grandrum 


8' W 


12' 


11 


15' ii; 


18' Sii«-s 


MmsroMnet* ) 

etananphi'n 


S12fl.M I9A.K0 


I«.i.70 


ii.i-in ii7.io 2i\ 


,,. ,-, ,rt wilhiiut fauiets 

\and trap 


Craitfln.ir» 


20' 22' 24 


26' 


26' 28' 


no' 35' Siz.N 


Bmr- 

ec «nt«phonj 


(iOi 40 J-I0..141 Jb7. 


.'0 AW*. 70 


398.40 as, 29 


45i.iO 5i**.00 ^"*V"* ^•'"^■^•''' 

^.uut trap 



Toua Ic* *viavUvoirn dt 2b a :^ nnt drux (2) orificM 
d**aiulcmt-iit ci deux d'; ^tiphuns 

Pluft'Valur pour pci^agc ^ d'uutrr* mdnnti que crux 
dk'yk mc(ittf)cuw« au pour truua ^uppl^nu-niaim. 



.MI wa?ih-«nks 2»j' to 'My have two f2< nutlets and 

(uo 12) tnipft. 

Kxtru charm* for <!nlUtin oihrr centres than alxive 
%|Kxitied or for adctttioiuil holi-^. 
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Gravure OD 370. — Evier-lavoir sectionable a bord 
arrondi avec orifice d'ecoulement au centre; monte sur 
colonnes peintes, avec supports peints au centre pour 
les tuyaux d'alimentation. Muni de robinets melan- 
geurs a compression ayant poignees a croisillons avec 
bouton indicateur en' porcelaine. tuyaux galvanises 
d'alimentation de H"- Porte-savons nickeles, vidage 
par bonde libre nickele et siphon cloche nickele de 2". 
Evier fourni peint d'une couche a I'exterieur, il peut 
etre livre pour etre pose de maniere a avoir du dessus du 
l3ord au plancher 26" ou 31". Mentionnez la hauteur 
en commandant. 



Plate OD 370.— Enamelled roll rim sectional wash 

sink with centre outlet, supported on painted pedestals, 
with painted pipe supports over centre of sink. Fitted 
with nickel-plated compression double wash sink 
faucets with four ball china index handles, H" galvan* 
ized supply pipes, nickel-plated soap-dishes, nickel- 
plated open standing waste and nickel-plated Reseal 
trap 2". Sink furnished with under side painted one 
coat, and can be furnished to measure 26" to 31" from 
floor to top of rim. Specify height when ordering. 







DIMENSIONS 








Largeurs exterieures 




18" 




24" 




27" 




Widths over all 




Grandeurs 


8' 




9' 




10' 


12' 




Sizes 




Nombre de robinets 


8 




8 




8 


12 




Number of faucets 




Grandeurs 


14' 




15' 




16' 


18' 




Sizes 




Nombre de robinets 


12 




14 




16 


16 




Number of faucets 




Grandeurs 


20' 




21' 




22' 


24' 


• 


Sizes 




^ ombre de robinets 


20 




20 




20 


24 




Number of faucets 




Grandeurs 


25' 




26' 




27' 


cO' 




Sizes 




Nombre de robinets 


24 




26 




26 


30 




Number of faucets 




Longueurs— Sizes 8' 




9' 




10' 




12' 


14' 


15' 16' 


18' 


f 18" §131,60 


154.40 




167.90 


217.40 


245.10 


281.70 294.40 


346.90 


Largeurs— Widths 24" S140.00 


159.10 




192.10 


254.90 


265.50 


316.50 329.40 


398.60 


27" $169.40 


194.00 




227.00 


273.00 


300.40 


351.50 364.30 


433.10 




Les eviers de 26' a 30' sont fournis avec deux (2) orifices The sinks of 26' to 30' are furnished with two (2) 
d'ecoulement et deux (2) siphons. outlets and two (2) traps, 

Les prix ci-haut sont pour eviers sans robinets et The above prices are for sinks less faucets and trap. 

sans siphon. 

Prix sur demande pour toute autre longueur. For other sizes, price on application. 
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Gravure OD 372.— Evier-lavoir emailie et sectionable 
avec orifice d'ecoulement au centre; monte sur colonnes 
pemtes, avec supports peints pour tuyauterie a I'arriere 
del'evier. Muni de robinets melangeurs a compression 
et nickeles ayant poignees a croisillons et bouton 
mdicateur en porcelaine; tuyaux d 'alimentation galva- 
nises, porte-savons nickeles, vidage libre nickeie, siphon 
peint en fonte de 2" avec ventilation en cuivre Evier 
fourni peint d'une couche a I'exterieur et ayant la 
hauteur de 26" ou 31" (au choix) du plancher au-dessus 
du bord. Mentionnez la hauteur en commandant. 



Plate OD 372.— Enamelled roll rim sectional wash 
sink with cemre outlet: supported on painted pedestals 
with painted pipe supports over back of sink. Fitted 
with nickel-plated compression double faucets with 
four ball china index handles. H'^ galvanized supply 
pipes mckel-plated soap-dishes, nickel-plated open 
standing waste and painted 2" cast iron trap with 
brass vent. Sink furnished with under side painted 
one coat and can be furnished to measure 26" to 31" 
from floor to top of rim. 
Specify height when ordering. 









DIMENSIONS 








Largeur, a Texterieur 


■ 




18" 24" 27" 








Grandeurs 

Nombre de robinets 
Grandeurs 
Nombre de robinets 


8' 

4 
20' 
10 


9' 

4 
21' 
10 


10' 12' 14' 

4 6 6 

22' 24' 25' 

10 12 12 


15' 
7 

26' 
13 


16' 

8 

27' 

13 


18' 
8 

30' 

15 



Les grandeurs de 26' a 30' sont foumies avec deux (2) 
orifices d'ecoulement et deux (2) siphons. Peut aussi 
etre fourm en grandeurs plus longues (jusqu'a 660 



Width over all 

Sizes 

Number of faucets 
Sizes 

Number of faucets 



Lengths 26' to 30' are furnished with two (2) outlets 

fi^nlh^r ^H ^S"??- ^^" ^^'° ^' furnished in longer 
lengths (up to 66 ). ^ 



Longueurs — Siz es 
Largeurs— Widths 



L 



18' 
24' 
27' 



8' 

S108.50 
$116.80 
$146.30 



9' 

130.30 
134.90 
169.80 



10' 

142.60 
166.90 
201.80 



12' 

184.40 
221.60 

239.70 



14' 

209.80 
230.20 
265.10 



15' 

242.20 
277.10 
312.00 



16' 


18' 


251.00 
284.60 
321.00 


299.50 
349.70 
384.00 



Pour conduites doubles voir prix sur la page 

precedente. 



For double pipes, see preceeding page, where 

prices are quoted. 
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EVIER-L AVOIR 



Gravure OD 374.— Evier-lavoir extra fort avec bord 
plat et orifice d'ecoulement au bout; monte sur colonnes 
peintes, avec supports peints suspendant au centre la 
tuyauterie. Muni de robinets nickeles a compression 
3^" avec poignee T, tuyaux d'alimentation en fer 
galvanise de H", porte-savons nickeles, vidage hbre 
nickele et siphon peints en fonle 2" avec ventilation en 
cuivre. Evier fourni avec I'exterieur peint d'une couche. 



Plate OD 374.— Extra heavy flat rim sink with end 
outlet; supported on painted pedestals, with painted 
pipe supports over centre of sink, fitted with nickel- 
plated ^2" compression faucets with T handles, H" 
galvanized iron supply pipe, nickel-plated soap-dishes, 
nickel-plated open standing waste and painted 2" cast 
iron trap with brass vent. Sink furnished with under 
side painted one coat. 



DIMENSIONS 



Largeur totale, 24". 
Profondeur interieure, 6". 



Width over rim, 24", 
Depth inside, 6". 



Gravure OD 374.— Tel que decnt, emaille a I'interieur. Plate OD 374.— As described, enamelled inside. 



Grandeurs 
Nombre de robinets 
Moins robinets 



4' 

4 

$61 . 20 



5' 

5 

113.10 



6' 

6 

129.80 



Sizes 

Number of faucets 

Less faucets 



Gravure OD 376.— Tel que decrit, peint a I'interieur. Plate OD 376.— As described, painted inside. 



Grandeurs 
Nombre de robinets 
Moins robinets 



4' 5' 6' r 

4 6 6 6 
S46.70 75.40 84.40 98.40 



8' 9' 10' 

6 6 6 

108.50 118.90 132.30 



Sizes 

Number of faucets 

Less faucets 



rrx 



Les eviers de 7' et plus longs ne sont fournis que peints 

a rinlerieur et a Texterieur- 

Cet evier peut etre fourni avec supports doubles de tuy- 
auterie au meme prix. 



Sinks of 7' and longer are only furnished painted 

inside and outside. 

Above sink can be furnished with double supports of 
supply pipes at no extra charge- 
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WOLFE 

OD 380 



EVIER-LAVOIR 



WASH SINK 



Gravure OD 380.— Evier extra fort avec bord plat et 
orifice d'ecoulement au bout; monte sur coionnes 
peintes, avec supports peints pour tuyauterie places a 
I'amere de I'evier. Muni de robinets nickeles a com- 
pression 1-2" avec poignee T, tuvaux d'alimentation en 
fer galvanise de H", vidage libre nickele. siphon en 
fonte de 2" avec ventilation en cuivre. Evier fourni 
avec I'exterieur peint d'une couche. 



Plate OD 380.— Extra heavy flat rim sink with end 
outlet, supported on painted pedestals, with painted 
pipe supports over back of sink, fitted with nickel- 
plated ^" compression faucets with T handles. ^4" 
galvanized iron supply pipe, nickel-plated open standing- 
waste and painted 2" cast iron trap with brass vent. 
Sink furnished with under side painted one coat. 



DIMENSIONS 



Largeur totale, 20" et 24". 
Profondeur interieure, 6". 



Width over rim. 20" and 24". 
Depth inside, 6". 



Gravure OD 380.— Tel que decrit. emaille a I'interieur. Plate OD 380.— As described, enamelled inside. 



Largeurs, 20" et 24". 
Profondeur interieure, 6 



1/ 



Grandeurs, 4' 

Nombre de robinets fournis 2 



5' 
4 



6' 
4 



Widths over rim, 20" and 24". 
Depth inside, 6". 

Sizes, 4' 

Number of faucets supplied 2 




4'x20" 4'x24" 5'x20" 
Moins robinets S57.80 S61.20 $100.60 

Gravure OD 382.— Tel que decrit, peint a I'interieur. 
Largeur, 24". 



5' X 24" 
SU3.10 



6' X 20" 6' X 24" 
$127.50 S129.80 



5' 

4 



Less faucets 



6' 

4 



Plate OD 382.— As described, painted inside. 
Width, 24". 



Grandeurs 7' 

Nombre de robinets fournis 4 

Prix sur demande. 



8' 
6 



9' 10' 
6 6 



Sizes 7' 

Number of faucets supplied 4 

Price on application. 



8' 
6 



9' 
6 



10' 
6 



Les eviers ayant 7' de long et plus sont fournis 
peints a I'interieur et a I'exterieur. 



Get evier peut etre fourni avec supports doubles 
pour la tuyauterie d'alimentation. 



Sinks 7' and longer are only furnished painted 

inside and outside. 

Above sink can be furnished with double supports 

for supply pipes. 
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LEVIS 

OD 400 

EVIER-LAVOIR EN PORCELMNE 

«-r«viire OD 400.— Evier-lavoir avec dossier, 
SS d'une mece en porcelaine, sur siphon en 
porcefa'ae- 'muni de ?obmets a rosace mobile 
avant manette en porcelaine. 

Grandeurs. 20''xl8" 22';x,20" 24^x22" 

Profondeur, i<^ -^-' 

Prix sur demande. 

PORCELAIN SLOP SINK 

Plate OD 400 .—Porcelain slop sink with back 
S m one piece, on porcelam }^^^P'^^f^^^^ 
adjustable flange faucets with chma le%er 

handle. 



Sizes, 

Height, 
Depth, 



20"xl8" 22"x20" 24';x22" 
13" 13" 13 

12" 12" 12" 





1 



Price on application- 
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OD 402 
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EVIER EN PORCELAINE 

Gravure OD 402.— Evier en porcelaine avec 
dossier et table-drain tout d'une piece, monte 
sur deux colonnes en porcelaine; mum de 
robinets d'ouverture rapide avec rosace mobile 
et manette de porcelaine, vidage, trop-plein et 
siphon nickele de !}■>". 

PORCELAIN SINK 

Plate OD 402.— Porcelain sink with back and 
drain-board all in one piece, supported on two 
porcelain legs; fitted with china lever handle 
quick-opening faucets with adjustable flange, 
waste and overflow and IH" nickel-plated trap. 

DIMENSIONS 

Longueur— Length, 62". 
1 Dossier— Back, 9". ^^,^„ 

Du mur au devant— Wall to front, 26 J^ . 

h 

^ Prix sur demande— Price on application. 
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BOUGAINVILLE 

OD 404 



EVIER DE CUISINE 

Gravure OD 404.^Evier emaille. d'une seule piece. 
avec tablier, monte sur support mural dissimule: muni 
de robinets a compression nickeles, avec poignee T, 
grille libre nkkelee, et siphon ajustable I}-/'. 

Cet evier est fourni avec le dessous peinL en blanc. 
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KITCHEN SINK 

Plate OD 404.— Enamelled one-piece apron sink, 
supported on concealed wall hanger: fitted with 
nickel-plated compression, adjustable flange faucets 
with T handle, nickel-plated open strainer and IJ-o 
adjustable trap. 

Sink furnished with underside painted white. 



DIMENSIONS 



Dossier, 12". 
Tablier, 5?f' . 
Profondeur interieure, 6 



't 



Back. 12". 

Apron, S}^"- 
Depth inside, 6". 



Grandeurs nominales 
Tel que decrit 



18" X 30" 
$45.25 



20" X 30" 
$47.80 



20" X 36 
(51.85 



'/ 



Nominal sizes 
As described 
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Gravure OD 406.— Evier emaille, tout dune piece 
avec_ tablier, monte sur supports muraux dissimules: 
muni d'un robinet melangeur a compression ayant bee 
a eenouiliere, porte-savon et manettes en porcelaine, 
grille libre nicl<elee, et siphon ajustable 114". Cet 
evier est fourni avec le dessous peint en blanc. 



Plate OD 406. — Enamelled one piece apron sink 
supported on concealed wail hangers; fitted with 
compression combmation double faucet with swinging 
spout, soap-di$h and china lever handles, nickel- 
plated open stramer, and 1^^" adjustable trap; sink 
furnished with underside painted white 



DIMENSIONS 



Evier 
Sink 

20" X 24" 
20" X 30" 



Tables- Drains 
Drain-Boards 

20" X 20" 
20" X 24" 



Dossier 
Back 

12" 
12" 



Tablier 

Apron 

5y2" 
W2" 



Longueur totale 
Length overall 

42 i^" 

52J^" 



Largeur totale 

Width overall 

20 M" 
20M" 



Prix 
Price 

$68.90 
$88.45 



Gravure OD 408.— Le meme qu'a 
la gravure OD 406. mais avec 
I'evier a droite et la table-drain a 
gauche. Ces eviers peuvent etre 
foumis avec pattes ajustables 
emaillees, si desire. 




Plate OD 408.— Same as Plate OD 
406, except with sink on right 
hand side and drain-board on left. 
The above sinks _can be furnished 
with enamelled legs if so desired. 



OD 408 



v 



\ 



xm 




I 




Gravure OD 410.^Evier emaille '*tout d'une piece 
monte sur supports muraux dissimules, muni du robinet 
melangeur nickele et a compression ayant bee a genouil- 
lere, porte-savon et manettes en porcelaine; grille 
libre nickelee et siphon, ajustable 13-^". Evier foiirni 
avec le dessous peint en blanc. 



Plate OD 410.— Enamelled ''One-piece'' apron sink 
supported on concealed wall hangers: fitted with nickel- 
plated compression combination double faucet with 
swinging spout, soap-dish and china lever handles, 
nickel-plated open strainer and IM" adjustable trap. 
Sink furnished with underside painted white. 







DIMENSIONS 




Grandeur 
Size 

22" X eo" 


Fvier Tables-Drains 
Sink Drain-Roards 
22"x22" 22"xl9" 


Dossier 
Back 

12" 


Tablier 

Apron 

6" 


Longueur totale 

T .ength overall 

60" 




Profondeur interieure 


6" 




Depth inside 




Tel que decrit 


$122.55 




As described 



Largeur totale 

Width overall 

22" 



Cet evier peut etre fourni avec pattes ajustables 

emaillees, si desire. 



This sink can be furnished with enamelled ajustable 

legs, if so desired. 



^ 



i 







m^ 





III 










l\ V 



It m. 




o_o( 




^ 



"^M^mf 



r 




DELANAUDIERE 



OD 412 



EVIER DE CUISINE 



KITCHEN SINK 



Gravure OD 412.— Evier emaillc, "tout d'une piece" 
avecbord arrondi, monte sur support mural dis-simule; 
muni de robinets a compression ayant rosace mobile 
et poignee T, grille libre nickelee et siphon ajustable 

114"' 



Get evier est fourni avec le dessous peint en blanc. 



Plate OD 412.— Enamelled "One-piece" roll rim sink, 
supported on concealed wall hanger; fitted with 
nickel-plated compression adjustable flange faucets 
with T handles, nickel-plated open strainer and 1?^" 
adjustable trap. 

This sink is furnished with underside painted white. 



DIMENSIONS 



Dossier — Back 
12" 



Profondeur interieure— Depth inside 

6" 



Grandeurs nominales 
Tel que decrit 

Grandeurs nominales 
Tel que decrit 

Grandeurs nominales 
Tel que decrit 



16" X 24" 
S25.50 

18" X 36" 
$33.50 

22" X 30" 
$33.50 



18" X 24" 
$26.30 

20" X 30" 
S29.30 

22" X 36" 
$37.25 




18" X 30" 
$28.C0 

20" X 36" 
$35.00 

22" X 42" 
S40.60 



Nominal sizes 
As described 

Nominal sizes 
As described 

Nominal sizes 
As described 
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EVIER DE CUISINE 



Gravure OD 414.— Evier emaille k ^bord arrondi, 
monte sur supports muraux dissimules, muni d'un 
robinet melangeur a compression et nickele ayant bee a 
genouillere, porte-savon nickele et manettes en ^por- 
celainej grille librenickeleeet siphon ajustable Ij^". 



Cet evier est fourni avec le dessous peint en blanc. 



Plate OD 414.— Enamelled roll rim sink supported on 
concealed wall hangers; fitted with nickel-plated 
compression combination double sink faucet with 
swinging spout, soap-dish and china lever handles, 
nickel-plated open strainer and VA" adjustable trap. 

This sink is furnished with underside painted white. 



DIMENSIONS 



Grandeur 
Size 

22" X 60" 



Evier 

Sink 

22" X 22 



Tables-Drains 
Drain-Boards 



If 



22" X 19 



'/ 



Dossier 
Back 

12" 



Longueur totale 
Length overall 



60 



// 



Tel que decrit 



S97.25 



Largeur totale 
Width overall 

22" 



As described 



Profondeur Int. 
Depth inside 



■tf 



Cet evier pent etre fourni avec pattes ajustables 

peintes, si desire. 



The above sink can be furnished with adjustable 
painted legs, if so desired. 
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EVIER DE CUISINE 

Gravure OD 416. — Evier emailleabord arrondi, monte 
sur supporls muraux dissimules; muni d'un robinet me- 
langeur a compression et nickele ayant bee a genouillere, 
porte-savon. et manettes de porcelaine; grille libre 
nickelee et siphon ajustable 1 1-2"- 

Cet evier est fourni avec le dessous peint en blanc. 



Plate OD 416. — Enamelled roll rim sink, supported 
on concealed wal! hangers; fitted with compression 
combination double faucet with swinging spout, soap- 
dish, and china lever handles, nickel-plated open 
strainer and 13 2" adjustable trap. 

This sink can be furnished with underside painted 
white. 



Evier 
Sink 

20" X 24" 
20" X 30" 



Tables- Drains 
Drain -Boards 

20" X 20" 
20" .-c 24" 



Dossier 

Back 

12" 
12" 



DIMENSIONS 

Profondeur inter. 
Depth Inside 

6" 
6" 



Longueur totale 
Length Overall 

42" 
52K" 



Largeur totale 
Width Overall 

20" 
20" 



Grandeurs nominales 
Tel que decrit 



20'.' X 24" 
S60.80 



20" X 30" 
$74.60 



Nominal sizes 
As described 



Gravure OD 418.— Le meme qua 
la gra\T]re OD416, mais avec evier 
a droite et table-drain a gauche. 




Plate OD 418.— Same as Plate 
OD 416. except with sink on right 
hand side and Drain-Board on left. 



OD 418 
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TABLE-DRAIN 



DRAIN-BOARD 



Gravure OD 440.— Table- Drain emaillee et inter- Plate OD 440.— Enamelled interchangeable Drain- 
changeable, avec support mural; pour eviers a bord Board with wall support, for roll rim sinks. 
arrondi. 

DIMENSIONS 



Largeurs 

Longueur 
Longueur 



18" 
24" 



16" 

S9.30 

$10.00 



18" 

sio.oo 

S11.30 



20" 

sn.3o 

SI 1.90 



9? 



tf 



S11.90 
S12.80 



18" 

24" 



Widths 

Length 
Length 
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MILNES 

OD 450 



Gravure OD 450.— Table-Drain, interchangeable en 
bois dur, avec support mural et bout emaille s'adaptant 
aux eviers a bord arrondi. 



Plate OD 450. — Hardwood interchangeable Drain- 
Board with wall support and enamelled end to fit 
over roll rim sinks. 



Largeurs 

Longueur 
Longueur 
Longueur 



18 



'/ 



18" 
24" 
30" 



$7.30 

$8.60 

$10.50 



DIMENSIONS 
20" 

$7.80 " 
SO. 10 

sii.oo 



22" 

S8.60 
$9.80 

$11.80 



18" 
24" 
30" 



Widths 

Length 
Length 
Length 
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EVIERS DE CUISINE A BORD PLAT 



Gravure OD 470.— Eviers emailles a bord plat avec 
grille libre nickelee et raccord de fixage. 



KITCHEN FLAT RIM SINKS 



Plate OD 470. — Enamelled flat rim sinks with nickel 
plated open strainer and follower. 



Grandeurs 
Sizes 



Prix courant 

Price list 



Grandeurs 
Sizes 



Prix courant 
Price list 



12"xl8" S 

14"x20" 

16"x24" 

18" X 24" 

18" X 30" 

18"x36" 

20" X 30 



n 



7.20 

6.50 

8.00 

8.50 

10.00 

14.70 

11.00 



20" X .36" $ 

20" X 40" 

24"x48" 

20" X 60" 

24"x60" 

20" X 72" 



Peuvent etre fournis avec grille a bouchon, si desire. Can be furnished with plug strainer, if so desired. 



Gravure OD 480.— .Avec cette patte I'e- 
vier peut etre ajuste de 32" a 36" du 
dessus du bord au plancher. 

La patte "A" s'adapte au-dessous des 
eviers; la patte "B" s'adapte au-dessous 
de la table-drain. 



ti A >t 



'A 



"B" 



Emaillee 

Peinte 



S8.00 S9.50 
J.50 4.50 



Pour eviers illustres sur pages, 74, 75, 77, 78 




Plate OD 480.— With this leg the sink 
can be ajusted 32" to 36", from the floor 
to top of rim. 

Style "A" leg is for under sinks and style 
"B" for under drain-boards. 



"A" "B" 

Enamelled $8.00 S9.50 

Painted 3.50 4.50 

For sinks illustrated on pages, 74, 75, 77, 78 
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DOSSIERS D'EVIERS — SINK BACKS 





OD500 

Gravure OD 500.— Dossiers emailles de 12" pour Plate OD 500.— Enamelled 12" backs for Oat rim 
eviers de cuisine a bord plat. kitchen sinks. 



Longueur d evier. 


18" 


20" 


24" 


30" 


36" 


40" 


48" 


Sink length 


Tel que decrit 


$4.50 


S4.80 


S6.30 


S7.60 


$9.60 


S10.50 


S13.90 


As described 




OD 510 

Gravure OD 510.— Siphon garde-graisse avec couver- 
cle amovible ayant boulons a emerillon. 

Plate OD 510, — Grease trap with removable top with 
swivel bolts. 




Emaille 
Peint 



$30,50 
S19.20 



Enamelled 
Painted 



Gravure OD 520- — Le meme qu'a la gravure OD 510 
mais avec trou de visite ayant bouchon en cuivre. 

Plate OD 520-— Same as plate OD 510, except with 
brass hand hole cover. 



OD 530 

Gravure OD 530, — Siphon garde-graisse emaille a 
rinterieur, pour^Ti d'un couvercle amovible avec bou- 
Ions a emerillon; muni d un tuyau ventilateur en cui\Te 
poll de lli" et des raccords d'admission et demission. 

Siphon reg:ulierement foumi peint d'une couche a 
Texterieur. 



Tel que decrit 



$35,80 



As described 



Emaill^ 
Peint 



$37,50 
S24.70 



Enamelled 
Painted 



Diam, tuyau 
Diam. of pipe 
2" 



DIMENSIONS 

Diam. du siphon Hauteur 

Diam. of trap Height 

17" 13" 

Pour tuyau de fer ou de fonte. 
For iron or cast iron pipe. 



Plate OD 530- — Enamelled inside grease trap ^^"ith re- 
movable top with swivel bolts; fitted with 1 ^4" polished 
brass ventilation pipe, inlet and outlet connections. 

Trap furnished regularly with one coat of paint on 
outside, 

DIMENSIONS 



Peuvent etre fournis entierement peints ou emaiUes 

a rinterieur. 

Can be furnished painted all over or enamelled inside. 



Longueur 
Length 

lOM" 



Largeur 
Width 

lOM" 



Hauteur 
Height 

lOM" 
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Gravure OD 560.^Evier4avoir emaillc ''tout d'une 
piece*' avec bord rond et dossier de 12"; monte sur un 
siphon "'S'* de 3". Muni de robinets nickeles a com- 
pression J-^" avec rosace mobile et poignee T, et grille 
nickelee. Evier et siphon fournis peints d'une couche 
a Texterieur, 



Plate OD 560-— Enamelled roll rim integral slop sink 
with 12" back; supported on 3" *S'' trap. Fitted with 
H'"* nickel-plated compression adjustable flange faucets 
with T handle and nickel-plated open strainer, sink 
and trap furnished with outside painted one coat- 



Grandeurs nominales 


16"x20" 


18"x22" 


20" X 22" 


20" X 24" 


Nominal sizes 


Tel que decrit 


$36.35 


$40.90 


$43.10 


$45.60 


As described 



Mentionnez si le siphon doit etre pour un tuyau 

de plomb ou de fonte- 



Sj^ecify whether trap is wanted for lead or cast 

iron pipe. 
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DUNN 

OD 562 



EVIER-LAVOIR 



Gravure OD 562. — Evier-lavoir emaille avec contour 
^ bordrond;montesurun siphon "S"de 3".^ Muni d'un 
robinet m§langeur nickele avec poignees a croisillons, 
bouton indicateur en porcelaine, crochet porte-seau, 
et support mural, ainsi que grille de vidage nickelee. 







SLOP SINK 



Plate OD 562. — Enamelled slop sink with roll rim all 
around; supported on 3" "S" trap, fitted with nickel- 
plated compression combination supply fitting with 
four ball china index handles, bucket hook and wall 
support, also nickel-plated open strainer. 



Evier et siphon fournis peints d'une couche a I'exterieur. Sink and trap furnished with outside painted one coat. 




Grandeurs 
Tel que decrit 



16" X 20" 
$41.00 



18" X 22" 
$44.45 



20" X 22" 
§46.80 



20" X 24" 
$49.00 



Sizes 

As described 



Mentionnez si le siphon doit etre pour tuyau 
de plomb ou de fonte. 



Specify whether trap is wanted for lead 
or cast iron pipe. 
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Gravure OD 564, — Evier-lavoir emaille a bord plat 
avec dossier detachable de 12'^^; monte sur un siphon 
*'S" 3". Muni de robinets a compression J^" 
nickeles avec rosace mobile et poignee T, et grille de 
vidage nickelee. 



SLOP SINK 

Plate OD 564-— Enamelled flat rim slop sink with 12" 
separate back; supported on 3" 'S" trap. Fitted 

with H^' nickel-plated compression adjustable flange 
faucets with T handles and nickel-plated open strainer. 



Evier et siphon fournis peints d*une couche a Texterieur. Sink and trap furnished with outside painted one coat. 



Grandeurs 


16" X 16" 


16" X 20" 


18" X 22" 


20" X 22" 


20" X 24" 


Sizes 


Tel que decrit 


$29.15 


S52.15 


S35.85 


$37.10 


$39.10 . 


As described 



Mentionnez si le siphon sera raccorde au 
tuyau de plomb ou de fonte. 



Specify whether trap is wanted for lead or 

cast iron pipe. 
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PREVOST 

OD 566 
EVIER-LAVOIR 

Gravure OD 566.— Evier-la voir, emaiUe a bord plat; 

monte sur siphon "S", 3". Muni d'une grille de vidage 

nickelee. 

Evier et siphon foumis peints d'une couche a I'exterieur. 

Mentionnez si le siphon doit &tre raccorde au tuyau de 

plomb ou de fonte. 

Emaille a I'interieur, peint d'une couche a I'exterieur. 

Grandeurs nominales 16" x 16" 16" x 20" 
Tel que decrit $25.60 $28.30 



Plate OD 566. — Enamelled flat rim slop sink; supported 
on 3", "S" trap. Fitted with nickel plated open strainer. 

Sink and trap furnished with outside painted one coat. 

Specify whether trap is wanted for lead or cast iron pipe. 

Enamelled inside and underside painted one coat. 



18" X 22" 
S32.50 



20" X 22" 
S33.90 



20" X 24 
$36.10 



// 



Nominal sizes 
As described 



rfjSFTT- 



TECUMSEH 

Gravure OD 568.-Evier- 
lavoir emaille a bord plat, 
avec orifice d'ecoulement 
de 2" au centre, grille de 
vidage nickelee et collet 
de raccordement pour 
tuyau de plomb. 

Fourni emaille a I'in- 
terieur et peint d'une 
couche a I'exterieur. 




Grandeurs, en pouces 

16" X 16" X 10" $11.60 

16" X 16" X 12" 12.40 

20" X 14" X 12" 13.30 

20" X 16" X 12" 15.70 



-.,.,,.t- ■ 

OD 568 

22"x20"x 12" $17.70 

23" X 15" X 15" 16.90 

24" X 18" X 12" 16.90 

24" X 20" X 12" 18.60 

85 



TECUMSEH 

Plate OD 568-~ Ena- 
melled fiat rim slop sink 
with 2^' centre outlet, 
nickel-plated open strain- 
er and collar for lead pipe 
connection. 

Furnishedwith enamelled 
inside and underside 
painted one coat. 



Sizes, in inches 

30" X 20" X 12" S32.30 

36" X 20" X 12" 39.20 

36" X 21" X 16" 54.80 

48" X 20" X 12" 58-50 
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CUVE A LAYER 

Gravure OD 576. — Cuve emaillee "tout d'une piece", 
a deux compart iments, avec bord arrondi et dossier de 
8", montee surcolonnesajustablespeintes et sanitaires, 
avec porte-essoreuse en bois dur sur le cote droit. Munie 
de robinets a compression avec rosace mobile et 
poignee T, porte-savons nickeles, bondes a bouchon 
avec bouchons en caoutchouc, tuyau d'ecoulement 
continu de 13^" nickele avec siphon nickele et ventile 
VA"- 
Cuve foumie peinte d'une couche a I'exterieur. 



Plate OD 576. — Enamelled roll rim two section 
laundry tray and 8" back, all in one piece, on painted 
adjustable sanitary pedestals, with hardwood wringer 
holder on right-hand end. Fitted with l-^" adjustable 
flange faucets with T handles, nickled-plated soap- 
dishes, waste plugs and rubber stoppers, nickel-plated 
continuous waste with 1 J-^" vented trap. 



Tray furnished with outside painted one coat. 



DIMENSIONS 

Du devant a I'arriere: interieur, 21^4". 

Du devant a I'arriere: exterieur, 26". 

Hauteur du dossier, 8". 

Longueur interieure de chaque compartiment, 23". 

Longueur totale, 53". 

Profondeur interieure, 14K"- 



Front to back: Inside, 21^". 

Front to back: Outside, 26". 

Height of back, 8". 

Length inside, each section, 23". 

Length over all, 53". 

Depth inside, 14^"- 



Tel que decrit S93.25 As described 



$93.25 



Gravure OD 578.— La meme qua 
la gravure OD 576, mais a un seul 
cornpartiment: memes accessoires 
moins tuyau d'ecoulement et siphon. 

Longueur totale, 23 J^". 

Tel que decrit $44.60 




Plate OD 578.— Same as Plate OD 
576, except single section ; fitted with 
same fittings but whithout nickel- 
plated continuous waste and trap. 

Length over all, 233^". 

As described $44.60 



OD 578 
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BROCK 

OD 580 



CUVE A LAYER 



LAUNDRY TRAY 



Gravure OD 580.— Cuve ^maill^e "tout d'une piece" 
a deux compartiments avec bord plat et dossier de 4"; 
montee sur colonnes ajustables peintes et sanitaires, 
avec porte-essoreuse en bois dur sur le cote droit. Munie 
de robinets & compression avec rosace mobile et 
poignee T, porte-savons nickeles. bondes a bouchon 
avec bouchon en caoutchouc, tuyau d'ecoulement con- 
tinu de 1 1 '2" nickele avec siphon nickele et ventile 1 Y^' ■ 
Cuve foumie peinte d'une couche a I'exterieur. 



Plate OD 580. — Enamelled flat rim two section 
laundry tray and 4" back all in one piece, on painted 
adjustablesanitary pedestals and with hardwood wringer 
holder on right hand end. Fitted with J^" nickel- 
plated compression adjustable flange faucets with T 
handles; nickel-plated soap-dish.es, waste plugs and 
rubber stoppers and 1}^" continuous waste with 
IJ^" vented trap. 
• Tray furnished with outside painted one coat. 



DIMENSIONS 

Du devant a I'arriere: interieur, 18V^". 

Du devant a I'arriere: exterieur, 22". 

Hauteur du dossier, 4". 

Longueur interieure de chaque compartiment, 20^"- 

Longueur totale, 46". 

Profondeur interieure, 12". 



Front to back: Inside, 18^-2". 

Front to back: Outside, 22". 

Height of back, 4". 

Length inside each section, 20%". 

Length over all, 46". 

Depth inside, 12". 



Tel que decrit S67.35 As described 



S67.35 



Gravure OD 582.— La meme qu'^ 
la gravure OD 580, mais a un seul 
compartiment; memes accessoires, 
moins tuyau d'ecoulement et 
siphon. 

Longueur totale, 233^". 

Tel que decrit S28.00 




Plate OD 582.— Same as Plate 
OD 580, except single section. 
Fitted with same fittings but 
without continuous waste and 
trap. 

Length over all, 23 J^". 

As described S28.00 



OD 582 
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Gravure OD 584. — Cuve ^maillee avec bord arrondi 
et dossier, chaque compartiment etant d'une seule piece, 
montee sur colonnes ajustables peintes, avec couvre- 
joints d'assemblage nickeles et porte-essoreuse en bois 
dur. Munie de porte-savons nickeles, de robinets a 
compression }4" nickeles avec rosace mobile et 
poignee T, bondes a bouchon avec bouchons en caout- 
chouc, tuyau d'ecoulement libre IH" avec siphon 
ventile 1J>^" nickele- 

Cuve fournie peintc d'une couche a Texterieur. 



Plate OD 584-^ — Enamelled roll rim laundry tray 
with body and back of each section all in one piece, 
on painted adjustable pedestals with nickel-plated 
union strips and hardwood wringer holders. Fitted 
with nickel-plated soap-dishes, 34" nickel-plated 
compression adjustable flange faucets with T handles, 
waste plugs and rubber stoppers and 1 3^2" continuous 
waste with 1 y/' vented trap. 



Tray furnished with outside painted one coat. 



DIMENSIONS 

Du devant a Tarriere: interieur, 2\%". 

Du devant a Tarriere: exterieur, 26". 

Hauteur du dossier, 8". 

Longueur interieure de chaque compartiment, 23". 

Longueur totale, trois compart iments, 83 J^", 

Profondeur interieure, 141^"- 



Front to back: Inside, 21^". 
Front to back: Outside, 26"- 
Height of back, 8". 
Length inside each section, 23"- 
Length over all^ three sections, 83 J^". 
Depth inside, 14H". 



Tel que decrit S143.60 As described SI43.60 



Peut etre fournie sans tuyau d'ecoulement libre, sans 
siphon ventile et sans porte-essoreuse, 



Can be furnished without continuous waste and vented 

trap or wringer holders. 
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Gravure OD 586.— Cuve a laver emaillee a bord plat 
et montee sur colonnes ajustables peintes, munie de 
robinets a compression ^Type Stub'' V^" nickeles avec 
poign^es T, porte-savons nickeles, bondes a bouchon 
avec bouchons en caoutchouc, ecoulement libre nickele 
IM" avec siphon ventile 13-2"- 

Cuve fournie peinte d'une couche a Texterieur, 



Plate OD 586,— Enamelled flat rim laundry tray on 
painted adjustable pedestals, fitted with 3^" nickel- 
plated compression "Stub Pattern" faucets with 
T handles, nickel-plated soap-dishes, waste plugs and 
rubber stoppers, l}4" continuous waste with 1]4" 
vented trap. 

Tray furnished with outside painted one coat. 



DIMENSIONS 

Du devant a Tarriere: interieur, 22". 
Du devant a Tarriere: exterieur, 25 J^". 
Longueur interieure de chaque compartiment^ 23". 
Longueur totale, trois compartiments. 76^-2"- 
Profondeur interieure, 14 J^^", 



Front to back: Inside. 22"- 
Front to back: Outside, 25^,". 
Length inside, each section. 23". 
Length over all, three sections, 76W. 
Depth inside, 14^"- 



Tel que decrit S90-50 As described 



S90.50 



Peut etre fournie sans ecoulement libre et sans siphon 

Peut etre fournie avec couvre-joints nickeles- 

Peut etre fournie avec couvre-joints nickeles et porte- 

essoreuse en bois dur. 



Can be furnished without continuous waste and trap. 
Can be furnished with nickel-plated union strips. 

Can be furnished with nickel-plated union strips and 

hard\\"0od wringer holders- 
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CUVE A LAYER 

Gravure OD 588. — Cuve a laver emaillee a bord plat, 
montee sur colonnes ajustables peintes, avec porte- 
essoreuse en bois dur boulonne au bord de chaque 
compartiment. Munie de robinets de compression 
"Type Stub'' 3^" nickeles avec poignee T. Bondes a 
bouchon avec bouchons en caoutchouc, ecoulement libre 
ly/' nickele avec siphon ventile 1J4". 

Peut etre fournie sans ecoulement libre et sans siphon. 



PAPINEAU 

OD 588 

LAUNDRY TRAY 

Plate OD 588.— Enamelled flat rim laundry tray on 
painted adjustable pedestals, with hardwood wringer 
holder on each section, bolted directly to rim. Fitted 
with ^" nickel-plated compression "Stub Pattern" 
faucets with T handles, waste plugs andrubberstoppers, 
and lH" continuous waste with 1>^" vented trap. 



Can be furnished without nickel-plated continuous 
waste and trap. 

DIMENSIONS 

Du devant a Tarriere: interieur, 19". Front to back; Inside 19" 

Du devant a i'arnere: exterieur. 22^". Front to back: Outside, 2234". 

Lon^eur interieure. chaque compartiment, 21 1^". Length inside, each section', 21 K"- 

Lons^eur totale, 3 compartiment s, 72^"- Length over all three sections 725^" 

Profondeur interieure, 13M". Depth inside, 13 W" 



Tel que decrit S84.25 



Gravure OD 590.— ^La meme 
qua la gravure OD 588, mais a 
deux compartiments, avec cou- 
vre- joints d'assemblage nickeles 
et porte-essoreuse en bois dur. 



Tel que decrit S51.00 




] As described $84.25 



Plate OD 590.— Same as Plate 
OD588, except two sections and 
with nickel-plated union strips 

with hardwood wringer holders. 



As described $51 ,00 



OD 590 
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MACKENZIE 

OD600 
CUVE A LAYER 



Gravure OD 600. 



Cuve a laver en por- 
celaine avec bord rond 
et dossier a meme sur 
pieds de porceLaine; 
munie de robinets 
courts a compression 
avec poignee indicative 
en porcelaine; vidage 
continu nickele avec 
siphon ventile et nic- 
kele del H"S. 




MACKENZIE 

OD 600 
LAUNDRY TRAY 



Plate OD 600.— Por- 
celain roll rim laundry 
tray with integral back 
sup]>orted on porcelain 
legs; fitted with stub 
compression faucets, 
with china indexed 
handle; nickel-plated 
continuous waste, with 
venled IJ'g" Strap. 



OD 600 



OUMENSIONS 

Exterieur, 26" x 26" et 29" x 26". Outside. 26" x 26" and 29" x 26". 

Profondeur interieure, 14} ii". Depth inside. 14' 2"- 

Prix sur demande. Price on application. 




OD 606 

CUVE A LAVER 

Gravure OD 606. — Cuve a laver en ciment, a fini 
lisse, incorporant vidage libre et trop-plein au centre. 
Le bord en est protege par un recouvrement metallique 
et elle est sur colonnes en ciment. 

DIMENSIONS 

Grandeur. 24" x 48". 
Profondeur interieure, 16". 

Tel que decrit SI 6.25 

Avec supports en fonte 17.50 

LAUNDRY TRAY 

Plate OD 606.^This smooth finish cement laundry 
tray, has clear waste and overflow of interna! cons- 
truction to centre. It is protected by metal strip around 
top and mounted on cement pedestals. 

DIMENSIONS 

Size, 24" X 48". 
Depth, inside, 16". 

As described SUi.25 

With cast iron stands 17.50 




OD610 

CUVE A LAVER 

Plate OD 610.^Cuve en ciment de mcme construction 
et fini que la Cuve OD 606, mais n'ayant qu 'un compar- 
timent. 

DIMENSIONS 

Grandeur, 24" x 24". Profondeur interieure, 16". 

Tel que decrit $12.20 

Avec supports en fonte 12.80 

LAUNDRY TRAY 

Plate OD 610. — This laundry tray is of the same 
construction and finish than laundry tray OD 606, 
except single section. 

DIMENSIONS 
Size, 24" X 24". Depth, inside, 16"- 

As described SI2.20 

With cast iron stands 12.80 
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DELORIMIER 

OD 620 



COMBINAISON D'EVIER ET CUVE 

Gravure OD 620.— Combinaison d'evier et cuvea laver 
en fonte emaillee, a bord arrondi, corps et dossier 
d'une seule piece; montee sur coionne peinte ajustable 
et support mural dissimule. L'evier est muni de 
robinets a compression a rosace mobile 3^" nickeles 
avec poignce T, grille de vidage nickelee avec douil'e 
de re-ccordement. La cuve est munie de robinets a 
compression y/' nickeles avec rosace mobile et poignee 
T; porte-savon nickele, bonde a bouchon de caoutchouc, 
couvercle drain pour cuve. tuyauterie d'ecoulement 
IK" nickelee avec siphon ventile 1 ^" nickele. 
Combinaison fournie peinte d'une couche a I'exterieur. 



SINK AND TRAY COMBINATION 

Plate OD 620.— Enamelled roll rim sink and laundrv 
tray with body and back all in one piece; supported 
on painted adjustable pedestal, and painted concealed 
wall hanger. Sink fitted with H" nickel-plated com- 
pression adjustable flange faucets with T handles, 
open strainer and coupling. Laundry tray fitted with 
}i" nickel-plated compression adjustable flange 
faucets with T handles, nickel-plated soap-dish, waste 
plug with rubber stopper and combination drain- 
board and tray cover. Combination fitted with IK" 
nickel-plated continuous waste and IK" vented trap. 
Combination furnished with outside painted one coat. 



Exterieur 
Outside 

23K"x25" 



Evier — Sink 

Interieur 

Inside 

19M"x21?r' 



Dossier 
Back 

8" 
Tel que decrit S103.50 



Gravure OD 622.— La mcme 
qu a \3. gravure OD 620, mais 
avec evier a droite et cuve a 
gauche. 



DIMENSIONS 

Cuve a Laver— Laundry Tray 

Profondeur Exterieur Interieur Profondeur 

Depth Outside Inside Denth 

6" 23K" X 25" 19K" x 2134" 131^" 



Longueur totale 
Length overall 



Peuvent elre fournies sans 
tuyauterie d'ecoulement. sans 
siphon, et sans couvercle 
drain. 




50" 



As described $103.50 



Plate OD 622.— Same as 
Plate OD 620, except with 
sink on right end and tray on 

left. 



Can be furnished without 
continuous waste, trap, drain 
board and trav cover. 



OD 622 
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GOSFORD 

OD 626 



COMBINAISON D'EVIER ET CUVE 



Gravure OD 626. — ^Combinaison d'evier et cuve a 
laver emaillee a bord plat, corps et dossier tout d'une 
piece; montee sur colonne ajustable peinte et support 
mural dissimule. L'^vier est muni de robinets a 
compression a rosace mobile ^" nickeles avec poignee 
T, grille de vidage nickelee avec douille de raccorde- 
ment. La cuve est munie de robinets a compression 
}-i" nickele avec rosace mobile et poignee T ; porte-savon 
nickele, bonde a bouchon de caoutchouc, couvercle- 
drain pour cuve. Tuyauterie d'ecoulement l}4" nicke- 
lee avec siphon ventile 1 3--2" nickele. 

Combinaison foumie peinte d'une couche a Texterieur. 



SINK AND TRAY COMBINATION 

Plate OD 626. — Enamelled flat rim sink and tray- 
combination with body and back all in one piece; 
supported on painted adjustable pedestal and painted 
concealed sink bracket. Sink fitted with ^i" nickel- 
plated compression adjustable flange faucets with T 
handles, open strainer and coupling. Laundry tray 
fitted with \i" nickel-plated compression adjustable 
flange faucets with T handle, nickel-plated soap-dish, 
waste plug with rubber stopper and combination drain- 
board and tray cover. Combination fitted with 1]4" 
nickel-plated continuous waste and V-V' vented trap. 

Combination furnished with outside painted one coat. 



Exterieur 

Outside 
2VA"x22H" 



Tel que decrit 



Evier — Sink 

Interieur Profondeur 

Inside Depth 

18M" X 20H" 7H" 

Longueur totale — Length overall 

4534" 

$73.00 



DIMENSIONS 

Cuve a Laver — Laundry Tray 

Exterieur Interieur Profondeur 

Outside Inside Depth 

21 >^" X ZZVs" 18>^" X 20^" 12H" 

Dossier — Back 
4" 

As described S73.00 



Gravure OD 628."La meme 
qu'a la gravure OD 626, mais 
avec evier a droite et cuve a 
gauche. 



Peuvent etre fournies sans 
tuyauterie d'ecoulement, sans 
siphon et sans couvercle- 
drain. 




Plate OD 628.--Same as pla- 
te OD 626, except with 
sink on right end and tray 
on left. 



Can be furnished without 
continuous waste trap, drain- 
board and tray cover. 



OD 628 
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DUQUETTE 

OD 630 



COMBINAISON D'EVIER ET CUVE 



Gravure OD 630- — Combinaison d'evier et cuve a la- 
ver ernaillee a bord plat> corps et dossier d une seule 
piece; montee sur colonne peinte ajustable et support 
mural dissimule. L'evier est muni de robinets a 
compression a rosace mobile 3^^" nickeles avec poignee 
T, griSIe de vidage nickelee avec douille de raccorde- 
ment. La cuve tst munie de robinets a compression 
^" nickeles avec rosace mobile et poignee T; porte- 
savon nickele, bonde a bouchon de caoutchouc, couver- 
cle-drain pour cuve, tuyauterie d ecoulement 1 }.^" 
nickelee avec sipbon ventile 1 J^" nickele. 

Combinaison fournie peinte d'une couche a !*exterieur. 



SINK AND TRAY COMBINATION 



Plate OD 630,^Enamelled flat rim sink and laundry. 

tray combination with body and back all in one piece; 
supported on painted adjustable pedestal and painted 
concealed wall hanger. Sink fitted with J^" nickel- 
plated compression adjustable flange faucets with T 
handles and open strainer with coupling- Laundry 
tray fitted with ^2" nickel-plated compression adjust- 
able flange faucets with T handles, waste plug and rub- 
ber stopper, and combination drain-board and tray 
cover. Combination fitted with IJ^"' nickel-plated 
continuous waste and 13^" vented trap. 

Combination furnished with outside painted one coat. 



Exterieur 
Outside 

Longueur totale 
Length overall 

45K" 



Tel que decrit. $61.40 

Gravure OD 632.— La meme 
qu'a la gravure OD 630. mais 
avec evier a droite et cuve a 

gauche. 



Evier — Sink 

Interieur 
Inside 

18|2"x 205-4" 



DIMENSIONS 

Cuve a Laver — Laundry Tray 

Profondeur Exterieur Interieur Profondeur 

Depth Outside Inside Depth 



7H" 



211^" X 22^" 18i-2"x20H" 



%" 



Peuvent etre fournies sans 
tuyauterie d'ecoulement et 
sans siphon. 




Dossier 
Back 

4" 



As described 



$61.40 



Plate OD 6i2.— Same as 
Plate OD 630, except with 
sink on right side and tray 
on left. 



Can be furnished without 
continuous waste and trap. 



OD 632 
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HINDELANG 

OD 640 

FONTAINE-ABREUVOIR 

Gravure OD 640, — Fontaine emaillee montee sur colonne, 
avec jet a garde de porcelaine, soupape de commande a re- 
poussoir avec manette oscillante. regulateur a cle aniovible 
et tuyauterie galvanisee et dissimulee d'alimentation et de 
vidage. 



Hauteur 

Tel que dccrit 



30" 
$52.60 



36" 
$61.40 



DRINKING FOUNTAIN 



Plate OD 640. — Enamelled pedestal Drinking Fountain with 
china guard bubbler, self-closing oscillating handle controUing 
valve, loose key volume regulator and concealed galvanized 
supply and waste to floor. 



Height 

As described 



30" 
S52.60 



36" 
S61.40 



OD 640 

LAFONTAINE 

OD 612 

FONTAINE-ABREUVOIR 

Gravure OD 642.— Fontaine emaillee montee sur colonne, 
avec jet a garde de porcelaine, munie d'une soupape de com- 
mande a repoussoir ayant manette oscillante, sur le cote de 
la colonne, regulateur de jet a cle amovible, tuyauterie 
galvanisee et dissimulee pour I'alimenration et le vidage, 
jusqu'au plancher. 



Hauteur 

Tel que decrit 



30" 
S60.50 



36" 
$69.30 



DRINKING FOUNTAIN 



Plate OD 642. — Enamelled pedestal drinking fountain with 
china guard bubbler, self-closing oscillating handle controlling 
valve through side of pedestal, loose key volume regulator 
and concealed galvanized supply and waste to floor. 




Height 

As described 



30" 
$60.50 



36" 
S69.39 
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BALDWIN 

OD 644 

FONTAINE-ABREUVOIR 

Gravure OD 644.— Fontaine emaillee montee su' colonne. 
avec jet a gardede porcelaine, soupape de commande a repous- 
soir avec manette oscillante. regulateur de jet a cle amovib e 
et tuyauterie invisible galvanisee pour ['alimentation et le 
vidage, jusqu'au plancher. 



Hauteur 

Tel que decrit 



30" 
$48.60 



36" 
S54.20 



DRINKING FOUNTAIN 

Plate OD 644. —Enamelled pedestal drinking fountain with 
china guard bubbler, self-closing oscillating handle controlling 
valve, loose key volume regulator and concealed galvanized 
supply and waste to floor. 



Height 

As described 



30" 
$48.60 



36" 
S54.20 



■ 1 




OD 644 

BAGOT 

OD 646 

FONTAINE-ABREUVOIR 

Gravure OD 646.— Fontaine emaillee montee sur colonne, 

avec jet a garde de porcelaine, soupape de commande a 
repoussoir avec manette oscillante, sur le cote de la colonne, 
regulateur de jet a cle amovible et tuyauterie galvanisee et 
dissimulee pour ralimentation et le vidage, jusqu'au plancher. 



Hauteur 

Tel que decrit 



30" 
S53.50 



36" 
$59.00 



DRINKING FOUNTAIN 



Plate OD 646. — Enamelled pedestal drinking fountain with 
china guard bubbler, self-closing oscillating handle controlling 
valve through side of pedestal, loose key .volume regulator 
and concealed galvanized supply and waste to floor. 



Height 

As described 




30" 
S53.50 



36" 
$59.00 



'.__«_ 
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DORION 

OD 648 

FONTAINE-ABREUVOIR 

Gravure OD 648.— Fontaine a cuvette emaillee a rinterieur, 
montee sur colonne peinte, avec jet a garde de porcelaine, 
soupape de commande a repoussoir ayant manette oscillante. 
regulateur de jet a cle amovible et tuyauterie galvanisee et 
dissimulee jusqu'au plancher, pour i'alimentation et le vidage. 



Hauteur 

Tel que decrit 



30" 
$28.80 



t* 



36" 
S30.00 



DRINKING FOUNTAIN 



Plate OD 648.— Painted pedestal drinking fountain with 
bowl enamelled inside, china guard bubbler, self-closing oscil- 
lating handle controlling valve, loose key volume regulator 
and concealed galvanized supply and waste to floor. 



Height 

As described 



30" 
S28.80 



36" 
S30.00 



n 



SANDFIELD 

OD 650 

FONTAINE-ABREUVOIR 

Gravure OD 650. — Fontaine a cuvette emaillee a I'interieur 
et montee sur colonne peinte, avec jet a garde de por- 
celaine, soupape de commande a repoussoir de j?s" nickelee 
avec manette oscillante, sur le cote de la colonne, regu- 
lateur de jet a cle amovible et tuyauterie galvanisee et dissi- 
mulee jusqu'au plancher pour le vidage. 



Hauteur 

Tel que decrit 



30" 
$34.40 



36" 
§35.60 



DRINKING FOUNTAIN 



Plate OD 650. ^Painted pedestal drinking fountain with 
bowl enamelled inside, china guard bubbler, loose key volume 
regulator, ^s" nickel-plated self-closing oscillating handle 
controlling valve at side of pedestal and concealed galvanized 
waste to floor. 




Height 

As described 



30" 
$34.40 



36" 
$35.60 
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OD 652 



SOUPAPE D'ARRET 

Gravure OD 654,— Soupape 
d "arret nickelee avec cle amovi- 
ble, se posant pres du plancher 
pour Fon^a^nes-Abreu^'oi^s sur 

colonne. 

Chacune $3-50 



L 



DUVERNAY 

OD 652 

FONTAINE-ABREUVOIR 

Gravure OD 652. — Fontaine a cuvette emaillee a rinterieur 
et montee sur colonne peinte, jet conique nickele, soupape 
de commande nickelee avec bouton poussoir, placee sur 
le cote de la colonne. Regulateor de jet a cle amovible, 
tuyauterie galvanisee et invisible {jusqu'au plancher) pour 
ralimentation et le vidage, 

DRINKING FOUNTAIN 

Plate OD 652. — Painted pedestal drinking fountain with 
bowl enamelled inside, nickel-plated cone bubbler^ nickel- 
plated push-button controlling valve at side of pedestal, loose 
key volume regulator, concealed galvanized supply and waste 
to floor. 



Hauteur 

Tel que decrit 



30" 
$31.^0 



36" 
$32-50 



Height 

As described 



TRACEY 

OD 654 




STOP VALVE 

Plate OD 654.— Nickel-plated 
loose key stop for installation 
above floor on pedestal Drink- 
ing Fountains. 

Each $3.50 



OD 654 
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CHENIER 

OD 656 



FONTAINE-ABREUVOIR 



DRINKING FOUNTAIN 



Gravure OD 656.— Fontaine a auget emaille a I'inte- 
rieur, avec quatre jets a garde de porcelaine, soupapes 
de commande a repoussoir ayant manette oscillante, 
re^lateursde jet a c!e amovible, tuyau d'alimentaticn 
de ^" nickele avec arret a cle amovible et siphon 
ajustable nickele, IM"- 



Plate OD 656. ^Enamelled inside trough Drinking 
Fountain with four china guard bubblers, self-closing 
oscillating handle controlling valves, loose key volume 
regulators, %" nickel-plated supply pipe with loose key 
Stop and 1^" adjustable trap. 



Largeur de I'auget, 
Longueur " 
Tel que decrit 



12" 
30" 
$60.80 



DIMENSIONS 

12" 12" 

42" 54" 

§79.50 S97.00 



Width of trough, 
Length of trough 
As described 




SCOTT 

OD 658 



Gravure OD 658- — Fontaine a auget emaille a I'inte- 
rieur, avec quatre jets a ecoulement continu ayant 
garde en porcelaine, regulateurs de jet a cle amovible, 
tuyau d'alimentaticn de H" nickele, avec arret a cle 
amovible et siphon ajustable nickele 134"- 



Plate OD 658.— Enamelled inside trough Drinking 
Fountain with four continuous flow china guard 
bubblers, loose key volume regulators, ^ nickel-plated 
supply pipe with loose key stop and IK" adjustable 
trap. 



Largeur de Pauget 
Longueur '* 
Tel que decrit 



DIME ^SIO: SIS 


12" 


12" 


30" 


42" 


S51.30 


$65.50 



12" Width of trough 
54" Length " " 
$78.30 As described 
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1 VIGER 

OD 660 
FONTAI NE-ABREUVOiR 



Gravure OD 660. — Fontaine emaillee a I'int^rieur et 
montee sur consoles peintes; avec jet ^ garde deporcelaine, 
soupape de commande a repoussoir ayant manette oscillan- 
te, regulateur de jet a cle amovible, tuyau mural d'alimen- 
tation ^" nickele et siphon ajustable nickele, 1}4"- 

Grandeur de I'auget, 12 x 12". 
Tel que decrit $32.00 



DRINKING FOUNTAIN 

Plate OD 660. ^Enamelled inside Drinking Fountain on 
painted brackets with china guard bubbler, self-closing 
oscillating handle controlling valve, loose key volume 
regulator, ^s" nickel-plated supply pipe to wall and IK" 
nickel-plated adjustable trap. 

Dimensions of trough, 12 x 12". 

As described S32.00 



CD 660 



DRAPER 

OD 662 

FONTAINE-ABREUVOIR 

Gravure OD 662. — Fontaine emaillee a Tint^rieur et 

montee sur consoles peinTes. avec jet a garde de por- 

celaine. tuyau d'alimentation 

pape de commande angulaire 

oscillante, regulateur de jet a cle amovible et siphon 

ajustable nickele IJj". 



[au mur) ^s" nickele, sou- 
a repoussoir avec manette 



Grandeur de Pauget, 12 x 12". 
Tel que decrit S32.D0 



DRINKING FOUNTAIN 

Plate OD 662.— Enamelled inside Drinking Fountain on 
painted brackets with china guard bubbler, 3/g" nickel- 
plated supply pipe to wall, self-closing oscillating handle 
angle controlling valve, loose key volume regulator and 
l}4" adjustable trap. 

Dimensions of trough, 12 x 12". 

As described S32.00 
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ELGIN 

OD 664 



FONTAINE-ABREirvOIR 



DRINKING FOUNTAIN 



Gravure OD 664. — Fontaine emaillee a I'interieur, 
montee sur consoles peintes, avec deux jets a 
garde de porcelaine, soupapes regulatrices a repoussoir 
ayant manette oscillante, regulateurs de jet a cle amo- 
vible, tuyau d 'alimentation %" nickele avec arret 
a cle amovible, et siphon ajustable nickele IM"- 

Pour dimensions voir plus has. 



Plate OD 664.— Enamelled inside drinking fountain 
on painted brackets with china guard bubblers, self- 
closing oscillating handle controlling valves, loose key 
volume regulators, %" nickel-plated supply pipe with 
loose key stop and l}4" adjustable trap. 



For dimensions see below. 



Tel que decrit S80.00 As described 



$80.00 



MORIN 

OD 666 

FONTAINE- 

ABREUVOIR 

Gravure OD 666— 

Fontaine emaillee a 
I'interieur et mon- 
tee sur consoles 
peintes, avec 
deux jets a ecoule- 
ment continu ayant 
garde de porcelaine, 
regulateurs de jet 
a cle amovible, 
tuyau d'alimenta- 
tion 3/g" nickele 
avec arret a c!e 
amovible, et siphon 
ajustable nickele 

Telquedecrit $78.50 
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MORIN 

OD666 

DRINKING 

FOUNTAIN 

Plate OD 666.— 

Enamelled inside 
drinking fountain 
on painted brack- 
ets, with two con- 
tinuous flow china 
guard bubblers, 
loose key volume 
regul ators, %" 
nickel-plated sup- 
ply pipe with loose 
key stop and IH" 
adjustable trap. 

As described S78. 50 



Hauteur du dossier 

Longueur de I'auget 
Largeur de I'auget 



OD666 



DIMENSIONS 

12" 
36" 
12" 



Height of back 
Length of trough 
Width of trough 
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Gravure OD 668.— Fontaine emaillee a I'mteneur avec 
bord rond de 23^", montee sur support mural invisible, 
avec jet a garde de porcelaine. soupape de commande 
a repoussoir ayant bouton poussoir indicaleur en porce- 
laine, rigulateur de jet a cle amovible. tuyau d alimen- 
tation de H" nickele, et siphon ajustable nickele IM - 

Telquedecrit $53.00 

DRINKING FOUNTAIN 

Plate OD 668.— Enamelled inside drinking fountain 
with 2^" roll rim on concealed wall hanger, with china 
guard bubbler, self-closing china indexed push button 
controlling valve, loose key volume regulator, ^" nickel- 
plated supply pipe and 1 H" adjustable trap. 

As described $53.00 



DIMENSIONS 



Hauteur du dossier 

Largeur 

Profondeur, 

du devant a I'arriere 



10" 

'2 

16M" 



18 W' 



Height of back 

Width 
Depth, 
front to back 



OD668 




CHAUVEAU 

OD 670 
FONTAINE-ABREUVOIR 



Gravure OD 670. — Fontaine emaillee a I'interieur 
avec bord rond de 2" et montee sur support mural 
invisible, avec jet a garde de porcelaine, soupape de 
commande a repoussoir ayant manette oscillante^ regu- 
lateur de jet, tuyau d'alimentation %" nickele, et 
siphon ajustable l}i". 



Tel que decrit $50.20 



DRINKING FOUNTAIN 

Plate OD 670.— Enamelled inside drinking fountain 
with 2" roll rim on concealed wall hanger with china 
guard bubbler, self-closing oscillating handle controlling 
valve, loose key volume regvilator, ^," nickel-plated 
supply pipe, and l}4" adjustable trap. 

As described $50.20 



OD670 

Hauteur du dossier 
Largeur 



Profondeur, du devant a I'arriere 16M 



DIMENSIONS 

10" 
18H" 

H" 



Height of back 

Width 

Depth, front to back 
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HUNTINGDON 

OD 672 

FONTAINE-ABREUVOIR 

Gravure OD (.72.— Fontaine eniiaillee a I'interieur. 
avec bord rond 2", nnontee sur support mural invisible, 
avec robinet nickele a repoussoir M" ayant poignee 
a repoussoir et a croisillons, roulant sur billes; siphon 
ajustable IJ^". 

Tel que decrit $32.00 



DRINKING FOUNTAIN 

Plate OD 672. — Enamelled inside drinking fountain 
with 2" roll rim on concealed wall hanger, with ^2" 
nickel-plated ball bearing self-closing faucet with four 
arm handle and l^i" adjustable trap. 

As described $32.00 



DIMENSIONS 



Hauteur du dossier 

Largeur 

Profondeur, du devant a I'arriere 



10" 

18H" 

16K" 



Height of back 

Width 

Depth, front to back 



LANGEVIN 

OD 674 

FONTAINE-ABREUVOIR 

Gravure OD 674.— Fontaine emaillee a I'interieur, 
avec bord rond de 2", montee sur support mural invisi- 
ble; avec jet a garde de porcelaine, regulateur de jet 
a cle amovible actionne par poussoir aya,nt bouton indi- 
cateur de porcelaine; bee nickele avec regulateur de jet 
a cle amovible et poussoir ayant bouton indicateur de 
porcelaine, tuyau d 'alimentation ^" nickele, et siphon 
ajustable IM" nickele. 

Tel que decrit * S58.50 

DRINKING FOUNTAIN 

Plate OD 674. — Enamelled inside drinking fountain 
with 2" roll rim on concealed wall hanger, with china 
guard bubbler, with loose key volume regulator ope- 
rated by china indexed push button ; also nickel-plated 
spout with loose key volume regulator and china index- 
ed push button, %" nickel-plated supply pipe, and l}4" 
adjustable trap. 

As described $58.50 



Hauteur du dossier 

Largeur 

Profondeur, du devant a I'arriere 
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FONTAINE-ABREUVOIR 

Gravure OD 680.— Fontaine emaillee a bord rond et 
tout d une piece; montee sur supports muraux invisi- 
blesyet'Fsur consoles peintes; avec quatre jets a garde 
de porcelaine, soupapes de commande a rcpoussoir ayant 
manette oscillante, regulateurs de jet a cle amovible, 
tuyau d 'alimentation de %" nickeLe avec arret a cle 
amovible, et siphon ajustable 1^". 

Fournie peinte d'une couche a I'exterieur. 



Plate OD 680.— Enamelled integral roll rim drinking 
fountain; supported on concealed wall hangers and 
painted brackets; with four china guard bubblers, self- 
closing oscillating handle controlling valves, loose key 
volume regulators, %" nickel-plated supply pipe with 
loose key stop and VA" adjustable trap. 



Furnished with underside painted one coat. 



Longueurs 
Nombre de jets 


3' 
2 


5' 6' 
3 4 


Lengths 

Number of bubblers 


Tel que decrit 


$77.80 


$113.60 S142.30 


As described 






DIMENSIONS 




Largeur totaie 
Largeur interieure 
Hauteur du dossier 




18" 

13M" 
8" 


Width over rim 
Width inside 
Height of back 
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Gravure OD 684. — Fontaine emaillee a I'interieur, avec 
jet a garde de porcelaine, soupape de commande a repous- 
soir avec manette oscillante, regulateur de jet a cle amovible, 
tuyau mural d'alimentation de ^-^''nickele, ayant soupape de 
commande a cle amovible, et siphon ajustable IH"- 

Telquedecrit $30.10 



DRINKING FOUNTAIN 

Plate OD 684. — Enamelled inside drinking fountain with 
china guard bubbler, self-closing oscillating handle controlling 
valve, loose key volume regulator, %" nickel-plated supply 
pipe to wall with loose key controlling valve and IM" adjusta- 
bleitrap. 

As described '. . : S30.10 

" DIA1ENSI0NS 

Largeur, 12'' " .- " "' " Width, 12" 

Profondeur, du devant a I'arriere 15H" Depth, front to back 



OD 684 



LANDRY 

OD 686 

FONTAINE-ABREUVOIR 

Gravure OD 686.^Fontaine emaillee a I'interieur, bee a Col- 
de-Cygne, soupape de commande a repoussoir avec manette 
oscillante, regulateur de jet a cle amovible. tuyau mural 
d'alimentation de S/g" nickele, et siphon ajustable VA"- 

. if Tel que decrit S27.90 



DRINKING FOUNTAIN 

Plate OD 686.— Enamelled inside drinking fountain, with 
Goose-Neck spout, self-closing oscillating handle controlling 
valve, loose key volume regulator, ^" nickel-plated supply 
pipe to wall and IH" adjustable trap. 

As described §27.90 



DIMENSIONS 

Largeur, 12" Width, 12" 

Profondeur, de I'avant a I'arriere 15^" Depth, front to back 
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LISGAR 

OD 688 

FONTAINE-ABREUVOIR 

Gravure OD 688.— Fontaine emaillee a I'interieur, 
avec jet a garde de porcelaine, tuyau mural d'ali- 
mentation ^" nickele, soupage de commande angu- 
laire a repoussoir avec manette oscillante, regulateur 
de jet a cle amovible, et siphon ajustable IM"- 

Te! que decrit $26.90 

DRINKING FOUNTAIN 

Plate OD 688.— Enamelled inside drinking fountain 
with china guard bubbler, }4" nickel-plated supply 
pipe to wall, self-closing oscillating handle angle con- 
trolling valve, loose key volume regidator and l}4" 
adjustable trap. 

As described §26.90 



OD 688 



DIMENSIONS 

Largeur, 12" 

Profondeur, de I'avant a I'arriere 15M" 



Width, 12" 

Depth, front to back 



CHAPLEAU 

OD 690 

FONTAINE-ABREUVOIR 

Gravure OD 690. — Fontaine emaillee a rinterieur, 
avec jet a garde de porcelaine, regulateur de jet a 
cle amovible, tuyau mural d'alimentation avec soupape 
de commande a cle amovible, et siphon ajustable IM"- 

Tel que decrit \ $24.70 

DRINKING FOUNTAIN 

Plate OD 690.— Enamelled inside drinking fountain 
with china guard bubbler, loose key volume regulator, 
3^" nickel-plated supply pipe to wall with loose key 
controlling valve and 1J4" adjustable trap. 

As described 124.70 
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DIMENSIONS 

Largeur, 12" 

Profondeur de I'avant a Tarriere 153^" 



OD 690 



^ 



Width. 12" 

Depth, front to back 






\ 



' H 




7 — \ 



o 



^ 



I 



l< 



' 



y ' * S 'I 



H 






1^ 






I:! ■■'it! 




K: 



Ml i 



n 












U 



ZZZl 




t 



OD 6% 



MERCIER 

OD 696 

FONT A I N E - A B R EU^'O I R 

Gravure OD 696. — Fontaine emaillee montee sur 
consoles peintes. avec jet a garde de porcelaine. 
tuyau mural d 'alimentation ^s" nickele. soupape an- 
gulaire de commande a repoussoir avec manette 
oscillante, regulateur de jet a cle amoxible, et siphon 
ajustable IW. 

Diametre de la ctivette, 11". 

Tel quedecrit 527.00 

DRINKING FOUNTAIN 

Plate OD 696.— Enamelled drinking fountain on 
painted wall brackets, with china guard bubbler, 3^". 
nickel-plated supply pipe to wall, self-closing oscillating 
handle angle controlling valve, loose key volume regula- 
tor and 114" adjustable trap. 

Diameter of bowl over all 11". 
As described $27.00 



LAURIER 

OD 698 



FOXTAINE-ABRELTOIR 

Gravure OD 698.^Fontaine emaillee avec siphon a 
meme, passoire emaillee. jet a garde de porcelaine. tuyau 
mural d'alimentaiion ^s" nickele. soupape de com- 
mande anguLaire a repoussoir avec manette oscillante, 
et regulateur de jet a cle amovible. 



Tel Quedecrit S40.00 



DRINKING FOUNTAIN 

Plate OD 698. — Enamelled drinking fountain with in- 
tegral trap, enamelled strainer, china guard bubbler, 
%" nickel-plated supply pipe to wall, self-closing oscillat- 
ing handle angle controlling valve, and loose key 
volume regulator. 

As described $40.00 




OD 698 
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DIMENSIONS 



Largeur 

Protondeur, de I'avant a rarriere 



9H" 



Width 

Depth, front to back 
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JET DE FONTAINE 



Gravure OD 710. — Jet nickele a garde de porce- 
laine, avec bras fixe pour lavabo. 



JET DE FONTAINE 



Gravure OD 712. — Jet nickele a garde de porcelaine, 
avec bras a senouillere pour lavabo. 



Chacun $8.15 Chacun $9.10 



FOUNTAIN BUBBLER 

Plate OD 710.— Nickel-plated rigid 
guard bubbler for lavatory 

Each 



arm china 



FOUNTAIN BUBBLER 

Plate OD 712. — Nickel-plated swinging arm china 
guard bubbler for lavatory. 



$8.15 Each S9.10 





OD 714 



JET DE FONTAINE 

Gravure OD 714.^Robinet de lavabo nickele et 

combine avec jet a garde de porcelaine. 

Lerobinet est fait de telle manierequ'enamenantle bras 
a I'avant I'eau sort par le jet. tandis qu'elle sort par le 
robinet, si on pousse le bras a I'arriere. 



OD 716 



JET DE FONTAINE 

Gravure OD 716. — Robinet d'evier nickele et combine 
avec jet a garde de porcelaine. 

Le robinet est fait de telle maniere qu'en amenant le bras 
a I'avant, I'eau sort par le jet, tandis qu'elle sort par le 
robinet, si on pousse le bras a I'arriere. 



Chacun $11.00 Chacun S 10.50 



FOUNTAIN BUBBLER 

Plate OD 714. — Nickel-plated combination lavatory 
faucet and china guard bubbler. 



POtJNTAlN BUBBLER 

Plate OD 716, — Nickel-plated combination sink faucet 
and china guard bubbler. 

Lavatory faucet is so arranged that when arm is brought Faucet is so arranged that when arm is brought forward, 
forward, water flows through bubbler, and when turned water flows through bubbler, and when turned back, 
back, through faucet. through faucet. 

Each $11.00 Each $10.50 
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JET DE FONTAINE 

Gravure OD 718.— Jet nickele a garde 
de porcelaine, avec regulateur de jet 
a cle amovible. 
Chacun $3.85 

FOUNTAIN BUBBLER 

Plate OD 718.— Nickel-plated china 

guard bubbler with loose key volume 

regulator. 

Each $3.85 




OD 724 

JET DE FONTAINE 

Gravure OD 724. — Jet nickel^ a garde 

de porcelaine avec manette oscillante 

a repoussoir et regulateur de jet a cle 

amovible. 

Chacun $8.40 

FOUNTAIN BUBBLER 

Plate OD 724.— Nickel-plated china 
guard bubbler with self-closing oscillat- 
ing handle and loose key volume re- 
gulator. 
Each $8.40 



Gravure OD 720.— 

Jet nickele. 

Chacun $2.00 



FOUNTAIN 

BUBBLER 

Plate OD 720.— Nick- 
el-plated bubbler. 



Each 



$2.00 




OD 726 



JET DE 

FONTAINE 

Gravure OD 726.— 

Jet nickele avec garde 
circulaire. 

Chacun $2.00 



FOUNTAIN 

BUBBLER 



Plate OD 726. 
el-plated ring 
bubbler. 

Each 



-Nick- 
guard 

S2.00 



JET DE FONTAINE 

Gravure OD 722. — Jet nickele a garde 
de porcelaine, avec regulateur de jet 
a cle amovible et vidage. 

Chacun $4.80 

FOUNTAIN BUBBLER 

Plate OD 722.— Nickel -plated china 
guard bubbler with loose key volume 
regulator and waste. 

Each S4.80 




OD 728 

JET DE FONTAINE 

Gravure OD 728. — Jet nickele a garde 
de porcelaine avec manette oscillante 
a repoussoir, regulateur de jet a cle 
amovible et vidage. 

Chacun $9.15 

FOUNTAIN BUBBLER 

Plate OD 728,— Nickel-plated china 
guard bubbler with self-closing oscillat- 
ing handle, loose key volume regulator 
and waste. 



Each 



$9,15 
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CYCLONE 

OD 740 

DOUCHE 

Gravure OD 740. — Douche en cercles et en p!uie combines pour 
stalle de 38"x38", avec tuyauterie dissimulee: comprend: le 
melangeur, deux soupapes a douches, pomme de douche, 5" 
avec support special et quatre cerdes-doucheurs h. pointeaux. 

Tel que decrit $218.75 



. SHOWER 

Plate OD 740. — Concealed type needle shower combination for 
a 38" X 38" stall, consisting of one mixing valve, two shower 
valves, 5" shower head, with special arm and four ringed needle 
sprays. 

As described $218.75 



OD 740 



PLUVIA 

OD 742 



DOUCHE 

Gravure OD 742. — Douche en pluie combinee, a tuyauterie dis- 
simulee: comprend: six rosettes de douches ajustables (sur muri, 
melangeur. deuK soupapes a douches, pommes de douche de 
4", support coude avec rosace de fixage. 

Tel que decrit $7^.50 



SHOWER 

Plate OD 742. ^Concealed type shower combination, consisting 
of six adjustable rose sprays mixing valves, two shower valves, 
4" shower head and benied shower arm and flange. 

As described .^ $72.50 
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L'ORAGE 

OD 74fc 

DOUCHE 

Gravure [OD 746.— Douche en pluie, a tuyauterie dissi- 
muJee. comprend: la fwrnine de douche de 4", le support 
avec rosace de fixage. et le melangeur a soupape dissimulee. 

Tel que decrit $22.50 

X.B. — L 'installation preparatoire au posage du melangeur 
doit etre faite pour coirespondre aux mesures suivantes; 3" 
de la face tuilee au centre du tuyau ri' alimentation. 



SHOWER 

Plate OD 746. — Concealed t\-pe shower combination consist- 
ing of 4" shower head, shower arm and flange, and concealed 
t\"pe mixing valve. 

As described $22.50 

X.B. — Roughing-in measurement of mixer is 3" from face 
of tile to centre line of supply pipes. 



OD 746 

CATARACTE 

OD 748 

DOUCHE 

Gravure OD 748. — Douche en pluie, comprend: la pomme 
de douche, le suppori avec rosace de fixage, et le robinet 
melangeur. 

Tel que decriT $15.90 

N.B.—L 'installation preparatdre au posage doit etre faite 
pour correspondre aux mesures sui\-ante5: Pour robinet 
melangeur S" centre en centre des poignees: la distance du 
centre de la luvauterie d'alimentation a la face de tuile de^xa 
etredeS". 

SHOWER 

Plate OD 748. — Concealed type shower combination con- 
sisting of 4" shower head, shower arm and flange, and double 
shower valve. 

As described $15M 

N.B. — The roughing-in measurements of shower valve are 
8" centres and 3" from face of tile to centre line of supply 
pipes. 
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DELUGE 

OD 752 

DOUCHE 

Gravure OD 752. — Douche applique, comprend: un porte-rideau 
circulaire de 24" en cuivre nickele avec pomme de douche lixe en cuivre 
fondu. rideau en toile de 8 oz 6' de haut x 6'6" de largeur, crochet et 
chainette a rideau, et melangeur. 

Tel quedecrit S41.25 

Gravure OD 754. — La meme qu'a la gravure OD 752 mais avec tuyaux 
d'alimentation jusqu'au plancher. 

Tel que decrit S47.25 

N.B. — L 'installation proparatoire au posage doit correspondre aux 
. mesures suivantes: 7H" centre en centre et 1 13/16" de la face tuilee 
" au centre du tuyau d'alimentation de I'appareil. 

SHOWER 

Plate OD 752. — Exposed type shower, consisting of 24" shower ring 
with cast brass shower head, 8 oz. duck curtain, 6'0" high x 6'6" wide, 
curtain hooks and chain, and mixing valve. 

As described S41.25 

Plate 754. — Same asj'plate CD 752, except with supply pipes to floor. 

As described .?47.25 

N.B.— Roughing-in measurements of this shower are 7H" centres 
and 1 13/16" from face of tile to centre line of fixture. 



L'ONDEE 

OD 756 



DOUCHE 

Gravure OD 756. — Douche a tuyauterie dissimulee; comprend un 
porte-rideau circulaire en cuivre nickele, de 24" avec pomme de douche 
fixe en cuivre fondu et nickele, rideau en toile de 8 onces, 6'0 de haut 
par 6'6" de largeur. crochet et chainette a rideau, robinet melangeur 
avec raccord et corps dissimulcs. 

Tel que decrit. $23.75 

N.B. — L'installation preparatoire au posage doit correspondre aux 
mesures suivantes: centre en centre des robinets, 8"; de la face tuilee 
au centre des tuyaux d'alimentation, 3". 

SHOWER 

Plate OD 756.— Concealed type shower consisting of 24" shower 
ring with rigid cast brass shower head, 8" oz. duck curtain, 6'0 high 
6'6" wide, curtain hooks and curtain chain^ and concealed double shower 
valve with unions. ^ 

As described $23.75 

■ 

N.B. — Roughing-in measurements of shower valve are 8" centies, and 
3" from face of tile to centre line of supply pipes. 
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Gravure OD 760. — Douche applique combinee avec lave-tete, comprend: 
un porte-rideau circulaire 24" en cuivre nickele avec pomme de douche 
fixe en cuivre fondu, rideau en toile de 8 onces, 6'0 de haut x 6'6" de large, 
crochet et chainette a rideau et robinet melangeur a' douche avec lave-tete, 

Tel que decrit $50.00 

Gravure OD 762.— La meme qu'a la gravure OD 760 mais avec tuyaux 
d 'alimentation jusqu'au plancher. 

Tel que decrit $56.00 

N B — L'installation preparatoire au posage doit correspondre aux mesures 
suWantes: pour robinet 6" centre en centre et 1 13/16^' de la face tuilee 
au centre de I'appareil. 

SHOWER 

Plate OD 760 —Exposed type shower and shampoo consisting of 24" 
shower ring with rigid N.P. cast brass shower head, 8 oz duck curtam. 
6'0" high 6'6" wide, curtain hook and chain and special double shower 

valve with shampoo attachement. 

As described $50.00 

Plate OD 762.— Same as OD 760. except with supply pipes to floor. 

As described §56.00 

N B — Roughing-in measurements of shower valve are 6" centres and 
1 13/16" from face of tile to centre hne of fixture. 
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OD 764 



DOUCHE 



Gravure OD 764.— Douche a tuvauterie dissimulee combmee avec lave- 
tete; comprend un porte-rideau circulaire de 24" et une pomme de douche 
en cuivre fondu nickele, rideau en toile de 6'0" de haut par 6 6 de large. 
crochet et chainette a rideau, deux robmets melangeurs a douche avec 
raccords et accessoire lave-tete special. 

Tel que decrit $38.75 

N.B.— L'installation preparatoire au posage doit correspondre aux mesures 
suivantes: pour robinet 8" centre en centre, et a une distance de 3 de 
la face tuilee au centre des tuyaux d 'alimentation. 



SHOWER 

Plate OD 764.— Concealed tvpe shower and shampoo consisting of 24" 
shower ring with rigid N.P. cast brass shower head, 8 oz. duck curtam 
6'0" high X 6'6" wide, curtain hook and chain, two concealed double shower 

valves with unions and special shampoo attachement. 

As described $38.75 

N.B.— Roughing-in measurements of shower valves are 8" centres and 3" 
from face of tile to centre line of supply pipes. 
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LEFLOT 

OD 766 

DOUCHE 

Gravure OD 766. — Douche applique, comprenant un melang^eur avec 
raccords, tuyau a col de cygne de 24" de haut, du robinet a la pomme de 
douche ayant un diametre de 4". 

Tel que decrit $30.00 

Gravure OD 768. — La meme que ci-haut, mais avec tuyaux d'alimentation 
jusqu'au plancher. 

Tel que decrit S36.00 



N,B. — L 'installation preparatoire doit correspondre aux mesures suivantes: 
Sorties des tuyaux, 7^" centre en centre, a IH" de la face tuilee. 

SHOWER 

H 

Plate 766. — ^Exposed type shower combination consisting of mixing valve, 
goose neck riser 24" high from mixer connection to head connection and 
4" shower head. 

As described S30.00 

Plate OD 768. — Same as above, only supply pipes to floor. 

As described S36.00 

N.B. — Roughing-in measurements of this shower are lUj" centres and 
Iri" from face of tiled wall. 




STREAM 

OD 770 



DOUCHE 

Gravure OD 770.— Douche applique; comprenant un robinet melangeur 
applique avec raccords, tuyau a col de cygne de 24" de haut, du robinet 
^ la pomme de douche, et pomme de douche de 4" pouces. 

Tel que decrit $20.65 

Gravure OD 772.— La meme que ci-haut mais avec tuyaux d'alimenta- 
tion jusqu'au sol. 

Tel que decrit $26.65 

N.B.— L'installation preparatoire doit correspondre aux mesures suivantes: 
Robinet, 6" centre en centre et a 1^" de la face tuilee au centre de 
I'appareil. 

SHOWER 

Plate OD 770.— Exposed type shower combination consisting of exposed 
double shower valve with unions, goose-neck riser 24" high from valve 
connection to head connection and 4" show'er head. 

As described $20.65 

Plate OD 772.— Same as above except with supplies to floor. 



As described 



$26.65 



N.B. — Roughing-in measurements of shower valve are 6" centres and 
1^^" from face of tile to centre line fixtures. 
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L'ECLUSE 

OD 774 

DOUCHE 

Gravure OD 774.-Douche applique comprenant: un robinet melan- 
e/ur applique avec raccords. porte-rideau circulaire de 24" avec pomme 
de douche en cuivre fondu et nickele. rideau en toile de 8 02 ; ayant 
6'0 de haut x 6'6" de large, et crochet et chainette a rideau 

■ Tel que decrit $25.00 

Gravure OD 776.— La meme que ci-haut mais avec tuyaux d'ali- 
mentation jusqu'au plancher. 

Tel que decrit , S31.00 

N.B.^L'installation preparatoire au posage doit correspondre aux 
mesures suivantes: . , 

Robinet, 6" centre en centre, de la face tuilee au centre de 1 appareil 
lij." 
'' ■ SHOWER 

Plate OD 774.— Exposed type shower consisting of exposed double 
shower valve with unions, 24" shower ring with rigid N.P. cast brass 
shower head,_8 oz. duck curtain 6'0" highx6'6" wide and curtain 
hook and chain. 

As described S25.00 

Plate OD 776.— Same as above, except with supply pipes to floor. 

As described S31.00 

N.B.— Roughing-in measurements of shower valve are 6" centres 
and Xtl" from face of tile to centre line of fixture. 
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L'AMBULANTE 

OD 778 

DOUCHE 

Gravure OD 778. — Douche portative, (a vobnte) avec 

porte-rideau circulaire de 24" de diam., et pomme de douche 
fixe en cuivre fondu et nickele, rideau en toile de 8 oz, de 6'0" 
de hauteur x6'6" de largeur. crochet et chainette a rideau, 
tube caoutchouc avec bourrelet s'adaptant au robinet de 
la baignoire. 

Tel que decrit $15.00 

SHOWER 

Plate OD 778.— Portable shower with N.P. 24" diam. 
shower ring and rigid cast brass shower head, 8 oz. duck 
curtain, 6'0" highx6'6" wide, curtain hook and chain, and 
rubber tube and bulb fitting the bath faucet. 

As described $15.00 
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Gravure OD 800- — -Cuvette emaillee sur pattes, avec 
grille de vidage nickelee, 

Reg^herement fournie peinte d'une couche a Texterieur. 

Chacune S73.80 

Gravure OD 802. ^La meme que la gravure OD 800 
mais montee sur socle au lieu de Tetre sur pattes 



Plate OD 800. — ^Enamelled receptor on feet, with 

nickel-plated strainer. 

Regularly furnished with one coat of paint on outside. 

Each $73.80 

Plate OD 802.— Same as plate OD 800 except that 
receptor is supported on base instead of claw feet. 



Chacune '. S87.10 Each $87.10 
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DIMENSIONS 




Grandeur 


Largeur de bord 


Profondeur a rorifice 


Hauteur au-dessus bord 


Size 


Width of rim 


Depth at outlet 


Height to top of rim 


36"x36" 


2" 


6" 


9H" 
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GEORGIENNE 

OD 804 



HUDSON 

OD 805 



Entierement emaillees, avec grille nickelee et raccord Enamelled all over, with nickel-plated strainer ana 
^^'i,M^o™ r.^„. f„„... A.. f=. A^ n" drainage connection for 2" iron pipe. 



de|]vidage pour tuyau de fer de 2". 

Prix sur demande. 



DIMENSIONS 



Price on application. 



Gravure 
OD 804 

Gravure 
OD 805 



Grandeur 
Size 

36" X 36" 
42" X 42" 

36" X 36" 

42" X 42" 



Largeur 

Width 

36" 

42" 

36" 

42" 



Du devant a 

I'arriere 

Front to 
back 

36" 
42" 

36" 
42" 



D'un mur a 
I'autre 

Face to face 
of tile 

35" ■ 
41" 



Devant a la 

face tuilee 

Front to face 
of tile 

35M" 
411^" 

351/^" 

41^2" 



Profondeur a 
I'orifice 

Depth at 
outlet 

3M" 



3M" 



/ Plate 

\ OD 804 

Plate 

OD 805 
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FUNDY 

OD 806 



CUVETTE DE DOUCHE 



SHOWER RECEPTOR 



Gravure OD 806. — Cuvette emaillee peu profonde 
pour enfoncement, avec grille de vidage nickelee. Cette 
cuvette est faite de maniere a ce que le bord soit de ni- 
veau avec le plancher; elle peut etre fournie en series 
consistant en sections de gauche et de droite et autant 
de sections centrales qu'on puisse en desirer. 

Prix sur demande- 



Plate OD 806< — Enamelled shallow pattern recess 
receptor is designed so that the flange sets level with 
the floor, and can be furnished in batteries^ consisting 
of right and left end sections and any number of centre 
sections desired. 



Price on application. 







DIMENSIONS 


Grandeur 




36" 


x36" 


Longeur totale 






38" 


Largeur totale 






o ( 


Longueur d'un marbre 


a Tautre 




35 V2" 


Largeur du marbre au 


bord avant 




35?^" 


Profondeur a Torifice 






3" 



Size 

Length over all 

Width over all 

Length between the marbles 
Width frorn marble to front 
Depth at outlet 



N-B, — Lorsque la cuvette 
doit etre posee en s^rie, don- 
nez toujours le nombre de 
cuvettes par compartiment, 
afin que des sections appro^ 
priees soient fournies. 

Compartiment de deux 
cuvettes. 



n 




N.B.^When receptor is to 
be used in batteries always 

state number in each battery, 
so that proper sections will 
be furnished. 



Battery of two 
receptors. 
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Gravure OD 820. — Stalle d'aisances a trois compar- 
timents d'acier dont deux fermes avec porte a double 
vantaux en acier et munies de charnieres a ressorts D. E, 
etdeloqueteauxindicateurs; etd'unentieremenlouvert; 
tous avec renforcisseurs muraux, traverse superieure, 
montants et fonds en acier, 

Prix sur demande. 

Gravure OD 822. — Stalle d'aisances ouverte, un 
compartiment, en acier avec renforcisseurs muraux, 
traverse superieure, et montants en acier, tel qu'elle 
apparait a droite de 1' illustration ci-haut, mais sans 

fond d'acier- 

Prix sur demande. 

Gravure OD 824. — Stalle d'aisances fermee, un compar- 
timent, en acier avec renforcisseurs muraux, traverse 
superieureet montants en acier, portes a deux vantaux 
avec chamidres a ressort D.E. et loqueteau indicateur 
tel que montre a gauche de I'illustration; mais sans fond. 



Plate OD 820.— Three section steel closet stalls, 
consisting of two enclosures ^vith steel double doors 
having double spring hinges and indicating latches 
and one open stall; all with wall braces, top rail and 
bottom Standards and steel backs. 

Price on application. 

Plate OD 822. — Single open steel stall with wall 
braces, top rail and bottom Standard like shown at 
right of above illustration, except without back. 

Price on application. 

Plate OD 824.— Single stall enclosures with wall braces, 
top rail and bottom Standard, steel double doors with 
double spring hinges and indicating latch like shown at 
left of above illustration, except without back. 



Price on application. 



Prix sur demande, 
Largeur et hauteur des divisions d'acier 42" x 60'' 54" x 54" 54'^ x 60" Width and height of steel partitions. 



N.B- — Les compartiments a porte d'acier n'ont que 30" 

de largeur. 

Les divisions et portes en acier sont foumies peintes 
d'une couche de surfaceur a fer. 



N,B. — Enclosures with steel doors are of 30" width 

only. 

Steel partitions and doors are painted with one coat of 

iron filler. 
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ETOMAXI 




OD 



ENTONNOIR D.US.VNCES 



GimTure OD 8M. — F-"t«mf»r nod onaille a llnteneur, siege a Inage 
aatomatiqae en digae et renfarce de fer. Ctapet auiomatique^bom, 
am^are. Porte-dapet avcc ooDier de fixage. tuyan de dmte de 
5' en fonie arec bride rexnplacaDt ooOet a un boat, et siphoa iF ai footcv 
peic6 pour tuyaa de pm;^ avec tnm de viate et oou vercie. 




v,5-^ 



Plate OD s3«. 
seal w^'.h iriT. 
\"a!ve fhrl 
cast on Odr -: 
for drip ptpc^ 
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HOPPER dOSET 

Enamelled made roond Hopper 
•nfarcemeat. Osbom imp f OTe d 
p. 5' length sofl pipe wi:r. fir 
P ixap with hand-faote and covcz 



automatic Tahre, 

. instead of hub 



Compieve. as ^wwn Ji" 






OD 5^ 



HURRIC-\NA 

CD *i32 



ENTONNOIR D\\IS.VNCES 

Gravure OD n>2.— Er.: :rj^-oii rood eroaiiie a Imt^iesir, a6ge S terage 
2ui;":2-i:_z- f: : -rr t: r-_:":-iwdefer.reserToirdepresaon^lvam9e 
STfc v^I-T,c^^, cL^-t: 2_. :~i::qrat Cfebom azn^&xe. porte-dapet avec 
collier de" nxaK- luvau de cr-.t de o' en foote bt ^ brid e r^rplagant 
c:_"r: i Mr. b;M: e^. d^^aon P. paxe poor tuvau de putge. avec owi de 



r. 



$59.6* 



HOPPER CXOSET 



Plate OD >.^2.— Eoamdled ioade romid Hopper, oak self-caiaae seat 
V.:. —::. rrir.f r.^^^ment. gahramxed pressure taojc with didf; Odbam 
— Tr: rL 2„:_ — 2:r T-3?ve; vahre ^i^ with damp* 5' k3agtfa soil pipe 
— /:r_ r.^LT^r —^:-^;:vfi;^:yii:i cast <mooee?id- aralPtrap with hairi 



As ^y)*n 
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Gravure OD 840- — Entonnoir d'aisances rond pour 
prison, emaille a Tinterieur, avec g"orge emaillee 
d'arrivee d'eau formant siege, siphon P avec 
bride, valve de chasse dissimulee avec bouton-poussoir; 
lavabo de prison a dossier plat emaille, avec vidage 
coude au mur et valve dissimulee avec bee et bouton- 
poussoir- 



Plate OD 840. — Enamelled inside round prison 
Hopper closet with combined enamelled seat and flush- 
ing rim and flanged P trap, push button concealed 
closet valve, enamelled flat back prison la\'atory with 
waste Ell to wall and push button concealed valve with 
spout. 



Tel qu'illustre S80,20 As shown S80.20 



N.B.— Les appareils ci-haut decrits sont pour des 

cloisons d'acier ou de marbre. 



Legere plus-value pour des appareils s'adaptant aux 
murs de pierre ou brique n'excedant pas 13" 

d'epaisseur. 



N.B, — Fittings as above described are for steel or 

marble partitions. 



Fittings for masonery or brick walls, not exceeding 
13" thick, can be furnished at a small extra 

charge. 
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ANNAPOLIS 

OD 850 



SERIE DE CLOSETS A CHASSE AUTOMATIQUE 

PAR SIPHON 

Gr^vure OD 850. — Serie de closets a chasse auto- 
matique par siphon, avec reservoir en fonte, tuyaux 
d'aerage et de chute en fer galvanise, et siege a char- 
nieres en chene, avec armature dissimulee. 

Fournie peinte ou emaillee, et avec sieges de 24", 27" 
ou 30". 

Nombre de sieges 2 3 4 

24" $186.40 221.30 264.45 

27' S193.45 231.95 278.65 

30" S201.40 243.85 294.65 

Nombre de sieges 9 10 11 

24" S480.20 523.35 566.50 

27" $512.15 558.85 605.55 

30" $548.65 609.45 650.25 

A moins d'avis contraire, nous livrons cette serie de 

closets, emaillees a I'interieur, avec sieges de 24" et ori- 
fice a droite tel que montre sur I 'illustration. 

Les couvercles de si&ges peuvent etre foumis. 

Ces series peuvent etre foumies avec raccords-ventila- 
teurs de 5' x 2" a chaque section, soit pour tuyau venti- 
lateur en tole ou filetes pour tuyau en fer de 2", et 
ceci pour une legere plus-value. 



AUTOMATIC SYPHON EDUCTION RANGE 

CLOSET 

Plate OD 850. — Automatic syphon eduction range 
closet with cast iron tank, galvanized iron flush and 
air pipes and hinged oak seats with concealed rein- 
forcements. 



fi 



Furnished painted or enamelled, and with 24", 27 
or 30" seats. 



8 Number of seats 



307.60 

325.35 
345.45 


350.75 
372.05 
396.25 


393.90 
418.75 
447.05 


437.05 

465.45 
497.85 


12 


13 


14 


15 


609.65 
652.25 
701.05 


563.00 


696.20 

m « 


739.30 



15 Number of seats 



Unless otherwise ordered range with enamelled interior, 
24" seats and outlet on right end, as shown, will be 
furnished- 



Seats covers can be furnished. 

Can be furnished with 5' x 2" vent connection on each 
section for sheet iron vent pipe or tapped for 2" iron 
vent pipe, at small additional cost. 
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ASSINIBOINE 

OD 852 

t 

SERIE DE CLOSETS A CHASSE AUTOMATIQUE AUTOMATIC SYPHON EDUCTION RANGE 

PAR SIPHON CLOSET 

Gravure OD 852.— Serie de closets a chasse automa- Plate OD 852.— Automatic syphon eduction range 

tique par siphon, avec reservoir en fonte.tuvauxd'aera- closet with cast iron tank, galvanized iron flush and 

ge et de chute en fer galvanise, sieges a charnieres en air pipes, hinged oak seats with concealed reinforce- 

chene avec armature dissimulee et cloisons d'acier ments and pressed steel partitions. 
embouti. 

Fournie peinte ou emaillee, et avec sieges de 24", 27" Furnished painted or enamelled, and with 24", 27" 

ou30". or 30" seats. 

Nombre de sieges 2 3 4 5 6 7 8 Number of seats 

24" $186.40 22L30 264.45 307.60 350.75 393.90 437.05 

27". ... $193.45 231.95 278.65 325.35 372.05 418.75 465.45 

30" $201.40 243.85 294.65 345.45 396.25 447.05 497.85 

Nombre de sieges 9 10 11 12 13 14 15 Number of seats 

21". ..$480.20 523.35 566.50 609.65 653.00 696.20 739.30 

27" $512.15 558.85 605.55 652.25 

30" $548.65 609.45 650.25 701.25 

Ajoutez a la liste $18.90 pour chaque cloison d'acier Add to list $18.90 for each regular steel partition. 
ordinaire. 

A moins d'avis contraire, nous livrons cette serie de Unless otherwise specifiea, range closet with enamelled 

closets emaillee a I'interieur, avec sieges de 24" et interior. 24" seats and outlet on right as shown, will 

orifice a droite tel que montre sur Tillustration. be furnished. 

Lescouverclesde sieges peuvent etre foumis. Seat covers can be furnished. 

Ces series peuvent etre fournies avec raccords-ventila- Above closets can be furnished with 5' x 2" vent 

teurs de 5' x 2" a chaque section, soit pour tuyau connection on each section for sheet iron vent pipe, 

ventilateur en tole ou filetes pour tuyau en fer de 2", or tapped for 2" iron pipe, at small additional cost. 
et ceci pour une legere plus-value. 
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SERIE DE CLOSETS A GHASSE AUTOMATIQUE 

PAR SIPHON 

Gravure OD 854. — Serie de closets a chasse auto- 
matique par siphon avec reservoir en fonte, tuyaux 
d'aerage et de chute en fer galvanise, sieges en chene, 
a charnieree, avec armature dissimulee et couvercles, et 
cloisons d'acier embouti. Chaque serie est fournie avec 
cloisons d'acier, une porte a lames en chene avec loque- 
teau indicateur nickele, poignee de tirage et charnieres 
a ressort; c'est-a-dire le necessaire pour faire un compar- 
timent prive, pour un siege de 30". Fournie peinte ou 
emaillee, et avec sieges de 24". 27" ou 30". 

Nombre de sieges 2 3 4 

24" SI86.40 221.30 264.45 

27" S193.45 231.95 278.65 

30". . . ; . S201.40 243.85 294.65 

Nombre de sieges 9 10 11 

24" S480.20 523.35 566.50 

27" $512.15 558.85 605.55 

30" S548.65 609.45 650.25 

Ajoutez a la liste S18.90 pour les cloisons d'acier ordi- 
naires et $34 . 80 pour le compartiment ferme. 

A moins d'avis contraire nous livrons cette serie de 
closets emaillee a I'interieur, avec sieges de 24" et 
compartiment prive pour sieges de 30" du cote de 
Torifice d 'admission et orifice d'ecoulement a droite. 

On peut la fournir avec sieges fixes au lieu de sieges a 
charnieres. 



AUTOMATIC SYPHON EDUCTION RANGE 

CLOSET 

Plate OD 854. — Automatic syphon eduction range 
closet with cast iron tank, galvanized iron flush and 
air pipes, hinged oak seats with concealed reinforce- 
ments, seat covers and pressed steel partitions. Pressed 
steel private enclosure partitions, with one slatted oak 
door fitted with nickel-plated indicating latch, hand 
pull and spring hinges, are provided to make a private 
enclosure for one 30" seat on each range. Furnished 
painted or enamelled, and with 24", 27" or 30" seats. 



5 


6 


7 


8 


Number of seats 


307.60 
325.35 
345.45 


350.75 
372.05 

396,25 


393.90 

418.75 
447.05 


437.05 
465.45 

497.85 




12 


13 


14 


15 


Number of seats 


609.65 
652.25 
701.05 


653.00 


696.00 


739.30 





Add to list $18-90 for the regular steel partitions and 
S34,80 for the private enclosure. 

Unless otheru'ise ordered, range with enamelled interior, 
24" seats with one 30" seat with private enclosure on 
inlet end, and outlet on right end, as shown, will be 
furnished. 

Stationery instead of hinged seats can be furnished. 
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SEVERN 

OD 856 

SERIE DE CLOSETS A CHASSE AUTOMATIQUE AUTOMATIC SYPHON EDUCTION RANGE 

PAR SIPHON CLOSETS 

Gravure OD 856.— Serie de closets a chasse auto- Plate OD 856. — Automatic individual bowl syphon 

matique par siphon avec cuvettes individuelles. reser- range closets with cast iron tank, galvanized iron 

voir en fonte, tuvaux d'aerage et de chute en fer flush and air pipes, brass pipe and union coupling 

galvanise, tuyau de cuivre et raccords d'assemblage connected to the flushing rim of each bowl, and hinged 

raccordes a I'arriveed'eaucirculairedechaque cuvette; oak seats with concealed reinforcements and covers, 
sieges en chene, a charnieres, avec armature dissi- 
mulee et couvercles. 

Fournie peinte ou emaillee, et avec sieges de 24", 27" ou Furnished painted or enamelled, and with 24", 27" or 

30". 30" seats. 

Nombre de sieges 2 3 4 5 6 7 8 Number of seats 

24" . S229.45 272.80 326.80 380.80 434.80 488.80 542.80 

27". S236.10 282.80 340.00 397.20 454.40 511.60 568.80 

30" $242.70 292.70 353.50 414.30 475.10 535.90 596.70 

A moins d'avis contraire nous livrons cette serie avec Unless otherwise ordered, range with enamelled interior, 

I'interieur emaille, des sieges de 24" et oriftce d'ecou- 24" seats and outlet on right end, as shown, will be 

lement a droite tel que montre sur I'illustration. furnished. 

Peut etre fournie sans couvercles de sieges. Can be furnished without seat covers. 

Gravure OD 857.— La meme que ci-haut, mais avec Plate OD 857.— Same as above, except with pressed 

cloisons d'acier embouti. Ajoutez a la liste S18.90 par steel partitions. Add to list $18.90 per section. 
section. 

Gravure OD 858.— La meme que ci-haut, mais avec Plate OD 858.— Same as above, except with pressed 

cloisons et fonds d'acier. Ajoutez pour chaque division steel partitions and backs. Add for each division 

$18.90 par section: ajoutez pour chaque fond: $18.90 per section; add for each back: 

24" 27" 30" . 24" 27" 30" 

$17.60 S18.90 $20.20 $17.60 $18,90 $20.20 

Gravure OD 859.— La meme que ci-haut, mais avec Plate OD 859.— Same as above, except with all 

compartiment prive pour sieges de 27" ou 30". Prix private enclosures for 27" or 30" seats. Price on 

sur demande. application. 

Gravure OD 860.— Avec compartiment prive pour Plate OD 860.— With one 30" seat private enclosure 

si^ge de 30" du cote de I'arrrivee d'eau, et cloisons on inlet end and regular partitions between other 

r^guli&res entre les autres sieges, tel que decrit a seats, as described for Plate OD 858. Price on 

la gravure OD 858. Prix sur demande. application. 
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NELSON 

OD 862 



SERIE DE CLOSETS A CHASSE AUTOMATIQUE 

PAR SIPHON 

Gravure OD 862. — Serie double de closets a chasse 
automatique par siphon, avec cuvettes individuelles, 
reservoirs en fonte, tuyaux d'aerage et de chute en fer 
galvanise, tuyaux de cuivre et accouplements raccordes 
a I'arrivee d'eau circulaire de chaque cuvette, sieges a 
charnieres en chene, avec armature dissimulee et 
couvercle; cloisons et fonds en acier embouti. 

Fournie peinte ou emaillee. avec sieges de 24", 27" 
ou 30". 



AUTOMATIC SYPHON EDUCTION RANGE 

CLOSET 

Plate OD 862.— Automatic individual bowl double 
syphon eduction range closet with cast iron tanks, 
galvanized flush and air pipes, brass pipes and union 
couplings connected to the flushing rim of each bowl; 
hinged oak seats with concealed reinforcements and 
covers, and pressed steel partitions and backs. 



Furnished painted or enamelled and with 24", 27" 
or 30" seats. 



Nombre de sieges 



8 



10 



12 



14 



16 Number of seats 



24".. 


S629.20 


779.20 


950.65 


1122.10 


1293.60 


1465.10 


1636.50 


27" . . 


S645.00 


803.25 


982.80 


1162.50 


1342.05 


1521.75 


1701.30 


30" . . 


S661.20 


827.25 


1014.75 


1202.30 


1389.80 


1577.25 


1764.80 



A moins d'avis contraire. cette serie sera livree emaillee 
arinterieur, avec sieges de 24" et orifice d'ecoulement a 
droite, lei que montre ci-haut, 

Peut etre fournie sans couvercles de siege. 

Cette serie peut 6tre fournie avec im compartiment 
prive du cote de rorifice d 'admission d'eau tel que 
montre, sur page 124. 



Unless otherwise ordered, range with enamelled 
interior 24'' seats and outlet on right end, as shown, 
will be furnished- 
Can be furnished without seat covers. 

Range can be furnished with one private enclosure 
on inlet end, as shown on page 124- 
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Gravure OD 880.— Cabinet d'aisances "Saguenay" 
muni de la valve de cliasse "Montmorency" sur pression 
avec manette oscillante en porcelaine, robinet d'arret 
angulaire, tube, ligature, contre-ecrou et rosaces entiere- 
ment nickeles et s'adaptant a radmission du bol de cabinet 
a jet siphonne Duplex. 



S40.0O 



CLOSET COMBINATIONS 

Plate OD 880. — '"Saguenay" closet combination fitted 
with "Montmorency" flush valve with china oscillating 
handle, nickel-plated union angle stop, tubing, spud, 
coupling nut and flanges: suitable for top inlet of Duplex 
syphon jet bowl. All accessories have full nickel finish. 

As described §40.00 



BERSIMIS 

CD 884 

CABINET D'AISANCES 

Gravure OD 884.— Cabinet d'aisances "Bersimis mum 
de la valve de chasse "Montmorency" avec manette oscil- 
lante en porcelaine, robinet d'arret angulaire. tube, ligature, 
contre-ecrou et rosaces, le tout entierement nickele et 
s'adaptant a I'admission du bol a action siphonique Primo. 

Tel que decrit S35.00 

CLOSET COMBINATIONS 

Plate OD 884. — "Bersimis" closet combination, fitted 
with "Montmorency" flush valve with china oscillating 
handle, angle stop with tubing, spud, coupling nut and 
flanges; suitable for the back inlet connection of Primo 
wash down syphon action bowl. All accessories have full 
nickel finish. 
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OD 884 



As described S35.00 
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CABINET D*AISANCES AUTOMATIQUE 

Gravure OD 886.— Bol a action ^iphonlque "Au- 
tomat'' en porcelaine vitreuse, muni de la valve de 
chasse nickelee actionnee par siege avec raccorde- 
ment au mur; siege en chene poli, fini au tampon, 
avec charnieres nickelees speciales, Complet avec 
bride de plancher en cuivre, garniture d'amiante, 
boulons et rondelles, capsules en porcelaine sur bou- 
lons et cache-trous nickeles. 

Tel que decrit $60.00 

AUTOMATIC CLOSET 

Plate OD 886, — ''Automat'' vitreous china syphon 
action bowl with nickel-plated seat action valve, 
piano polished oak seat, with special nickel- 
plated hinges. Complete with brass floor flange, 
asbestos gasket, bolts and washers, china bolt caps 
and nickel-plated escutcheon. 



As described 



$60,00 



OD 886 



MISTASSINI 

OD 888 

CABINET D^AISANGES AUTOMATIQUE 

Gravure OD 888-— Bol a action siphonique "Au- 
tomat" en porcelaine vilreuse, muni de la valve de 

chasse nickelee et actionnee par siege, siege en chene 
poH et fini au tampon avec fortes charnierea nicke- 
lees. Complet avec bride de plancher en cuivre, 
garniture d'amianlc, boulons et rondelles, capsules 
en porcelaine sur boulons, et cache-trous nickeles. 



Tel que decrit 

AUTOMATIC CLOSET 



S60-00 



Plate OD 888- — "Automat" vitreous china syphon 
action bowl with nickel-plated seat action valve 
with pipe to wall; piano polished oak seat with 
heavy nickeUplated hinges. Complete with brass 
floor flange, asbestos gasket bolts and washers, 
china bolt caps, and nickel-plated escutcheon. 

As described $60.00 




OD 888 
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OD 892 



MATAPEDIA 

OD 892 

CABINET D'AfSANCES 

Gravure OD 892.— Cabinet d'aisances applique "'Mata- 
pedia" avec soupape dissimulee actionnee par bouton 
poussoir, bol mural en porcelaine vitriliee; siege fini 
chene dore sans couvercle. 

Tel que decrit S65.00 

Gravure OD 893. — Le meme qu'a la gravure OD 892. 
mais avec siege ayant couvercle. 

• CLOSET COMBINATION 

Plate OD 892. — "Matapedia" closet combination with 
concealed Hush valve operated by push button; vitreous 
wall closet bowl; golden oak seat without cover. 

As described! $65.00 

Plate OD 893.— Same as Plate OD 892, except with 
seat with cover. 



MIRAMICHI 

OD894 

CABINET D'AISANCES 

Gravure OD 894. — Cabinet d'aisances "Miramichi" comprenant 
un reservoir complet en porcelaine vitriliee avec valve operee 
par manette laterale en porcelaine, bol Duplex avec devant en 
saillie; siege en chene interrompu a I'avant et renforce, tuyau 
d 'alimentation avec arret. 

Tel que decrit $45.00 

CLOSET COMBINATION 

Plate OD 894. — "Miramichi" closet combination; vitreous china 
tank complete, valve operated by side china lever, Duplex bowl 
with extended lip; reinforced open oak seat, stop valve on supply 
pipe. 

As described §45.00 
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YAMASKA 

OD 896 
CABINET D'AISANCES 

^ r\n aof.^rf rahinet d'aisances est fait de notre bol Duplex, 

leTqualitS d'un appareil luxueux; apparence elegante, absolument sam- 
taire, durable et silencieux. 

-. $55.00 

Tel que decnt 

CLOSET COMBINATION 

Plate OD 8<>6.-This closet combination comprises our Duplex bowl 

ou? vitreou. ch na tank, and white pyralin seat. A^ attractive feature of 
our ^''-^?^."^>:'''''.^ ., „/ „,i pxnosed narts are enamelled mstead of to be 
ScL^MaSS eUmV^mg Lf polish^^ has all the qualities that a high 
gmde fixture should liave'; neat in design, absolutely sanitary, durable and 
noiseless. 

^ , ., . $55.00 

As described ■ ■ 



OD 896 



CASCAPEDIA 

OD 897 



CABINET D'AISANCES 




Plate OD 898. 
Oak seat. 



OD 897 

Same as Plate OD 897. except with 



As described 559.00 



Gravure OD 897.— Le Cabinet d'aisances "Cascape- 
dia". comprend notre bol Duplex, reservoir en 
porcelaine ayant manette laterale en porcelaine, 
siege emaille ayant charniere sur tige, coude nickele, 
tuyau alimentateur ayant arret. 

Td que decrit S42.00 

Gravure OD 897A."Le memequ'a la gravure OD 897, 

miais avec siege pyralin. 

Tel que decrit S50.00 

Gravure OD 898— Le meme qu'a la gravure OD 897, 

mais avec siege chene. 

Tel que decrit $39.00 

Gravure OD 898A.— Le raSme qu'a la gravure OD 897, 
mais avec siege acajou. 

Tel que decrit • - ■ $40.00 

CLOSET COMBINATION 

Plate OD 897. — "Cascapedia" closet combination; 
comprises our Duplex bowl, porcelain tank with china 
side lever, white enamelled bar hinge seat, nickel-plated 
elbow, supply pipe with stop. 

As described $42.00 

Plate OD 897A.— Same as Plate OD 897, except with 
Pyralin seat. 

As described " S50.00 

Plate OD 898A.— Same as Plate OD 897, except with 
Mahogany seat. 

As described $40.00 
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OUTAOUAIS 



CABINET D'AISANCES 



Gravure OD 90O. — ^Cabinet d'aisances comprenant: le 
bol a siphon silencieux, le reservoir en porcelaineglacee, 
pourvu de la valve de chasse, du robinet flolteur avec 
flotte emaillee, manette en porcelaine, tuyau d alimen- 
tation nickele et raccord coude 2" nickele avec ecrou 
d'assemblage en cuivre, Le tout complete par le 
fameux sidge a couvercle recouvert de Blanco, 

Le meilleur cabinet d'aisances jamais fait. 



CLOSET COMBINATION 



Plate OD 900-— Ctoset combination comprising the 
china quiet syphon action bowl, glazed finish white 
china tank, fitted with ball cock with white enamelled 
fioat, lever with china handle, nickel-plated supply 
pipe, nickel-plated 2" elbow connection with brass 
coupling nut^. It is well completed with the famous 
Blanco seat and cover. 



The best clo^M^t combination ever made. 






Tel que decrit $55.00 As described $55.00 
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OD 904 

RUPERT 

OD 996 

CABINET D'AISANCES 

Gravure OD 906.— Le cabinet d'aisances "Ru- 
pert" comprend un resen'oir en composition, 
a%-ant des accessoires de qualite superieure lui 
assurant un fonctioniiement permanent, fini 
emaille blanc et siege acajou ayant charnieres 
sur tige, bol Prime, bride de plancher et gar- 
niture. 

Tel que decrit S31.00 

Gravure OD 907.— Le meme qu'a la gravure 
OD 906. mais avec siege emaille blanc. 

Tel que decrit S53.00 

CLOSET COMBINATION 

Plate OD 906.— The "Rupert,, closet combina- 
tion comprises: an white enamel finish composi- 
tion tank complete, -with best quality fittings 
avoiding an>' trouble for future, bar hinge seat 
mahogany finish, Primo closet bowl, floor flange 
and gasket. 

As described S31.00 

Plate OD 907. — Same as Plate OD 906, except 
with white enamelled seat. 

As described S33.00 



COLUMBIA 

OD 904 



CABINET D'AISANCES 

Gravure OD 904. — Le cabinet d 'aisances 
"Columbia" comprend un reservoir en composi- 
tion, ayant des accessoires de quality supe- 
rieure lui assurant un fonctionnement perma- 
nent; fini chene dore, siege a I'avenant ayant 
chamjeres sur tige; bride de plancher et gar- 
niture; bol Primo. 

Tel que decrit $28.00 

Gravure OD 905. — Le meme qu'a la gravure 
OD 904, mais avec reservoir et siege finis acajou. 

Tel que decrit S30.00 

CLOSET COMBINATION 

Plate OD 904,— The "Columbia" closet combi- 
nation comprises: an oak finish composition 
telnk complete with best quality fittings avoiding 
anv trouble for future, bar hinge seat to match, 
floor flange and gasket; and our Primo bowl. 

As described S28.00 

Plate OD 905.— Same as Plate. OD 904, except 
with mahogany finish tank and seat. 

As described $30.00 



OD 906 
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CABINET D'AISANCES 

GravureODIlO.— Cabinet d'aisances"Liard".compre- 
nant noire bol de closet Primo, reservoir en porcelaine 
avec manette lateraie en porcelaine. siege emaille blanc 
a charniere sur tige, coude nickele et tuyau alimen- 

tateur avec arret. Tel quedecrit S33.00 

Gravure OD 911.— Meme qu'a OD 910, mais avec 

siege pyralin. Tel que decrit S40.60 

Gravure OD 912.— Meme qu'a OD 910, mais avec 

siege chene. Tel que decrit S30.00 

Gravure OD 913. — Meme qu'a OD 910, mais avec 
siege acajou. Te! que decrit S31.00 

CLOSET COMBINATION 

Plate OD 910.— "Liard" closet combination, comprising 
our closet bowl Primo, porcelain tank with china side 
lever, bar hinge white enamelled seat, N. P. elbow and 

supply pipe with stop. As described $33.00 

Plate OD 911.— Same as Plate OD 910, except with 

Pvralin seat. As described S40.OO 

Plate OD 912.— Same as Plate OD 910, except with 

Oak seat. As described S30.00 

Plate OD 913. —Same as Plate OD 910, except with 
Mahogany seat. As described S31.00 

ALBANY — OD 914 



OD 910 

CABINET D'AISANCES 

Gravure OD 914.— Le cabinet d'aisances "Albany" comprend notre 
bol Prim:), reservoir en chene complet, siege chene ayant charnieres 
surtige. couie nickele, et tuyau alimentateur. Te! quedecrit. S28.00 

1 Gravure OD916.-Me- 

me, que 0D9U. mais 
avec siege a boulons. 
; Tel que decrit. .S26. 00 

CLOSET 
COMBINATION 

Plate OD 914. — "Al- 
bany" closet _ combin- 
a t ion comprises : our 
closet bowl Primo, oak 
tank complete with 
china lever, oak bar hin- 
ge seat, nickel-plated 
elbow and supply pipe. 
As described. . . S28.00 
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OD 914 



^ 



£ 




Plate OD916.— SameasOD914, e.\cept with seat with bolts. 

As described §26.00 

PETAWAWA — OD918 

CABINET D'AISANCES 

Gravure OD 918.— Cabinet d'aisances "Petawawa" comprend: 
le bol Primo, reservoir en fonte emaille complet, chalne de tirage et 
guide, tuyau de chute nickele lli", boulons, vis, bride et garni- 
ture, et siege chene a charnieres sur tige. 

Tel que decrit S33.00 

Le mcme[qu'a la gravure OD 918, mais avec siege emaille. . S30.00 

CLOSET COMBINATION 

Plate OD 918. — "Petavvawa" closet combination comprises Primo 
bowl, cast iron enamelled tank complete. N. P. chain with chain 
guide, 1 14" K. P. flush pipe and oak bar hinge seat. 

As described S33.00 

Same as Plate OD 918, except with seat with bolts $30.00 
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DUPLEX 

OD 938 

BOL DE CABINET D'AISANCES 

Gravure OD 938.— Bol a jet a double siphon, 
absolument silencieux 5i3.uu 

Gravure OD 939.-Le mfcme qu'a la gravure 

OD 938, mais avec bee en saillie ^^u.^JU 

CLOSET BOWL 

Plate OD 938.— Tu^in syphon jet closet bowl, ^^ 
absolutely noiseless S>l3.UU 

Plate OD 939. — Same as Plate OD 938, except 

with extended Up »20.00 



OD 940 




OD 938 




AUTOMAT 

OD 940 
BOL DE CABINET D'AISANCES 



Gravure OD 940.— Bol a action siphonique, 
actionne par siege $25.00 

Gravure OD 942.— Le raerae qu'a la gravure OD 
940, mais avec orifice pour valve sur le cote au lieu 
d'etre au centre. 



CLOSET BOWL 



Plate OD 940, —Seat operated syphon action 
wash down bowl . . . $25.00 

Plate OD 942.— Same as Plate OD 940, except with 
valve hole on side of bowl instead of to be in centre. 
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Gravure OD 950- — Special ement designes pour donner 
aux maisons de campagne les memes commodites dont 
jouissent les citadins. 

lis peuvent etre poses dans tous logis sans aqueduc 
et sans syst^me de plomberie. 

Le produit chimique employe detruit toute matiere 
vegetale et les rend sanitaires et inodores. 

lis ne requierent qu'un tuyau ventilateur- 

Gravure OD 950-— EmaiUe Wane $15.00 

Gravure OD 952.— Emaille bleu 12.00 



Plate OD 950. — Especially designed to give to country 
homes the convenience enjoyed by those living in the 
city. 

It can be installed in any dwelling without water- 
works or plumbing of any sort. 

The chemical used kills all vegetable matter, making 
it odorless and sanitary. 

Require only the connection of ventilation pipe. 

Plate OD 950,— White enamelled §15-00 

Plate OD 952.— Blue enamelled 12.00 



OPEN 



N 





'«» 



OPEN 



OPEN 




OD 954 



TUYAU VENTILATEUR 




Gravure OD 954.- — Emaille noir, pour Tinterieur 

VENTILATION PIPE 
Plate OD 954. — Black enamelled, for inside. 
Plate OD 954N.— T, 7" X 7" X 3'^ 



.50 



Gravure OD 9540.— Tuyau— 7"— Pipe 18" long. .30 

■ 

GravureOD9540.— Reduit— 7"x3"— Reducer . .50 
Gravure OD 954T.— Coude— 3"— Elbow 50 



OD 956 



TWEED 

OD 956 

PRODUIT CHIMIQUE 

Gravure OD 956.— Pour closet "ViUage". 

Ce produit chimique a ete eprouve, il est des plus 
economiques et est garanti donner entiere satisfaction. 

Le gallon S1.50 

CHEMICAL PRODUCT 

Plate OD 956.— For "Village" closet. 

This chemical has been tested ; it is the most economical 
and is guaranteed to give entire satisfaction. 

Per gallon SI. 50 
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URINOIR A CHASSE AUTOMATIQUE 

PAR SIPHON 

Gravure OD 960. — Urinoir a chasse automatique par 
siphon, avec reservoir en fonte, tuyaux d'aerage et de 
chute en fer galvanise, et tuyau laveur perfore, en 
cuivre, lixe au dossier. 



AUTOMATIC SYPHON EDUCTION 

URINAL 

Plate OD 960 .^Automatic syphon eduction urinal 
with cast iron tank, galvanized flush and air pipes, 
and perforated brass wash down pipe fitted along 
back. 



Longueur d'urinoir (pieds) Length of Urinal (feet) 

4' 5' 6' 7' 8' 9' 10' 11' 12' 14' 15' 16' 

$189.20 215.10 241.00 266.90 292.80 318.70 344-60 370.50 396.40 448.20 474.10 500.00 

Gravure OD 962.— Le meme qu'a la gravure OD 960, Plate OD 962.— Same as Plate OD 960, except with 
mais avec separations d'acier embouti a tous les 24". pressed steel partitions 24" apart. 



Longueur d'urinoir (pieds) 

4' 6' 8' 

S229.85 295.20 360.55 



10' 
425.90 



Length of Urinal (feet) 
12' 14' 16' 

491.25 556.60 621.95 



N.B.^A moms qu'il ne soit commande autrement, 

I'urinoir sera fourni emaille a I'interieur et avec 

orifice d'ecoulement a droite, tel que montre. 

Les urinoirs peints peuvent etre fournis sur demande. 

Les urinoirs plus longs peuvent etre fournis sur demande. 



N.B. — Unle^ otherwise ordered, urinal with enamelled 
interior and outlet on right end, as shown, will 

be furnished. 

Painted urinals can be furnished on order. 

Longer urinals can be furnished on order. 
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URINOIR A CHASSE AUTOMATIQUE 

PAR SIPHON 

Gravure OD 964. — Urinoirs adosses a chasse auto- 
matique par siphon, avec reservoir en fonte, tuyaux 
d'aerage et de chute en fer galvanise, separations d 'acier 
embouti a tous les 24" avec Eonds, tuyaux laveurs per- 
fores, en cuivre, fixe aux dossiers. 



AUTOMATIC SYPHON EDUCTION 

URINAL 

Plate OD 964. — Automatic syphon eduction double 
urinal with cast iron tank, galvanized iron flush and 
air pipes, pressed steel partitions, 24" apart, and backs, 
and perforated brass wash down pipes fitted along 
backs. 



Longueur d'urinoir fpieds) 
4' 6' 8' 

.S486.10 629.70 773.40 



10' 
917.00 



12' 
1060.70 



Length Urinal (feet) 
14' 16' 

1204.40 1J48.00 



Pour chaque separation simple d'acier ajoutez $13.55. For each single steel partition add to list $13.55. 



N.B. — A moins qu'il ne soit commande autrement, 

Turinoir sera fourni emaille a I'interieur, et avec 

orifice d'ecoulement a droite, tel que montre. 



Les urinoirs peints peuvent etre fournis sur demande. 



N.B. — Unless otherwise ordered, urinal with enamelled 
interior and outlet on right end, as shown, will 

be furnished. 

Painted urinals can be furnished on order. 



Les urinoirs plus longs peuvent etre fournis sur demande. . Longer urinals can be furnished on order. 
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NIPIGOX 

OD 966 
URINOIR EMAILLE A BORD .\RRONDI 



ENAMELLED ROLL RIM L'RIN\\L 



Grarure OD 966- — Crinoiremailleabord airondi. avec 
dossier detache, grille conique en cui\Te. luyau 
laveur oerfore en cui%Te. arret a c!e amoWble. consoles 
peintes'et siphon nickele 1^ 7" P, Foumi peint d'une 
couche a rexterieur. 



Plate OD 966.— Enamelled roll rim urinal wixh separate 
back, brass beehive strainer, perforated brass wash 
dou-n pipe, loc^e key stop, painted brackets and IW' 
nickel-p&ted P trap. Furnished with outside painted 
one coat. 



Loneueur d'urinoir ^pieds * 



S' 



10' 



12' 



14 



SSSaO 102.40 116.50 130-80 159-20 187.70 



15' Length 
200.80 



X-B. — Prix eiabli oour urinoir emaille a rinterieur. X.B.— Price given for urinal enamelled inside and 
sans tuyau laveur, robinet d^arret, et siphon. furnished \\-ithcmt wash down pipe, stop and trap. 



Des urinoirs plus longs peuvent etre 

foumis. 

On peut les foumir avec orifice a 
droite on a gauche. 

Si rurinoir e?t ccmmande sans 

siphon, il sera li\Te muni d'une 

" grille de ridage avec 

donille-raccord a tuyau 

de plomb- 

Gravure OD 968, — Urinoir emaille 
avec dossier, tout d'lme piece, avec 
bord arrondi^ monte sur supports 
muraus dissimules- avec grille coni- 
que en cui\Te,res^n>"oirautomatique 
emaille avec acces^ires, tuyau de 
descente raccorde au tuyau laveur* 
perfore, en cui\Te et siphon nickele 
11-^". 








OD 958 



Longueur 

Pnx, moins dpbon 



$58.00 



2W 


3' 


3M' 


4' 


5' 


6' 


62.90 


68.00 


73.00 


79.20 


93.90 


109.70 



Longer urinals can be himi^ed . 

Right cr left end cutlet can be 

furnished. 

Strainer and waste coupling"! for 

lead pipe are fumidied on 

unnal order«i \^ithout 

trap. 

Plate OD 9*>8.— Enamelled roU 
run urinal with integral back 
supported on concealed wall hang- 
ers, brass beehive strainer, auto- 
matic enamelled tank complete 
vnxh fittings, flush pipe connected 
to perforated brass wash dowTi 
pipe and 1 ' 2" nickel-plaied trap. 



Length 
Without trap 
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URINOIR EMAILLE A BORD ARROND! 



Gravure OD 970, — Urinoir emaiUe a bord arrondi avec 
dossier, tout d*une piece, monte sur supports muraux, 
avec grille de vidage conique, tuyau laveur perfore en 
cuivre, arret acleamovible et siphon nickele Ij/^"- 

Prix etablis pour urinoirs fournis sans tuyau laveur, 
robinet d'arret et siphon. 

Longueur d'urinoir 
Complet, sans siphon 



ENAMELLED ROLL RIM URINAL 



Plate OD 070. — Enamelled roll rim urinal . with 
integral back supported on concealed wall hangers, brass 
beehive strainer, perforated brass wash down pipe, 
loose key stop and Ui./' nickel-plated trap. 

Prices given for urinal without wash down Ipipe, 
stop and trap. 



2' 


2M' 


3' 


3W 


4' 


5' 


6' 


Length o:' urinal 


S29.80 


34.00 


S8.25 


42.40 


46.80 


59.70 


74.00 


Complete with trap 



Peut etre fourni emaille a 
Texterieur 



Gravure OD 972, — Urinoir emaille, 
a bee, avec fond plat, monte sur 
support mural, avec douille d'arri- 
vee de H^' et douille de depart de 

DIMENSIONS 

Hauteur 18!4" 
Largeur 13" 
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Can be furnished with outside 
enamelled. 




Plate OD 972.— Enamelled flat 
back lipped urinal, supported on 
concealed wall hanger, with H" 
inlet and 1 y?" outlet couplings. 

DIMENSIONS 

Height 18 M" 
Width 13" 



, OD 972 

Tel que decrit $32.50 As described $32.50 

N.B.— On peut fournir, au m?me prix, une douille N.B.— Slip joint connection can be furnished at same 

d'arrivee a joint glissant. price. 
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RIP AW A 

OD 980 



ST.VLLE D'LRINOIR 

Gmvure OD *>S0.— Stalle d'urinoir en porcelaine. 
dossier et base a bee d'une seule piece. Toutes parties 
apparentes vemissees du meilleur blanc, endos tiru 
couleur chamois nabsorbant pas lliumidite. Re^en-oir 
en porcelaine. a chasse automatique. avec accessoires. 
consoles en fer eraaille blanc: tuyau de chute, nour- 
rice a jet et grille d'ecoulement nickeles. 



URIN.U. STALL 



Plate OD 980.— Porcelain urinal stall, back and lipped 
ba«e all in one piece. AH exposed parts finished in 
best white glaze, back of stall against walls glazed 
buff, to prevent absorption of dampness. Automatic 
porcelain tank with tittings, white enamelled iron 
brackets, nickel-plated tiush pipe and spreader, and 
outlet strainer. 



Hauteur 
Height 



42 



n'f 



DIMENSIONS 

Lareeur 
Width 
18" 



Pesanteur de rVriaoir 
Weight of Urinal 
460 lbs 



Tel que decrit 



f 100.00 As described 1100.00 



OD 9S2 



Hauteur 
Height 

48" 



Lar^eur 
Width 



2i 



Pesanteur de I'L'rinoir 

Weigth of Urinal 

620 lbs 



c 1 



Tel que decnt 



$150.00 



As described $150.00 
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MICHIGAN 



OD 984 



STALLE D'URINOIR 



URINAL STALL 



Gravure OD 984.— Stalle d'urinoir en porcelaine, avec 
garde, dossier et base a bee d'une seuLe piece; toutes 
parties apparentes vernissees du meilleur blanc, arriere 
fini couleur chamois, n'absorbant pas I'humidite. 
Reservoir a chasse automatique, en porcelaine, avec 
accessoires; consoles en fer emaille blanc, tuyau de 
descente, nourrice a jet et grille d'ecoulement nickeles. 



Plate OD 984.— Porcelain urinal stall, with extension 
shields, back and lipped base all in one piece. All 
exposed parts finished in best white glazed, back of 
stall against wall glazed buff, to prevent absortion of 
dampness. Automatic porcelain tank w^ith fittings, 
white enamelled iron brackets, nickel-plated flush 
pipe and spreader, and outlet strainer. 



Hauteur 

Height 
42" 



DIMENSIONS 

Largeur 

Width 

18" 



Pesanteur de I'Urinoir 
Weight of Urinal 
460 lbs 



Tel que decrit 



$105.00 As described 
OD 986 



S105.00 



Hauteur 

Height 
48" 



Largeur 
Width 

24" 



Pesanteur de TUrinoir 

Weight of Urinal 

620 lbs 



I i Tel que decrit 



S155.00 As described S155.00 
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SERIE DURTNOrRS 

Gravure OD '»8S- — S«';ne d'-ir-lnoirs eri ^ 
galles. bases et :_u. "re-joims tom d'une piece, reservoir 
ai porcdame a chasse arrtomatkrae avec consoles 
emaillees. rj.-.-aiix de chu.--. zoumces a iet et erilles 



OD 18S 

URLSAL K-\NGE 

Hate OD *88. — Porcelain arinal range, stalls. =ole, 
(weH.ap joEits, aQ in. one piece, \aZoioaQC porceiain 
rantf widi aian^Ied iron, brackets, ntckei-o 
pipes, spEeaders and cutlet gra tings . 



^ \ 



c ecrniienent mci^ies. 



DIMENSIONS 

Hanteur an-^es=us cu 50l 3' 3" 
Cenrres IS" 

FrojectiDii lat&afe 14i^i" 

OD I'lO 

5 — Wegiii 



Hegirt above floor 
Ceaires 
Pn^edaon of ade 



tes =e 



■7 

i 

5 
6 

peuyeit etre fn nnri tat avec deux reservoirs 
par trois sectiDnE. 



&I5Ib6. 
137S -* 
\sas " 



ITiDa 



Saies 



Prix— Price 

S 2^3.25 
$ 3*>5.70 
S 452.25 

be femifihprf with two tanks for 
p{ H t i <"*""p- 
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OD 996 



MUSKOKA 

OD 998 

URINOIR MURAL EN PORCELAINE 

Gravure OD 998. — Urinoir de face^ a bee. 
en porceiaine blanche, avec arrivee d'eau 
circulaire. 

PORCELAIN WALL URINAL 

Plate OD 998.— Flat back white porcelain 
urinal with lip and flushing rim. 



DIMENSIONS 



Nos — No3. 

1 
2 
3 



Hauteurs — Heights 

20" 

I8K2" 
17" 



Grandeurs— Sizes Prix courant- — Price list 



^ 



18M"xl3M" 
15" X 12" 
14" X 11" 



$15.00 
13.00 
11.00 



MANOUAN 

OD 996 

URLNOIR MURAL EN PORCELAINE 

Gravure OD 996. — Urinoir de face, en porceiaine 
blanche, avec arrivee d'eau circulaire. 

PORCELAIN WALL URINAL 

Plate OD 996. — Flat back white porcelain 
urinal with flushing rim. 



DIMENSIONS 



Nos — Nos. 

1 

2 
3 



Hauteurs^Heights 

20" 

18 H" 
17" 



Grandeurs — Sizes Prix courant— Price list 



181-^" X 9" 
15W' x8H" 
U" x8" 



sn.6o 
10.00 

8.75 




OD 998 
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ROBINETS MELANGEURS POUR BAIGNOIRES-DOUBLE BATH FAUCETS 



Gravure OD 1010.— 

Robinet melangeur a 
compression, avec poi- 
gnees metalliquesacroi- 
sillons ayant bouton 
indicaleur en porcelai- 
ne, Filete pour tuyau 
en ferde '2"' 

Sans accouplements — 

$4.25 

Avec accouplements — 

$5.75 

Fourni aussi sans bou- 
ton indicateurau meme 
prix. 




PlateOD 1010.— Com- 
pression double bath 
faucet. W' iron pipe 
size, metal cross han- 
dles with china index 
button. 



Without couplings — 

. S4.25 



With couplings — $5.75 

Furnished also without 
index button at same 
price. 



OD 1010 





OD 1011 



OD 1012 



Gravure OD 1011. — Robinet melangeur a compression, 
filete pour tuyau de fer de K'". avec poignees a croi- 
sillons ayant bouton indicateur en porcelaine. 

Avec accouplements 55.25 

Sans accouplements 4.25 

Fourni aussi sans bouton indicateur au meme prix. 

Plate OD ion.— Compression double bath faucet 
Vz" iron pipe size, metal cross handles with china index 
button. 

With coupling $ 5.25 

Without coupling "^ 4.25 

Also furnished uithout index button at same price. 



Gravure OD 1012.— Robinet melangeur a compression, 
hiete pour tuyau de fer }<2'\ avec poignees a croisillons 
de porcelaine. 

Sans accouplements $ 4.75 

Avec accouplements 5.75 

Plate OD 1012,— Compression double bath faucet 
W' iron pipe size. All china four arm handles. 

Without couplings $ 4.75 

With couplings 5.75 
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ROBINETS MELXNGEl-RS POL-R B-VIGNOIRES - DOLBLE BATH FAUCETS 




OD 1014 



Gruvure OD lUU.— Robinet aielangeur a compresaon. 
avec manec.es lateraies en porceiame ayani: inGioinon. 

Sans accouplemenrs "^ "S 

Avec accoupiements- - - ^"" 



Place OD li)l4. — CtunpresBoii doubie baih 
•xixh r^1^J^^ mdes lev-Q- handles. 



Wittiout couplings 
With coupiings. . 



Gravure OD 1015. 

cue a-hant mais a 
I an cane. 

Avec accoupiemeits 

Sans accounlemtnts . 



meme 
debit ms- 

. . H.^ 
5.75 



C75 



Gravure OD 1016. —Robinet 

meiangeur a. compression avec 
TiOneties en porcelaine ayant in- 
dicanon : pour Ui^-nu de t er H - 

Avec accoupiements. . . S5.50 
Sans accoupiements i.59 

Gravure OD 1017— Le meme 

que OD 1016. mms a debic ms- 
tantane. 

Avec accoupiements 

Sans accoupiements 

Gravure OD 
1112').— R'> 

bmeT ^mipie 
pour baignoi- 
re, avec iDsa- 
cetixe.contre 

ecrou er ac- 
coupiement 
coude: tilete 
pour tuvau 
de fer W'. 

Nlckele Cha- 
con. 5 2. 




54.25 

5.25 



Plate OD 1015. — Same as above, 
accept quick opeung Z'/ue. 



5.75 



With coirplines 

Without couplings. 



Rate OD 1016.— Co] 

double bath aiicet. "^th china 
indexed levs" handles: H" Jtrm 
pipe aiia. 



««. lU 



With 

Witfaout amplin^ 



Pliire OD 1017.— Same as OD 
Ifllfi. ^axrt^t ctuick apeinng tvpe. 



OD lOlo 



With coupUngS:- 
Wxihout couplings 



Cui^Te poll, 
chacmi $l-S5 




. . . S5.75 
■4.75 

Place OD 
1020.— Sin- 
gle bath code, 
with aofid 
ftnoge. mic 
and beat 
coupling" . 
Thread ed 
ftw ^" iron 
pipe. 

36idsei-plat- 
fld.achSZ.M 

Polished 



each $1.H5 




>:i^ 



^.W 



' » 



K' 1 



i i 



I 



f 

^ 



t 





E^ 



MONTAGES DE BAIGNOIRE — BATH COMBINATION FITTINGS 



Gravure OD 1030,— 

Montage combinant 
ralimentation parades- 
sus gorge et le vidage, 
robinetterie a com- 
pression 3^2" avec poi- 
gnees a croisillons de 
porcelaine, et vidage 
formant trop-p!ein. 

Chacun $15,00 

Gravure OD 1031,— 

Le meme que ci-haut, 
mais avec poignees a 
6 branches ayant bou- 
ton indicateur en 
porcelaine, 

Chacun $13,00 




w 



\ 




PlateOD 1030.— Com- 

bination over rim noz- 
zle supply and waste 
fitting, }.2" compress- 
sion valves; with china 
cross handles and con- 
nected waste and over- 
flow. 

Each $15.00 

P!ateOD103K— Same 
as above, only with 
6 ball index button 
handles. 

Each S13.00 



OD 1030 





-^r I 
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OD 1034 

Gravure OD 1032- — Montage combinant ralimenta- 
tion par-dessus gorge et !e vidage, robinetterie a com- 
pression de 1'$" avec poignees a croisillons de porce- 
laine; et vidage formant trop-plein, 

Chacun -S34,00 

Gravure OD 1033. — Le meme que OD 1032. mais avec 
poignees nickelees a 6 branches ayant bouton indicateur. 

Chacun S3n-00 

Gravure OD 1034, — Montage a cone de fermeture 
au haut, combinant Talimentation et le vidage, robi- 
netterie de } 2" avec poignees a croisillons de porcelaine. 

Chacun $26,00 

Gravure OD 1035,— Le meme que OD 1034, mais avec 
poignees nickelees a 6 branches ayant bouton indi- 
cateur en porcelaine. 

Chacun 527,00 



OD 1032 



Plate OD 1032- — Combination over rim nozzle supply 
and waste fitting, ^ 2" compression valves with china 
cross handles and connected \\"aste and overflow. 

Each S34.00 

Plate OD 1033,— Same as OD 1032, except with 6 balls 
index button handles. 

Each $35,00 

Plate OD 1034,— Nickel-plated top bell supply and 
waste fitting, U" compression valves with china cross 
handles- 
Each S26.00 

Plate OD 1035,— Same as OD 1034, except with nickel- 
plated 6 balls index button handles- 
Each $27. 00 
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MONTAGES DE BAIGNOIRE— BATH COMBINATION FITTINGS 
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Gravure OD 1036. — Montage de bai- 
gnoire et de douche, comprenant: le 

vidage formant trop-plein, I'aUmenta- 
tion de baignoire raccorde au robinet 
mclangeur de douche. Fourni avec 
pomme de douche de 4"ayant support 
et rosace'nickeles, 

Telquedecrit S32.00 

Plate OD 1036.— Shower and bath 

combination fitting consisting of waste 
and overfloNv. tub filler connected to 
double nickeled shower valve, 4" show- 
er head with shower arm and flange. 

As described $32.00 

Gravure OD 1037. — Montage de bai- 
gnoire et douche, comprenant : le 
vidage formant trop-plein, I'alimenta- 
tion de baignoire raccorde au robinet 
melangeur de douche; fourni avec 
pomme de douche de 4" ayant support 
et rosace nickeles. 




1 



yi^9^ 



OD 1036 



Tel que decrit. 




$46.00 



OD 1037 



Plate OD 1037.~Shower and bath combination consisting of 
tub fitting connected to double shower valve, 4" nickel-plated 
shower head, shower arm and flange. 



As described 



?46.00 




Gravure OD 1038.— Montage de bai- 
gnoire et douche, comprenant: I'alimen- 
tation de baignoire raccorde au melan- 
geur. Fourni avec pomme de douche 
4", support et rosaces, avec dispositif 
d 'arret. 



Tel que decrit $52.60 

Plate OD 1038.— Shower and bath 
combination consisting of tub fitting 
connected to mixing valve, 4" shower 
head and shower arm flange fitted with 
regulating stop. 

As described $52.60 

Gravure OD 1039.— Montage de bai- 
gnoire et douche comprenant: I'alimen- 
tateur par-dessus gorge raccorde au 
melangeur. Fourni avec pomme de 
douche de 4" ayant support et rosace. 

Telquedecrit $53.00 




OD 1039 



OD 1038 



^ 



Plate OD 1039. —Shower and bath combination consistirig of 
over rim tub fitting connected to mixing valve, furnished 
with 4" shower head and shower arm and flange. 

As described $53.00 
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VIDAGES ET TROP-PLEINS POUR 

BAIGNOIRES 

BATH WASTES AND OVERFLOWS 




OD 1042 

Gravure OD 1042.— Vidage de baignoire nickele avec 
bouton massif en porcelaine. Accessoire pour etre pose 
outre-bord, pour baignoires sur pattes ou sur socle. 



OD 1043 

Gravure OD 1043. — Vidage nickele formant trop- 
plein, 15 s"- pour baignoires Iberville, Portneuf et 
DeCourcelles. 



Chacun SU.OO Chacun $3.25 



Plate OD 1042.— Nickel-plated bath waste with solid 
china knob. Fitting to be used outside of rim, with tubs 
on feet or base. 

Each V. S12.00 



Plate OD 1043.— Nickel-plated connected Waste and 
Overflow, l%", for Iberville, Portneuf and De- 
Courcelles baths. 





OD 1044 

Gravure OD 1044.— Vidage "A Vue" nickele, IH" 
formant trop-plein pour baignoires Berthier, Dollard, 
Joliette et Lasalle. 

Prix sur demande. 

Plate OD 1044. — Nickel-plated 1 ^s" exposed connected 
waste and overflow for Berthier, Dollard, Joliette and 
Lasalle baths. 

Price on application. 

Gravure OD 1046. — Le meme que OD 1C45. mais pour 
baignoires mon trees sur les pages 10, 11, 12, 13, 14, 15, 
16. 



OD 1045 

Gravure OD 1045. — Vidage {non fi,ni) genre dissimule, 
formant trop-plein, pour baignoires Berthier, Dollard, 
Joliette et Lasalle. 

Chacun $4.25 

Plate OD 1045. — Rough l^s" concealed connected 
waste and overflow for Berthier, Dollard, Joliette and 
Lasalle baths. 



Each 



$4.25 



Plate OD 1046.— Same as OD 1G45. except for baths 
illustrated on pages 10, U, 12, 13, 14, 15. 16. 



Chacun S4.25 Each 



S4.25 






f ! 



f','1 



^/ 



I 



■■*; 




□ 





.*:if 











I 

/ 



2ZZL 



TUYAUX ALIMENTATEURS DE BAIGNOIRES— BATH SUPPLY PIPES 




Gravure OD 1050.— Cuivre nickele avec coude ordi- 
naire et rosace. 

La paire 
U" S2.50 

Plate OD 1050.— Nickel-plated brass with plain elbow 
and flange. 

Per Pair 

%" S2.50 

H" 2.75 

Gravure OD 1051. — Cuivre nickele avec coude 
ordinaire, robinet d'arret et rosace. 

La i^aire 

a,^" S5.00 

1^" 5.50 

Plate OD 1051.— Nickel-plated brass, with plain elbow, 
stop and flange. 

Per Pair 

s^" S5.00 

i^" 5.50 




OD IftSO 





OD 1052 

Gravure OD 1052. — Bonde de 
baignoire avec boachon caoutchouc. 

Chacun S0.25 

Bouchon caoutchouc seal. . . .15 

Plate OD 1052.— Bath plug with 
rubber stopper. 

Each $0.25 

Rubber stopper only -15 






UJ 



OD 1051 





OD 1054 



CACHE-TROU 

Gravure OD 1054.— Cuivre nickele avec 
contre-ecrou. 

Chacun S0.40 

COCK HOLE COVER 

Plate OD 1054.— Nickel-plated brass with 
lock nut. 



OD 1053 



Each 



$0.40 



Gravure OD 1053.— Cuivre nickele, joint conique 

La paire 



Plate OD 1053. -Nickel-plated brass cone joint, 

Per Pair 






$3.25 
3.25 



%"■■■■ 

Yi 



$3.25 
3.25 
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OD 1060 

Gravure OD 1060.— Robinet a compression, entiere- 

ment nickele> bee de 2J4" de long. 

La douzaine S25.00 

Gravure OD 1061, — Lememequ^a la gravure OD 1060. 
sans bouton indicateur en porcelaine. 

La douzaine S22.50 

Avec boite a garniture, 

plus-value !a douzaine S 2.50 

Plate OD 106O.^NickeUplated compression faucets, 
2M" shank. -, 

Per dozen S25.00 

Plate OD 106L— Same as plate OD 1060, except with- 
out china index button. 

Per dozen $22.50 

With stuffing box. add per dozen S 2.50 



Gravure OD 1062, — Robinet a compression enticre- 

ment nickele, bee de 2,^4" de long. 

La douzaine $25-00 

Gravure OD 1063, — Le meme qu^a h gravure OD 1062, 
mais sans bouton indicateur. 

La douzaine S22-50 

Avec boite a garniture, 

plus-value la douzaine S 2*50 

Plate OD 1062. — Nickel-plated compression faucets; 
2J4" shank. 

Per dozen S25-00 

Plate OD 1063.— Same as plate OD 1062, except with- 
out china index button. 

Per dozen S25,00 

With stuffing box, add per dozen S 2,50 





Gravure OD 1064. --Robinet a compression nickele, 
avec poignee porcelaine a croisillons et bee de 2J4" 
de long. 

La douzaine S33.00 

Avec boite a garniture, 

plus-value la douzaine S 2.50 

'Plate OD 1064, — Nickel-plated compression faucet, 
with all china cross handle and 2H" shank. 

Per dozen S33.00 

With stuffing box, add per dozen S 2.50 



Gravure OD 106S, — Robinet a compression, entiere- 
ment nickele, bee de 234" de long. 

La douzaine S30.00 

Avec boite a garniture, 

plus-value la douzaine $ 2.50 

Si a debit instantane, plus-value la douzaine , . . $ 2.50 

Plate OD 1065-— Nickel-plated compression faucet, 

2M" shank. 

Per dozen S30.00 

With stuffing box. add per dozen $ 2.50 

If quick opening type add per dozen $ 2-50 
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ROBINETS DE LAVABOS — LAVATORY FAUCETS 





OD 1066 

Gravure OD 1066.— Robinet a compression entiere- 
ment nickele, bee de 2H" de long. 

La douzaine S30.00 

Si avec boite a garniture, plus-value, la douzaine S 2.50 
Si a debit instantane, plus value, douz $ 2.50 

Plate OD 1066.— Niclvel-plated compression faucet, 
2K" shank. 

Per dozen S30.00 

If with stuffing box, add per dozen S 2.50 

If quick opening type, add per dozen $ 2.50 



OD 1067 

Gravure OD 1067. — Robinet a compression enti&re- 
ment nickele. 

La douzaine, bee 2}4" S27.50 

" 3" S29.50 

Si avec boite a garniture, plus-value, la douzaine $ 2.50 

Plate OD 1067. — Nickel-plated compression faucet, 

Per dozen, 2H" shank $27.50 

" 3" " $29.50 

If with stuffing box, add per dozen $ 2.50 



Gravure OD 1068.— Robi- 
net a repoussoir, surbilles, 
avec poignees a croisillons 
avant bouton indicateurj 
pour toute pression jusqu'a 
125 lbs. 

La douzaine S50.00 

Gravure OD 1069.— Avec 

poignee T 

La douzaine $48.60 




Plate OD 1068 .—Roller bear- 
ing self-closing _ lavatory 
faucet with china index four 
ball handle; for all pressure 
up to 125 lbs. 

Per dozen $50.00 

Plate OD 1069. — With T 

handle. 

Per dozen $48.60 



OD 1068 



Gravure OD 1070.— Avec poignee a six branches 



rzi- 



d] 



La douzaine S53.50 

Gravure OD 107L— A compression, poign&e k six 

branches- 

La douzaine $52.50 

Gravure OD 1072.— A compression, poignee a croi- 
sillons. 

La douzaine $50.00 Per dozen S50.00 



Plate OD 1070.— With six ball handle 

Per dozen $53.50 

Plate OD 1071.— Compression design, 6 ball handle. 

Per dozen 552.50 

Plate OD 1072,— Compression design 4 ball handle. 
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OD 1080 



ROBINETS DE LAVABOS — LAVATORY FAUCETS 

Gravure OD 1080.— Robinet melaneeur a col de cygne, 
et ^ compression, entierement nickele. 

Chacun $12.50 

Gravure OD 1081.— Le mCme qu'a la gravure OD 1080. 
mais a debit instantane, avec manette en porcelaine. 

Chacun S15.00 

Plate OD 1080, — Compression double pantry faucet 
with goose neck, full nickel finish. 

Each ." S12.50 

Plate OD 1081.— Same as plate OD 1080, except quick 
opening, with china lever handle. 



Each S15-00 

Gravure OD 1082. — Robinet nielangeur a debit 
instantane, avec accessoire lave-tete. entierement 
nickele. 

Chacun $25,00 

Plate OD 1082. — Quick opening double shampoo fau- 
cet, full nickel finish. 

Each S 25.00 
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OD 1082 





Gra\'ure OD 1083.— Le meme qu a la gravure OD Plate OD 1083.— Same as plate OD 1082, except of 
1082, mais a compression et avec poignees a croisillons. compression type and with cross handle. 

Chacun S23.00 Each S23.00 

Gravure OD 1084.— Robinet meian- 
geur a compression et a col de cygne, 
entierement nickele. 

La douzaine S37-50 

Gravure OD 1085.— Le meme qu'a la 
gravure OD 1084. mais avec manette 

en porcelaine. 

La douzaine S37,50 

Plate OD I084.^-Goose neck com- 
pression lavatory faucet full nickel 
finish. 

Per dozen . . S37.50 

Plate OD 1085.— Same as plate OD 
1084- except with china lever handle. 

Per dozen $37.50 



OD 1086 



\ 



OD 1084 






Plate OD 1086. — Quick opening goose neck double 
pantry faucet. 

Chacun $13.00 Each S13.00 



Gravure OD 1086. — Robinet melangeur a debit 
instantane, entierement nickele. 



Gravure OD 1087. — Le meme qu'a la gravure OD 
1086, mais a compression, et avec poignees a croisillons, 



Plate OD 1087.— Same as plate OD 1086, except 
compression type with cross handle. 



Chacun $12.00 Each S12.D0 
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ROBINETS DE'LAVABOS —LAVATORY FAUCETS 





OD 1088 



GravureODlOSS.—Robinetmelangeur a compression. PI are OD 1088. — Compression double faucet; full 
entierement nickele. nickel-finish. 

Chacun S13.00 Each S13.00 



Gravure OD 1089.— Le meme qu'a la gravure OD 1088, 
n^ais avec manettes en porcelaine 



Plate OD 1089.— Same as plate OD 1088, except with 
china lever handles. 



Chacun 



S14.00 Each S14.00 



Gravure OD 1090.— 

Robinet melangeur a 
debit instantane, combine 
avec accessoire lave-tete, 
entierement nickele 

Chacun S18.50 

Gravure OD 1091.— 

Le meme qu'a la gravure 
OD 1090, mais chacun 
des robinets ayant boite a 
garniture. 

Chacun S22.00 




Plate OD 1090.— Quick 
opening lavaLor\' and 
shampoo faucet; full 
nickel finish. 

Each S18.50 

Plate OD 1091.— Same 
as plate OD 1090. except 
with stuffing box on each 
faucet. ■ 

Each $22.00 



V 




i 



I 



.Hj 







MONTAGES DE LAVABOS— COMBINATION LAVATORY FITTINGS 




OD 1097 



OD 10% 

Gravure OD 1096. — Montage de lavabo avec robinets 
a compression ayant poignees indicatrices en porcelaine, 
rosaces appliques, capsule de porcelaine sur vidage. 
Fourni aussi avec rosaces appliques en cuivre nickele et 
poignees a croisillons ayant bouton indicateur. 

Chacun $20,75 

Plate OD I096.^<^ombination lavatory fitting with 
compression valves fitted with all china index handles, 
china escutcheons and index knob on waste. Also 
supplied with nickel-plated brass escutcheons and four 
ball index button handles. 



Gravure OD 1097.- — Montage de lavabo avec robinets 
a compression ayant poignees indicatrices en porcelainCi 
rosaces appliques en porcelaine, et incorporant le vidage 
avec capsule indicatricet^n porcelaine. 

Chacun S17-00 

Plate OD 1097.— Combination lavatory fitting with 
compression valves fitted with all china index handles, 
china escutcheons and index knob on waste. 



Each S20,75 Each S17.00 



VIDAGE DE LAVABO 



FEDERAL 



Gravure OD 1100. — ^Vidage pour lavabo, 
avec capsule indicatrice en porcelaine; 
pent aussi etre fourni avec bouton indica- 
teur en porcelaine. 



Chacun S 6.55 




LAVATORY WASTE 



FEDERAL 



Plate OD 1100.— Lavatory waste with 
china index knob. Also can be supplied 
with china index button. 



Each , $ 6.55 
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YIDAGE ET SIPHONS 
DE LAVABOS 



VIDAGE DE LAVABO 

COLONIAL 

Gnivure OD 1106.— Vidage a leyier. 
avant capsule indicatrice en porcelaine; 
f£it de maniere a ne pas se fermer sous la 
poussee de I'eau et de permettre le vidage 
rapide du lavabo, 

Cuivre nickele §5.00 



Q 




SIPHON 

'WHIRPOOL" 

TRAP 
OD 1108 

SIPHON 

Gravure OD 1108.— Siphon 
nickele ajustable. 

\H" 134" 

Chacun S4.15 S6.75 

Pour siphon ventil§ ajoutez 
$1.00 a I'un ou a I'autre. 

TRAP 

Plate OD 1108.— Nickel-plated 
adjustable trap. 

\H" Wi" 

Each S4.15 S6.75 

For vented trap, add Sl-OO to 
anyone. 



OD 1108 

VIDAGE DROIT 

Gravure OD 1110.— Vidage droit cuivre nickele 



Chacun $1-85 $2.25 
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LAVATORY WASTE 
AND TRAPS 



LAVATORY WASTE 

COLONIAL 



Plate OD 1106. — Pop up lavatory waste 
with indexed china knob: designed so that 
it cannot close with rush of water and 
empties lavatory very rapidly. 



Nickel-plated brass S5.00 



ODllOb 



SIPHON 

"DEEP SEAL'* 

TRAP 
OD 1112 

SIPHON 



Gravure OD 1112.— Siphon 

ajustable nickele sur cuivre. 



Chacun 
Si V en tile 



IM" 
S4.15 

5.15 

TRAP 



Plate OD 1112.— Adjustable 
trap; nickel-plated on brass. 



Each 
If vented 



IM" 

S4.15 
5.15 




IV2 
$6.75 

7.75 



S6.75 
7.75 



OD 1112 



OD 1110 STRAIGHT WASTE 

Plate OD 1110.— Straight waste; nickel-plated brass. 

IK" 
Each $1.85 



IH" 

$2.25 
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SIPHONS NICKELES POUR LAVABOS — NidKEL-PLATED LAVATORY TRAPS 




SIPHON 

"WHIRPOOL" 

TRAP 




SIPHON 

"DEEP SEAL 

TRAP 



M 



i?r 



OD 1114 




OD 1116 



Gravure OD 1114. 

pool" 

Chacun 
Si ventile 



—Siphon nickele, ajustable "Whir- Gravure OD 1116.— Siphon ajustable et nickele, 



$4.15 



11,;" 

S6.75 
$7.75 



Plate OD 1114.— Nickel-plated adjustable trap 



Each 
With Vent 



114" 
S4.15 

$S.l5 



lU" 
S6 .75 
S7.75 



Chacnn 
Si ventiie 

Plate OD 1116. 



Each 
With Vent 



$4.15 
S5.15 



56.75 



S7.75 
-Nickel-plated adjustable trap. 

IH" 
S6.75 
S7.75 



IK" 

S4.15 
S5.15 




Gravure OD lllS.— Si- 
phon ajustable nickele, 



Chacun 



V4" 
54.00 



S5.00 



Gravure OD 1119.— Le 

meme qu'a la t,Tavure OD 
1118, mais "P" pour con- 
duite morale. 



// 



Chacun S4.00 



$5M 



Plate OD 1118.— Nickel-plated adjustable trap. 



IK" 
S4.00 



S5.00 



Plate OD 1119.— Same as plate OD 1118, except 
"P" for wall connection. 



IK" 
54.00 



S5.09 



Gravure OD 1120.— Siphon ajustable nickele et ventile. 



SouP 



Chacun 

Plate OD 1120. 

vent. 



lU" 



$5.00 



IM" 

$6.00 



—Nickel-plated adjustable trap with 



Sor P 



// 



OD U2» 



IK 
$5.00 



IM" 
S6.00 




OD 1118 
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ACCESSOIRES DE I.AVABO 



^ 



Gravure DO 
1122. — Vidage 
multiple nickele 
avec ecoulement 
lateral. 

GROSSEURS 



VA" 



1 1/" 




Prix sur deman- 

de. 

En commandant mentionnez le nombre d'orifices. 

Gravure OD 
1123. — Vidage 
multiple nickele 
avec ecoulement 
central 

GROSSEURS 

IM" IM" 

Prix sur deman- 
de. 

En commandant mentionnez le nombre d'orifices. 



CD 1122 



Plate OD 1122 

Nickel-Plated 
continuous 
waste with end 
outlet. 

SIZES 

IH" m" 

Price on appli- 
cation. 



In ordering give number of inlets. 




OD 1123 



Plate OD 1123 
Nickel-plated 
continuous 
waste with 
centre outlet. 

SIZES 

IK" I'A" 

Price on appli- 
cation. 



In ordering give number of inlets. 






OD 1126 

Gravure OD 1 1 26. — Cache-trou 
nickele sur cuivre. 

Chacun 30 

Plate OD 1 1 26.— Nickel-plated 
cock hole cover. 

Each 30 



OD 1128 

Gravure OD 1128.— Support de 

lavabo. 

Each 30 

Plate OD 1128.— Lavatory clamp. 
Each 30 



OD 1130 

Gravure OD 1130.— Bouchon en 
caoutchouc pour lavabo- 

Chacun ^® 

Plate OD 1130.— Rubber stopper 

for lavatory. -t 

Each 10 




BONDE.S A BOUCHON POUR LAVABOS 

Gravure OD 1132. — Cuivre nickele, pour siphons ajustables. 

IH" Wi" 



Chacune 



SI. 15 



S1.50 



Gravure OD) 1134.— Cuivre nickele pour cuvettes rondes ou 
ovales se raccordant au plomb. 

IM" IM" 

Chacune %\m SI. 25 

LAVATORY PLUG WITH STOPPER 
Plate OD 1132.— Nickel-plated brass for adjustable traps. 

Each si. 15 S1.50 

Plate OD 1134. — Nickel-plated brass for round or oval P. 

basins, for lead connection. 

IK" IH" 

Each $1.00 $1.25 




OD 1132 



OD 1134 
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ACCESSOIRES DE LAVABO — BASIN FITTINGS 




f\ 




r . 




OD 1140 



Gravure OD U40.— Co! de cygne 
nickele, pour alimentation apedale. 



OD 1141 



Gravure OD lUl.— Bee nickele 
de lavabo. pour alimentation a 
pedale. 



OD 1142 



Gravure CD 1142. — Col de cv£;ne 
nicJceleavec pommed'arrosage, pour 
alimentation a pedale. 



Lapaire S8.00 La paire $6.75 La paire S9.50 



Plate OD 1140.— Nickel-plated 
Goose Neck, for pedal supply. 



Plate CO 1141.— Nickel-plated 
basin spout, for pedal supply. 



Plate OD 1142.— Nickel-plated 
Goose Neck with rose spra\', for 
peda! supply. 



Per pair $8.00 Per pair §6.75 Per pair S9.50 





OD 1143 



CLAPETS DE PIED 



Gravure OD 1143. — Clapet de pied nickele avec pla- 
quette de parquet. Pour lavabos ou Fontaines-abreii- 
voirs. 



OD 1144 



FOOT VALVES 

Gravure OD U44. — Clapets de pied nickeles avec pla- 
quette double pour parquet. Pour lavabos chirurgicaux 
etc. 



Chacun SIO.OO Chacun $25.00 



Plate OD 1143. — Nickel-plated foot valve with floor 
plate; can be used for lavatories or drinking fountains. 



Plate OD 1144.— Nickel-plated foot valves with 
double floor plate. Can be used for surgical lavato- 
ries, etc. 



/^ Each 



SIO.OO Each $25.00 
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ACCESSOIRES DE LA VABO — BASIN FITTINGS 






OD 1147 



-v 




OD 1146 



OD U48 



Gravure OD 1146. — Tuyau d'ali- 

menLaUon a ptdale. }</' nickeUi avec 
clapet cle pied, pour lavabos. 



Chacun §8.50 



Plate OD 1146.— NicUel-plated ? 2" 
peda! i^upply pipe with fool operat- 
ed valve for lavatories. 



Gravure OD 1147.— Plaquette de 

parquet nickelee combinant deux 
soupapes et vidage actionnes par le 
pied, a Tusage des lavabos d'hopi- 
taux. 



Chacune $41.25 



Plate OD 1147.— Nickel-plated 
combination floor plate with two 
foot operated valves and foot operat- 
ed waste for use with hospital lava- 
tories. 



Gravure OD 1148.— Vidage nicke- 
ls aclionnepar lepied, avec raccord 
de depart de IM" nickele. 



Chacun $1<».25 



Plate OD 1148.— Nickel-plated 
fool operated waste with IH" 
nickel-plated tail piece. 



Each 



S8.50 Each 541.25 Each *Hi-25 



Gravure OD 1150. — Appareil d'alimenlation et de 
vidage actionnc par genou; tuyau d'aHmentalion H", 
avec rondelles cache-lrou. 



Plate OD 1150.— Knee action supply and waste 
fitting with M" supply pipes and brass flanges to wall. 



tV^' 



Cet appareil peulse poser sur lout lavaboou^vierayant This fitting can be placed on all sinks and lavatories 
plus de 21" de lone. having 21" and over. 



Pivec col de cygne 



With Goose neck faucets. 



■■ ■ 
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Chacun $47,00 Each 



. $47.00 
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TUYAUX 



CZI 



■iii\Te nickele. bout 



GravureOD 1168.- 

?uperieur conique. 

Lapaire.:.... H" »2-85 

Gravure OD 1169.— Le meme qu'a la 
gra\-ure OD 116S, avec arret. 

La paire ^^-^^ 

Gravure OD 1170.— Le mgme qu'a la 
gra\iire OD 1168, raais pour mur. 

La paire H" 52.85 

Gravure OD 1171.— Le meme qu'a !a 
gra\-ure OD 1170. mais avec arret. 

Lapaire H" ^-^^ 



8 



LAVATORY SUPPLY PIPES 

Gravure OD 1172. — Le meme qu'a la 
gmi--iire OD 1168 mais de ^"au Ueu de H" 
La paire ^" S2.50 



Plate OD 1168.— Xickel-plated brass, 
tapered cone top- 

Per pair Vs" ^2.85 

Plate OD 1169.- Same as plate OD 1168, 

except with stop. 

per pair H" Sn-So 

Plate OD 1170.— Same as plate 11^8, 

except for wall. 

Per pair.- $2.hS 

Plate OD 1171.— Same a= plate OD 1170. 

except T^-ith stop. 

Per pair. $5.85 



Gravure OD 1173. — Le meme qu'alagra- 
^-ure OD 1172, mais avec arret. 

La paire 



9 " 



16 




OD 1168 



OD 1172 



$5.56 

Gravure OD 1174.^Le meme qu'a la 
gra\'Tire OD 1172 mais pour mur. 

La paire. ^" $2.50 

Gravure OD 1175. ^Le meme qua la 
gra\"ure OD 1174, raais avec arret. 

La paire Te" $5.50 

Plate OO 1172.— Same as plate OD 1172, 

except of Tt" instead of ^s" 

Per pair A" S2.50 

Plate OD 1173.— Same as plate CD 1172. 
except with stop. 

Per pair ^" 55.50 

Plate OD 1174.— Same as plate CD 1172, 

except for wall. 

Per pair ts" 52.50 

Plate OD 1175.— Same as plate OD 1174, 
except with stop. 

Peroair A" $5.50 



ROBINETS D 'ARRET POUR ALIMENTATION DE LAVABOS 

LAVATORY SUPPLY STOPS 



Gravure OD 1176. — 

C ui-vxe nickele. Grosseurs ^i" H" 
Douzaine $26.40 S31.20 

Gravure OD 1177.— 

Le meme qu"a la gra'vu- 
re OD 1176. mais tvpe an- 
gulaire. Douzaine S26.40 $31.20 

Plate OD 1 176.— Nickel- 
plated on bra&s. Sizes Jg" W 

Dozen $26.40 $31,20 

Plate OD 1177.— Same 
as plate OD 1176, except 
angle. 

Dozen *26.40 $31J0 




OD 1176 




OD 1180 



Gravure OD 1180. — Cui\Te nickele. 

Crosseurs. 

Douzaine 



// 



$24.60 



i< 



ff 



$28.80 



Plate OD 1180. — Nickel-plated on 

brass. Sizes 

Dozen 



$24.60 



;2$.80 



Gravure OD 1181. — Le meme qu a 
la gra\Tire OD 1180, mais t^-pe angu- 
laire. Douzaine $24.60 



Plate OC 1181.— Same as plate OD 
1 180, except angle. 

Dozen $24.60 



$28.80 
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ROBINETS A COMPRESSION - COMPRESSIONj-FAUCETS 




S18.60 



H" 



S18.60 
S22.20 



S19.80 
$19.80 
S23.40 



3/" 

, 4 



S25.20 

H" 

S25.20 



y4" 



%/" 



Gravure OD1190.— 

Cuivre poli, douzaine . . . 

Plats OD 119a.— Poli 

shed brass, dozen 

Cuivre nickele, douzaine. 
Nickel-plated brass, doz. 

Gravure OD1191.— 

Pour tuyau de plomb. 

Cuivre poli, douzaine .. . S19.80 S21.00 S27;00 

Plate OD 1191.— For 

lead pipe. 

Polished brass, dozen. . . 

Cuivre nickele, douzaine. 
Nickel-plated brass, doz. S23.40 

Avec boite a garniture, 
plus-value la douzaine. . 
With stuffing box, add 
per dozen 



1" 
$60.00 

1" 
S60.00 



S28.80 S66.00 



M" 



SI 9. 80 



7S 



Vz" 
S21.00 

S24.60 



S4.20 $4.80 



S27.00 
S30.60 

%" 
S5.40 



1" 
S63.60 

1" 
S63.60 

S69.60 

1" 
S10.80 



Gravure OD 

1192.— Pour 

tuyau de fer, 
avec raccord 
d'arrosage. 
Cuivre poli, douzaine. . . 

Plate OD 1192.— For 

iron pipe with hose end. 
Polished brass, dozen , . . 
Cuivre niclcele. douzaine. 
Nickel-plated brass, doz. 

Gravure OD1193.— 

Pour tuyau de plomb, 
avec raccord d'arrosage. 
Cuivre poli, douzaine. . . 

Plate OD 1193.— For 

lead pipe, with hose end. 
Polished brass, dozen. . . . 

Cuivre nickele, douzaine. 
Nickel-plated brass, doz. 

Avec boite a garniture, 
plus-value, douzaine. 
With stuf^ng- box, add 
per dozen 



3<" 

521. 60 


X4" 
S22.80 


S28.20 


1" 
567.20 


S21.60 


'A" 

S22.80 


3.4'" 
S28.20 


1" 
S67.20 


S25.20 


$26.40 


S31.80 


S73.20 


%" 
S22.80 


S24.00 


S30.00 


1" 
S70.80 


S22.80 


S24.00 


S30.00 


I" 
S70.80 


S26.40 


S27.60 


S33.0D 


S76.80 


H" 


H" 


H" 


1" 


S4.20 


S4.80 


S5.80 


$10.80 





OD 1192 



Gravure ODU94.— 

Pour tuyau de fer, a ro- 
sace fixe. 

Cuivre poli, douzaine. , . ^" 1^" s-j'" l" 

Polished brass, dozen . . . S26.40 S27"'.60 S34.20 §76.20 



Cuivre nickele, douzaine. 

Nickel-plated brass, doz. S30.00 .S31.20 S37.80 S82.20 



Gravure OD1195.— 

Avec poignee a croi- 
sillons, ayant bouton 
indicateur en porcelaine. 

Cuivre poli, douzaine. 
Polished brass, dozen. . . 

Cuivre poli, douzaine. 
Nickel-plated brass, doz. 

Avec boite a garniture, 
plus-value la douzaine. 
With stuffing box, add 
per dozen 



Plate OD 1195.— With 
china button, four arm 
handle. 



1/" 

''2 

S36.60 
S40.20 

S4.80 



S42.60 



S46.20 

$5.40 
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ROBINETS A COMPRESSION — COMPRESSION FAUCETS 




Gravure OD 1204.— A de- 
bit instantane, rosace mobile 
ayant vis pression. y^' a^" 

Cuivre poll, douzaine §37.20 $43.80 

Cuivre nickele, douzaine. . . 40.80 47,40 

Plate OD 1204.— Quick 

pression, set screw loose 

flange. ^" %" 

Polished bras«, dozen. ..... S37.20 S43.80 

Nickel-plated brass, dozen. 40.80 47.40 



1" 

S93.60 
99.60 



Gravure OD 1202.— 

A debit instantane, ro- 
sace mobile ayant vis 
pression. 

Cuivre poli. douzaine . . . 
Cuivre nickele, douzaine 

Plate OD !202.— Quick 
pression, set screw loose 
flange. 

Polished brass, dozen. . , 
Nickel-plated brass, doz. 

Gravure OD 1203.— 

Le mGme qu'a la gravure 
OD 1202 avec raccord 
d 'arrosage. 

Cuivre poli, douzaine. . . 
Cuivre nickele, douzaine 

Plato OD 1203.— Same 
as Plate OD 1202. with 
hose end. 

Polished brass, dozen . . . 
Nickei-plated brass, doz. 



Yi" H" 1" 

S3I.20 837.80 S87.60 
34.80 41.40 93.60 



K" %" 1" 

$31.20 S37.80 S87.60 
34.80 41.40 93.60 



^" %" 1" 
S34.20 S40.80 S94.80 
37.80 44.40 100.80 



M" 



H" 



ff 



S34.20 S40.80 $94.80 
37.80 44.40 IOO.80 



S93.60 
99.60 





OD 1206 



Gravure OD 1206.— Robinet a repoussoir, roulant 
surbilles, J^"pour tuyau de fer. 

Cuivre poli, douzaine S40.20 

Cuivre nickele, douzaine 46.20 

N.B.— Ces robinets peuvent etre fourni^ avec poignee de 
4 ou 6 branches, ainsi qu'avec manette. 

Plate OD 1206.— Roller Bearing self-closing 
faucet, for K" iron pipe. 

Polished brass, dozen S40,20 

Nickel-plated brass, dozen 46-20 

N.B. — These faucets can also be furnished with lour ball, 

six ball or lever handle- 
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ROBINETS A COMPRESSION — COMPRESSION FAUCETS 



Gravure OD 1208.— 

Robinet a repoussoir 
roulant sur billes; a 
rosace mobile, pour 
tuyau de fer Ji"- 

GUIVRE POLI 

Poignees 

A 6 branches, 
douzaine. . . , S60.00 

A 4 branches, 

douzaine, . . . 57.60 

A 2 branches, 

douzaine. . . , 55.20 

A Manette, 

douzaine. . . . 64.80 

CUIVRE NICKELE 

A 6 branches, 
douzaine, . . . S66.00 

A 4 branches, 

douzaine. . . . 63.60 

A 2 branches, 

douzaine. . . . 61.20 

A Manette, 

douzaine, . . . 70.80 




Plate OD 1208.— Rol- 
ler bearing self-closing 
faucet, loose flange, 
y^" iron pipe. 

POLISHED BRASS 

Handles 

6 Ball, 
dozen S60.00 

4 Ball, 

dozen 57.60 

2 Ball, 

dozen 55.20 

Lever handle, 

dozen 64.80 

NICKEL-PLATED 

6 Ball, 

dozen S66.00 

4 Ball. 

dozen 63.60 

2 Ball, 
dozen 61.20 

Lever handle, 

dozen 70.80 



ROBINETS A DEBIT INSTANTANE — QUICK OPENING FAUCETS 





OD 1210 

■ 

A debit instantane, sans garniture, avec manette en 

porcelaine. 

Gravure OD 1210,— A col de cygne, 

pour eviers et cuves a laver. 34" K^' 

Cuivre poll, douzaine S35.40 S52.80 

Cuivre nickele, douzaine ^9,00 57.00 

I- 

Gravure OD 1212.— A col droit .... ^" H" 

Cuivre poli, douzaine S31.20 S48.60 

Cuivre nickele, douzaine 34.80 52.80 



OD 1212 

Packless quick opening faucet, with china lever handle. 

Plate OD 1210.— Swan neck, for 

sink and laundry trays. }4" H" 

Polished brass, dozen $35.40 S52.80 

Nickel-plated brass, dozen 39.00 57.00 

Plate OD 1212.— Straight neck. H" H" 

Polished brass, dozen S31.20 S48.60 

Nickel-plated brass, dozen 34.80 52.80 
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ROBINETS MELANGEURS POUR EVIER — DOUBLE SINK FAUCETS 



Gravure OD 1214, 

— Robinet melan- 
geur avec goulot a 
genouillere, nour 
eviers ayant orifices 
de robinets a 10" 
centre en centre. 

Entierement 
nickele. 

Chacun.. .. . $8,00 




Plate OD 1214.— 

Double sink faucet 
withsu'ingingspout, 
for sinks with cock 
holes 10" centre to 
centre- 
Full nickel finish. 
Each S8.00 



OD 1214 



Gravure OD 1216. 

— Robinet melan- 
geur avec goulot a 
genouillere et porte- 
savon, pour eviers 
ayant orifices des 
robinets a 10" pou- 
ces centre en centre. 

Entierement 
nickele. 

Chacun S9,50 




Plate OD 1216.— 

Double sink faucet 
with swinging spout 
and soap-dish, for 
sinks with cock ho- 
les 10" centre to 
centre. 

Full nickel finish. 

Each S9-50 



OD 1216 



N. R— I-es robinets OD 1214 et 1216 peuvent aussi 
etre fournis avec goulot ayant raccord d'arro- 

sage. 



N- B.— The OD 1214 and OD 1216 faucets can also 
be furnished with spout fitted with hose conn- 
ection. 
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ROBINET MELANGEUR 
POUR EVIER 

DOUBLE SINK FAUCET 



Gravure OD 1218.— Pour evier, avec crochet porte- 
seau, tige deux pieces, rosaces mobiles. Tres bien 
nickele. 



Tel qu'illustre 



Plate OD 1218.— For sink with pail hook, detachable 
shank, adjustable flanges. 

As shown S15.00 



ROBINET MELANGEUR POUR EVIER 
DOUBLE SINK FAUCET 




S15.00 



/ ■ 




ROBINET DE CUVE A LAYER 
LAUNDRY TRAY FAUCET 




OD 1220 

Gravure OD 1220. — Robinet melangeur, pour evier, 
combine avec appareil doucheur; manettes indicatrices 
en porce!aine:arret d'eaual'evierou a ta douche. 
Pour tuyau de J-^". 

Chacun 512.50 

Plate OD 1220.— Double sink faucet combined with 
spray; fitted with china index !ever handles; water 
can be stop to the sink or spray. 



) ( Each ?12.50 



OD 1222 

Gravure OD 1222.— A compression, rosace fixe, 

modele Court. 

Cuivre poli, douzaine S18.60 $21.00 

Cuivre nickele, douzaine 22.20 24.60 

Plate OD 1222.— Compression type, solid flange. 
Stub Pattern. ?^x ?^" H^H" 

Polished brass, dozen $18.60 S21.0a 

Nickel-plated brass, dozen 22.20 24.60 
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SIPHONS D EVIERS ET DE CUVES A LAYER 
SINKS AND LAUNDRY TRAYS TRAPS 



Gravure OD 1230.— Siphon ajustable, S ou P. 

IW 2" 

S7.00 S12.50 

Si ventile, ajoutez SI .00 

Pour voir rillustration clu siphon P voir page 
159, gravure OD 1114. 

Plate OD 1250.— Nickel-plated adjustable 
trap S or P. 

V4" 1" 

S7.00 S12.50 

With vent, add Sl.OO 

For P trap illustration, see Plate OD 1114, 
page 159. 




OD 1232 



Gravure OD 1 232. — Siphon ajustable 
nickele, S ou P, 

lU" 2" 

$7.00 S12.50 

Si ventile, ajoutez Sl.OO 

Pour rillustration du siphon P, voir 
gravure OD iri6, page 159. 



Plate OD 1232.— Nickel-plated adjust- 
able trap, S or P. 

S7.00 S12.50 

If with vent, add S 1.00 

For P trap illustration, see Plate OD 
1116, page 159. 



Gravure OD 12.?4.— Si- 
phon ajustable nickele, P 
ou S. 



S6.00 



2" 
S9.00 



Si ventile, ajoutez Sl.OO 

Pour rillustration du si- 
phon S, vovez la gravure 
OD 1118. page 159. 




Plate OD 1234.— Nickel- 
plated adjustable trap, P 
or S, 



1?^" 
S6.00 



2" 
S9.00 



If with vent, add. Sl.OO 

For S trap illustration. 
see Plate OD 1118, page 
159. 




M9AV(TY 



OD 12.36 




VIDAGE MULTIPLE POUR EVIER ET CUVE 

A LAYER 

Gravure OD 1236. — Vidage multiple nickele ayant 
ecoulement lateral; grosseurs \)/^' et 2". 

Prix sur demande. 

En commandant specifiez le nombre d'orifices, et donnez 
la distance exacte, centre en centre des bondes. 



SINK AND LAUNDRY TRAY CONTINUOUS 

WASTE 

Plate OD 1236. — Nickel-plated continuous waste with 
end waste; sizes \)A" and 2". 

Price on application. 

In ordering give number of inlets and distance, center 

to center of plugs. 
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VIDAGE MULTIPLE FOUR EVIER ET CUVE A LAYER 

CONTINUOUS WASTE FOR SINK AND LAUNDRY TRAY 




OD 1238 



Gravure OD 1238.— Vidage multiple nickele ayant 
ecoulement central. 

Grosseurs: 1%" et 2". 

Prix sur demande. 

En commandant, specifier le nombre d'orifices et la 

distance exacte, centre en centre des bondes. 



Plate OD 1238. — Nickel-plated continuous waste 
with central waste. 

Sizes: lj^"and2". 

Price on application. 

In ordering, give number of inlets and distance, centre 

to centre of plugs. 



Gravure OD 1240. — Raccord de depart pour siphon d'evier. 
Grosseur ; l%" Tel qu'illustr& 



.90 




Graviire OD 1242. — Eonde a bouchon metallique pour cuves a laver, fini 
cuivrepoli. 

Grosseurs: Prix, la douzaine: 

IH" IH" 2" S21.60 S30.00 S60.00 



/^■^ 



Plate OD 1240.— ?ink connection to trap; nicke'.- 

plated brass. 

Size VA" As illustrated 90 

Plate OD 1242. — Tray plug with metal stopper: 
polished brass finish. 

Sizes: Price, per dozen: 

IM" IH" ~" S21.60 S30.00 S60.00 



OD 1240 



Gravure OD 1244.^ Siphon ajus- 
table P en fonte. Avec raccord 
pour evier: 

S2.90 

Sans raccord pour e\'ier: 
S2.75 

BSti et coude seulement: 
S2.20 




OD 1242 





Plate OD 1244,— Cast iron 
adjustable P trap. With 
sink connection: 

$2.90 

Without sink connection: 
S2.75 

Body and elbow only : 
S2.20 



OD 1244 
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SIPHONS EN FONTE POUR EVIERS ET GUVES A LAVER 

CAST IRON TRAPS FOR SINKS AND LAUNDRY TRAYS 




OD 1246 

Gravure OD 1246. — Siphon ajustable S. en fonte. 

Avec raccord pour evier $3.10 

Sans raccord pour evier 2.95 

Plate OD 1246.— Cast iron adjustable S trap. 

With sink connection S.^.IO 

Without sinli connection 2.93 

ACCESSOIRES D'EVIERS 




OD 1248 

Gravure OD 1248.— Siphon ajustabie P, en fonte. 

Avec raccord pour evier S.2.25 

Sans raccord pour evier 2.15 

Coude et bati seulement 1,85 

Plate OD 1248.— Cas! iron adjustable P trap. 

With sink connection $2.25 

Without sink connection 2.15 

Body and elbow only i.s5 

SINK FITTINGS 




OD 1260 



Gravure OD 1260.— Collet d 'evier, non filete pour 

tuyau de plomb. 

Chacun 25 

Plate OD 1260.— Sink collar not tapped, for lead pipe. 
Each 25 




OD 1262 



Gravure OD 1262.— Collet d'evier en fonte, filete 

pour tuyau de fer. 

Chacun 50 

Plate OD 1262. — Sink collar tapped for iron pipe. 
Each 50 



BOULONS D'EVIER -SINE BOLTS 




Gravure OD 1264 — Plate OD 1264 

La douzaine — Per dozen 

Tete nickelee^Nickel-plated head 

.75 

.90 

1.10 

1.30 

1.50 



Dimensions 


Aciei 


■-Steel 


Cuivr 


e — Brass 


M"xli^" 




.20 




.45 


H" X 2H" 




.30 




.65 


M"x2^" 




.35 




.75 


H" X 234" 




.40 




.85 


H" X 3" 




.50 




.95 
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OD n<yG 

Gravure OU 126(.. -Grille devier 
a bouchan. Cuivre nickele. 
Ladouzaine. S'>-«0 

Plate OD 1200.- -P!ug sink strain- 
er. Nickel-plated brass. 
Per dozen S9.0() 



Gruvure OD !267.— Grille d'evier 

Cuivre nickele. 

La duuzaine $3.00 

Plate OD 1267.— Sink strainer. 

Nickel-plaled brass. 

Per dozen . , $i.Ufi 



Gravure OD 12<>S. -Grille d'evier 

a fermoir. Cuivre nicUele. 

La douzaine $19. 2ft 

Plate OD 1268.- Closing sink 
strainer. Nickel-plaled brass. 
Per dozen $P).20 





OD 1270 
CONSOLK D'KMER 

Gravure OD 1270. C<)n<=o!c extensible pour evier. en 
fonle. 

La paire 51.15 

SINK BRACKLT __, , 

IMau- OD li70. -Adjustable sink brac- 
ket, cast iron. 

Per pair $1.15 

Gnivure OD 1274- — Cache-lrtm cuivre 
nickcle- 

La douEaine SAMQ 

Plate OU 1274. Nickel-plaled brass 
C(x:k hole cover. 

Per dozen $3.60 








Gravure OD 1272.— Sup]>ort en fonle pour truve h 
laver. 

Chacun SI. 50 

Plate OD 1272.— Cast iron laundry tray 
stand. 

Each SI f^O 



\ ) 



SVPPORT DT.SSORF.USE 

Gravure OD 1276.— Suppori d'eagoneuse 

en bois dur iwur cuves a laver. 

Chacun 75 

URINCr.U BLOCK 

Pliite OD 1276. UardwfK>i wringer 
blfK:k for laundry trays. 



I 



Each 



.75 



OD 1274 
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AGCESSOIRES A DOUCHES —SHOWER ACCESSORIES 



Gravure OD 1290. —Soupape 
de douche a corps invisible, U". 
a etre poi;ee a 3 pouces de la 
surface platree ou tuilee, au 
centre de la tuvaulerie. ajus- 
tabledei/'. 



Chacun J4.50 

Gravure OD 1291, — Le meme 
qu a la graNnjre OD 1290, mais 

ayant tige a coche pour le reglage 
au moven d'un tournevis. 

Chacun $4.50 




Plate OD 1290.— Concealed ty- 
pe shower valve; roughing-in 
measurement 3" from face of 
tile or plaster to centre line of 
pipe adjustment j-i". 

Each S4.50 

Plate OD 1291.— Same as Plate 

OD 1290, except with screw slot 
spindle for regulating purposes. 

Each S4.50 



OD 1290 



Gravuie OD 1292.— Sou- 
pape melangeuse ayant 
raccords a bride; I'inftta!- 
lation preparatoire est la 
suivante: tuyaux a 8" 
centre en centre, et a 3" 
du centre de la tuyauterie 
a la face tuilee ou platree, 
Ajustablede U". 

Chacune SIO.OO 




Plata OD 1292.— Con- 
cealed double shower val- 
ve with unions. Rough- 
ing-in measurements are 
8" centres and 3" from 
face of tile or plaster to 
centre line of pipe. 

Each SIO.OO 



OD 1292 




OD 1294 



MELANGEUR A DOUCHE 



SHOWER MIXING VALVE 



Gravure OD 1294.— Melangeur applique nickele avcc 
pistons plongeurs ]>2". corps d'un diamelre exterieur 
de 3U"' mesurant ZVg" de centre en centre des tuvaux 
alimentateurs et l%" de la face tuilee au centre du 
melanjieur. 



Plate OD 1294. — Nickei-plated all exposed type 
mixing valve, ^/o" plungers and body 3H" outside 
diameter, centre to centre of supplies 7^2" and VSa" 
from face of tile to centre line of valve. 



Telquedecrit $18.7.=5 As described S18.75 



Gravure OD 1295. — Melangeur nickele avec pistons 
plongeurs de %", corps d'un diametre exterieur de 4 1 g". 
mesurant 8^" de centre en centre des tuyaux alimen- 
tateurs et \%" de la face tuilee au centre du melangeur. 



Plate OD 1295.--Nickel-p!ated all exposed type 
mixing valve. %" plungers and body A'^2" outside 
diameter, centre to centre of supplies 8:^4" and l%" 
from face of tile to centre line of valve. 



Tel que decrit S25.50 As described .S25.50 
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ACCESSOIRES A DOUCHES ~ SHOWER ACCESSORIES 



1 



MELANGE UR 
A DOUCHE 

Gravure OD 1296.— Melangeur 
a corps dissimule avec plaquette 
ronde en porcelaine, pistons ^{/', 
et corps d'un diametre exterieur 
de3H" mesuratit 63-^8" d'un bout 
a I'autre des orifices d'admission. 

Chacun S16.90 




SHOWER 
MIXING VALVE 

Plate OD 1296.— Concealed 

type mixing valve with china 
dial plate, }A" plungers and 
body 3K" outside diameter, 
face to face measurement of 
inlets 6^". 

Each $16.90 



OD 1296 



Gravure OD 1297.— Melangeur a corps dissimule avec 
plaque en porcelaine, pistons de Y^" et corps d'un 
diametre exterieur de 4H". mesurant ^yi" d'un bout 
a I'autre des orifices d'admission. 



Plate OD 1297. — Concealed type mixing valve with 
china dial plaLe, Y%" plungers and body 4H". outside 
diameter, face to face measurement of inlets 6>^". 



Chacun S22.80 Each $22.80 



N.B.— L'installation preparatoire a la pose des deux 

melangeurs est la suivante: 3" du centre 

des melangeurs a la face tuiiee. 



N.B. — Roughing-in measurement of both valves is 
3" from face of tile to centre line of mixer. 






OD 1298 

ARROSE-TETE 

Gravure OD 1298. — -Arrose-tete nickele avec anneau 
caoutchouc, fabrique en deux grandeurs: — 

Grandeurs 234" " 3" 

Chacun 90 $1.25 

SHAMPOO HEAD 

Plate OD 1298.— Nickel-plated shampoo head, with 
rubber ring, made in two sizes: — 

Sizes 2M" 3" 

Each 90 SI. 25 



OD 1299 



arrose-t£te 



Gravure OD 1299. — Arrose-tete nickele avec poignee 

metallique et anneau caoutchouc, fabrique en deux 
grandeurs. 



Grandeurs ly^" 

Chacun $1.25 

SHAMPOO HEAD 



3" 
$1.75 



Plate OD 1299. — ^Nickel-plated shampoo head, with 
metal handle and rubber ring, made in two sizes: — 



Sizes 

Each 



2K2" 
.$1.25 



3" 
$1.75 
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ACCESSOIRES DE DOUCHES -SHOWER ACCESSORIES 




OD 1300 



POiMME DE DOUCHE 

Gravure OD 1300. — Pomme de douche en deux mor- 
ceaux, cuivre embouti, avec soupape d'admissjon d'air. 
Fabriquee en trois grosseurs. 

5" eii" s" 

Chacune S3. 65 S4.25 S6.40 

SHOWER HEAD 

Plate OD 1300.— Nickel-plated stamped brass two- 
piece shower head with air inlet valve. Made in three 
sizes. 

5" 63-2" 8" 

Each S3. 65 S4.25 S6.40 




OD 1304 



POMME DE DOUCHE 



Gravure OD 1304.— Pomme de douche nickelee en 
cuivre fondu et poli, avec facette demontable; fabriquee 
en quatre grosseurs, avec douille-raccord de K" 



Chacune 



3" 4" 5" 6" 

$1.90 S2.20 S3.20 S4.40 



SHOWER HEAD 



Plate OD 1304.— Polished N.P. cast brass shower head 
with removeable face; made in four sizes with ^i" con- 
nection. 

3" 4" 5" 6" 

Each $1.90 S2.20 $3.20 $4.40 




OD 1302 



POMME DE DOUCHE 

Gravure OD 1302.— Pomme de douche, un morceau, 
en cuivre embouti, avec soupape d'admission d'air. 
Fabriquee en trois grosseurs. 

5" 61^" 8"- 

Chacune S2.25 S2.70 .S4.25 

SHOWER HEAD 

Plate OD 1302.— Nickel-plated stamped brass one 
piece shower head with air inlet valve. Made in three 
sizes. 

5" 6H" 8" 

Each S2.25 S2.70 S4.25 




OD 1305 

POMME DE DOUCHE 

Gravure OD 1305. — Pomme de douche nickelee en 
cuivre fondu et poli, avec facette demontable et joint 
spherique integral: Fabriquee en quatre grosseurs, avec 
douille-raccord de 'a" 

3" 4" 5" 6" 

Chacune S3.00 $3.75 S4.25 $5.40 

SHOWER HEAD 

Plate OD 1305.— Polished N.P. cast brass shower head 
with removeable face and integral ball joint. Made 
in four sizes with }4" connection. 



Each 



3" 4" 5" 6" 

S3.00 S3.75 $4.25 S5.40 
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ACCESSOIRES DE DOUCHES — SHOWER ACCESSORIES 





OD 1306 

Gravure OD 1306.— Support de pomme de douche 
nickele; 10" de long avec rosace nickele, en cui\Te fondu. 

Chacun S2.00 

Gravure OD 1307.— Le meme qu a la gravure OD 1306, 
mais avec rosace en porcelaine. 

Chacun $2.50 

Gravure OD 1308.— Raccord nickele ayant joint a 
rotule, filetaee interieur et exterieur. 

1//' 3^" 

Chacun 52.00 S3.25 



OD 1308 

Plate OD 1306. — Nickel-plated shower head arm, 10" 

long, with cast brass nickel-plated flange. 



Each, 



$2.00 



Plate OD 1307, 

china flange. 



Same as plate OD 1306, except with 



Each $2.50 

Plate OD 1308.— Nickel-plated ball joint connection, 

inside and outside threads. 



W 



%" 



Each S2.00 $3.25 



TRINGLES A RIDEAUX — CURTAIN BARS 




Gravure OD 1310.— Tringle droite, a rideau, 1" de 
diamdtre, cuivre nickele, avec rosaces de fixage et vis. 

5' sans anneaux a rideau S 5.00 

5' avec anneaux a rideau 5.75 

5' avec anneaux a rideau, rideau et chainette . . 12.00 

5' 6" sans anneaux a rideau 5.25 

5' 6" avec anneaux a rideau 6.00 

5' 6" avec anneaux a rideau. rideau et chainette 12.50 

N.B.— Kn commandant, donnez la longueur exacte. 



Plate OD 1310.— Nickel-plated. 1" diameter straight 
curtain bar with wall flanges and screws. 

5' without curtain rings S 5.00 

5' with curtain rings 5.75 

5' with curtain rings, curtain and chain 12.00 

5' 6" without curtain rings 5.25 

5' 6" with curtain rings 6.00 

5' 6" with curtain rings, curtain and chain. . . , 12.50 

N.B.— In ordering, give exact length. 




OD 1311 




Gravure OD 1311.^ — Tringle coudee. a rideau, dia- 

metre 1", cuivre nickele, avec brides de iixage en cuivre 

fondu et nickele. 

Fabriquees en deux longueurs: 

Pour baignoires de 5' 28" x 60". 

Pour baignoires de 5' 6" 28" x 66". 

5' sans anneaux a rideau S 8-50 

5' avec anneaux a rideau 9.50 

5' avec anneaux a rideau, rideau et chainette.. . . 14.25 

5' 6" sans anneaux a rideau 8.75 

5' 6" avec anneaux a rideau 10.00 

5' 6" avec anneaux a rideau, rideau et chainette 14.50 



I Plate OD 1311.— Nickel-plated, brass, \" diameter 
corner curtain bar with rigid nickel-plated cast brass 
flanges. 

Made in two sizes: 
28" X 60" for 5' bath. 
28" X 66" for 5' 6" bath. 

5' without curtain rings $ 8.50 

5' with curtain rings 9.50 

5' with curtain rings, curtain and chain 14.25 

5' 6" without curtain rings 8.75 

5' 6" with curtain rings 10.00 

5' 6" with curtain rings, curtain and chain 14.50 
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AGCESSOIRES DE DOUCHES — SHOWER ACCESSORIES 




OD 1312 

Gravure OD 1312. — Rideaux de douche, en toile de 
8 onces, de qualite superieure, longueur, 6 pieds. 

Dimensions en nnagasin Prix courant 

3x6' S4.00 

4x6' 5.00 

5x6' 6.00 

6x6' 7.00 

Antres grandeurs, a ordre seulement. 




Plate OD U12. 
lenght 6'. 



—Eight ounce quality duck curtain, 



Sizes in stock 
3x6' 
4x6' 
5x6' 
6x6' 



Price list 

$4.00 

5.00 

6.00 

7.00 



Other sizes to order only. 



OD 1314 

Gravure OD 1314. — Anneaux a rideau en cuivre 
nickele; pour tringles a rideau de I" de diametre. . 

La douzaine SI .50 



Plate OD 1314. — Nickel-plated brass curtain rings, 
for 1" diameter curtain rods. 

Per dozen $1.50 




Gravure OD 1315. — Crochet et 
chainette en cuivre nickele pour 
tenir rideau de douche 

La douzaine S6.00 

Plate OD 1315.— Nickel-plated 
brass shower curtain hook and 
chain to hold shower curtain. 

Per dozen S6.00 



OD 1315 










Gravure OD 1318.— Prise d'eau. 

cuivre et caoutchouc, s'adaptant 
a tout robinet. 

La douzaine S4.00 

Plate OD 1318.— Brass and 

rubber faucet connection, fitting 
any faucet 

Per dozen $4.00 




OD 1318 



OD 1316 

Gravure OD 1316.— Anneaux a rideau en cuivre Plate OD 1316.— Nickel-plated brass curtain rings 
nickele pour tnngles a rideau de 1" de diametre for 1" diameter curtain rods. 

La douzaine $ .50 Per dozen $ .50 




Gravure OD 1320.— Brosse 
shampooing comprenant un 
tubede 3'en caoutchouc rouge 
raye, 2 prisesd'eau apointeau, 
cuivre nickele. et une brosse 
caoutchouc. 

Chacune S4.25 

Gravure OD 1321.— La mg- 
me qu'a la gravure OD 1320, 
mais avec une prise d'eau 
seulement. 

Chacune S2.75 



Plate OD 1320.— Shampoo 
brush; consists of 3' red 
corrugated tubing. 2 nickel- 
plated brass needle sprays 
and 1 rubber brush. 

S4.25 



Plate OD 1321.— Same as 
Plate OD 1320. except with 1 
needle spray only. 

Each $2.75 
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ACCESSOIRES DE DOUCHES — SHOWER ACCESSORIES 



Gravure OD 1324. — Appareil doucheur comprenanL: 

5 Pieds de tube en caoutchouc rouge. 
1 brosse massage en caoulchouc noir- 
1 tete arroseuse, en cuivre nickele. 
1 prise d'eau universelle. 

Complet $2.65 

Plate OD I324,— Shower bath apparatus comprising: 

5' red aibber tubing- 
1 Black rubber massage brush- 
1 Nickel-plated spray head. 
1 Universal faucet connection. 

OD U24 Complete $2,65 

Gravure OD 1326.— Appareil doucheur comprenant: 





^flT I,. AnvTub 




OD H26 



5 pied^ de lube en caoutchouc rouge. 
1 brosse a massage, en caoutchouc noir. 
1 tete arroseuse nickelee. 
1 poignee extensible nickelee. 
1 prise d'eau universelle. 



Plate OD 1326- — Shower bath apparatus comprising: 

5'Md rubber tubing. 

i Black rubber massage brush. 

1 Nickel-plated spray head, 

1 Nickel-plated extension handle, 

1 Universal faucet connection. 



Complet ' S3. 25 Complete $3.25 



Gravure OD 1327- —Appareil dou- 
cheur comprenanu 

3' de tube en caoutchouc rouge. 
1 Brosse a massage, en caoulchouc 

noir. 
1 Tele arroseuse, en cuivre nickele- 
1 IVise d'eau universelle. 

Cc^niplet S2.50 



Knickerbocker 

Junior/^rv 








Plate OD 1327. -Shower bath appara- 
tus comprising: 

3' red rubber liibjne. 
1 Black rubber massage brush " 
1 Nickel-plaled spray head. 
1 Universal faucet connneclion. 

Complete S2.S0 



OD 1327 




OD 1328 



OD 1329 



Gravurt' Ol) 132i. Appareil doucheur comprenant: 

5' de tulle en caoulchouc rouge. 

1 Hrosse shrimpof>ing. en caoutchouc rouge. 

1 Hrosw:- a massage, en caoutchouc noir. 

1 Ti-te arro!>euse nickelee 

1 Poignee extensible nickelee. 

1 I*rise d'eau universelle. 



C('ni]')let 



$4.50 



Plarc OD 132^. -Shower bath apparatus compri'^inE; 

5' red rubber tubing. 

1 Red rubber shamixxjing brush. 

1 Black rubber massage brush. 

1 Nickel-ptated spray head. 

1 Nick el -plated extension handle. 

1 Universal faucet connection. 

Complete $4.50 



Gravure OD 1329. Appareil doucheur comprenant: 

5» 2' de lube en caoutchouc rouge. 

1 Brosse shampooing en caoutchouc rouRC. 

1 Brosse a massage, en caoutchfruc noir. 

1 Tete arroseuse nickelee. 

1 Prise d'eau universelle. 

1 Poipnee extensible nickelee et amovible. 

Complet *5-5** 

Plate OD I.^2S.- Shower bath apparatus comprising: 

SH' Re<i rubber tubing. 

1 Red rubber shamix»f)inK brush*. 

1 Red rubber massage brush. 

1 Nickel-plaied spray head. 

1 Universal faucet ccmnection. 

1 Nickel-plated extension handle deUchable. 

Ojmplete •*•**' 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 





AGNIER — OD 1330 



Gravure OD 1336. — Ce siege, absolument sanitaire 
a un goujon qui !e traverse de part en part a I'arriere. 

OD 1336.— Fini chene dore S 5.50 

OD 1337.— Chene massif S 7.25 

OD 1338.— Fini acajou S 7.50 

OD 1339.— Emaille blanc SIO.OO 

OD 1340.— Recouvert de Pyralin S16.00 

Plate OD 1336,— A real sanitary seat. This seat 
is made with a dowel across the back. 

OD 1336.— Golden oak finish S 5.50 

OD 1337.— Solid oak S 7.25 

OD 1338.— .Mahogany finish S 7.50 

OD 1339.— White enamel finish SIO.OO 

OD 1349.— Sheet Pvrahn SI6.00 



ALGONQUIN — OD 1342 



Gravure OD 1330.— Ce siege est muni 
de fortes chamieres. II est renforce a 
I'arriere et a I'avant par des goujons qui 
le traversent de part en part. 

OD 13.?0.-Chene dore S 4.00 

OD 1331.— Chene nnassif $ 5.75 

OD 1332. — Fini acajou S 6.00 

OD 1333.— Emailie blanc S 9.00 

OD 1334.— Recouvert de Pyralin S15.00 

Plate OD 1339.^ This seat has heavy 
bar hinges. It is reinforced with 
dow^els across back and front. 

OD 1330.— 

Golden Oak 
Finish S 

OD 1331.— 

Solid Oak S 

OD 1332.— 

Mahogany 
Finish S 

OD 1333.- 

Enamel Finish. S 

OD 1334. ^ 

Sheet PyraUn. . S15.O0 



4.00 



5.75 



6.00 



9.00 




IROQUOIS- OD 1336 




Gravure OD 1342. — La fabrication de ce 
siege est du genre le plus sanitaire. Siege 
interrom]3u a I'avant et a I'arriere. 

OD 1342.— Fini chene dore S 6.25 

OD 1343.— Chene massif S 8.00 

OD 1.U4.— Fini acajou S 8.25 

OD 1345.— Emailie blanc Sll.OO 

OD 1346.— Recouvert de Pyralin.. S17.O0 

Plate OD 1342.— This seat amplifies the 
highest type of sanitary seat construction. 
Open front and back. 

OD 1342.— Golden oak finish S 6.25 

OD 1343.— Solid oak S 8.00 

OD 1344.— Mahogany finish S 8.25 

OD 1345.— White enamel finish. . . Sll.OO 

OD 1346.— Sheet Pvralin S17.00 
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^ ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 
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Gravure OD 1348.— Ce siege est fait 
parallelement au graindubois.il a un goujon 
a I'avant et a rarriere; seul le>eilleur bois 
est employ^. 

OD 1348.— Fini chene dore S 5.50 

OD 1349.— Chene massif S 7-25 

OD 1350.— Fini acajou S 7-50 

OD 1351.— Emaille blanc SIO-OO 

OD 1352.— Recouvert de Pyralin.. $16.00 

Plate OD 1348.— This seat is constructed 
with wood running parallel and has dowels 
at front and back. 

OD 1348. — Golden oak finish S 5.50 

OD 1349.— Solid oak $ 7.25 

OD 1350.— Mahogany finish S 7.50 

OD 1351.— White enamelled finish SIO.OO 
OD 1352.— Sheet Pyralin S16.00 




HURON — OD 1354 



Gravure OD 1360. — De forme ondu- 
leuse, ce siege est de bonne fabrication 
a goujon, 

OD 1360.— Fini chene dore... . $ 6.40 

OD 1361.— Chene massif S 7.25 

OD 1362.— Fini acajou S 7.50 

OD 1363.— Emaille blanc Sll.OO 

OD 1364.— Recouvert de Pyra- 

Hn S16.00 

Plate OD 1360. — Serpentine shape; 
this seat is made of strong dowel con- 
struction. 

OD 1360.— Golden oak finish. . S 6.40 

OD 1361.— Solid Oak S 7.25 

OD 1362.— Mahogany finish. . . S 7.50 

OD 1363.— White enamelled 
finish Sll.OO 

OD 1364.— Sheet Pyralin S16.00 



ABENAOUIS — OD 1348 




Gravure OD 1354. — Ce siege est d'une forme 
bien unie. II est tres fort et tres resistant. 

OD 1354.— Chene dore $ 6.25 

OD 1355.— Chene massif $ 8.00 

OD 1356.— Fini acajou $ 8.25 

OD 1357.— Emaille blanc. $11.00 

OD 1358.— Recouvert de Pyralin. . . . $17.00 

Plate OD 1354. — The mould on this seat is 
plain. It is strong and rigid. 

OD 1 354.— Golden oak finish $ 6.25 

OD 1355.— Solid oak S 8.00 

OD 1356.— Mahogany finish $ 8.25 

OD 1357.— White enamelled finish . . . $11.00 

OD 1358.— Sheet Pvralin $17.00 





SIOUX — OD 1360 
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ACCESSOIRES DE CABINET D'AISANCES - CLOSET COMBINATION ACCESSORIES 



Gravure OD U(>6.— Interrompu al'avant 
et a I'arriere. Les charnieres de ce siege 
sont tres fortes aidant ainsi, a garden la 
rigidite des differentes parties. 

OD 1366.~Fini chene dore $ 7.25 

OD 1367.— Chene massif $ 8.75 

OD 1368.— Fini acajou $ 9.0O 

OD 1369.— Emaille blanc $12.00 

OD 1370.— Recouvert de Pyralin. $17.00 

Plate OD 1366.— Open front and back, 
the hinges on this seat are exceptionally 
heavy to provide for the rigidity of the 

seat parts. 

OD 1366.— Golden oak finish $ 7.25 

OD 1367.— Solid oak $ 8.75 

OD 1368.— Mahogany finish $ 9.00 

OD 1369.— Enamelled finish $12.00 

OD 1370.— Sheet Pyralin $17.00 




MICMAC— OD 1366 




^ 



•o 

« f 

^ ERIE — OD 1372 

Gravure OD 1372. — Ce siege a contrepoids est tr^s 
souvent demande, pour les fabriques, les ecoles et le 
hopitaux. 

OD 1372.— Chene massif SIO.OO 

OD 1373.— Fini acajou $11.00 

Plate OD 1372.— This 
ballweight seat is being 
specified every day for 
factories, schools and 
hospitals. * 

OD 1372.— Solid oak 
$10.00 

OD 1373.— Mahogany 
finish $11.00 

Gravure OD 1376.— Ce 

siege est aussi soigneuse- 
ment fait et fini que nos 
sieges a charnieres sur tige. 

OD 1376.— Fini chene 
dore S 2.75 

OD 1377.— Chene massif 
$ 3.25 

OD 1378.— Emaille bianc 
, $ 5.00 

I 





MIAMIS — OD 1374 

Gravure OD 1374. — Ce siege est tres bien fait, des 
goujons le traversent de part en part a Taniere et a 
I'avant, s'adapte a tout bol ordinaire. 

OD 1374.— Fini chene dore $ 2.00 

OD 1375.-Chene massif $ 3.00 

Plate OD 1374.— This 

seat is very wel! made, with 
^_^ dowels across the front 

and back. This seat will 
fit any regular bowl. 

OD 1374.— Golden oak 
finish $ 2.00 

OD 1375.— Solid oak 
$ 3.00 

MONTAGNAIS 

OD 1376 

Plate OD 1376.— The 

same attention to detail 

and finish is observed as 

in our bar hinge seat. 

OD 1376.— Golden oak 
fmish $ 2.75 

OD 1377. —Solid oak 
S 3.25 

OD 1378.— White enamel- 
led finish $ 5,00 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



Gravure OD 1380.— Re- 

couvert du meilleur caout- 
chouc dur, aucun metal 
n'enlre dans sa fabrica- 
tion. L'acide ne peut en 
alt&rerle fini qui resiste a 
tout netloyage. 

Ce siege s'adapte a tout 
bol a action siphonique, 
il e'^l muni de fortes char- 
nieres en cuivre fondu et 
nickele. 

OD 1380.— Fini ebene, 

Chacun S25.00 

OD 1381.— Fini acajou. 
Chacun $25.00 




Plate OD 1380.— Pure 

hard rubber covering. No 
meta! on top or bottom of 
seat. Impervious to acid, 
it endvires constant clean- 
ing without deterioration 
of its fine finish. 

This seat fits any siphon 
action wash-down bowl, it 
is equipjjed with heavy 
nickel-plated cast brass 

hinges, 

OD 1380.— Ebony finish. 
Each S2S.O0 



OD 

finish. 



EVERNU— OD 1380 



1381 .^Mahogany 
Each S25.00 





EVERNU OD 1382 



Gravure OD 1382.— Siege interrompu a I'avant. demi- 

selle. s'adaptani a tout ^enrede bol a action Riphonique; 

ce sitjj^e est muni de fortes cliarnieres en cuivre fondu 

nickele. 

OD 13fi2.— Fini ebene. Chacun S27.00 



EVERNU— OD 1384 



Gravure OD 1384.— Si^ge interrompu a I'avant forme 
de selle. s'adaplant a tout genre de bo! a bee, muni de 
fortes cliarnieres en cuivre fondu nickele. 

OD 1384.— Fini ebene. Chacun $28.00 



OD 1383.— Fini acajou. Chacun $27.00 OD 1385.— Fini acajou S28.00 



Plate OD 1382.— Semi-saddle open front seal for any 
kind of siphon aclion \\-ash-rlown bowl, il is equipped 
with heavy nickel-plated cast brass hinges. 



Plate OD 1384. — Saddle shape open front seat for all 
kind of extended lip bowl, equipped with heavy nickel- 
plated cast brass hinges. 



OD 1382.— Ebony finish. Each S27.00 OD 1384.— Ebony finish. Each 528.00 

CD 1383.— Mahogany finish. Each $27.00 OD 1385.— Mahogany finish. Each $28.00 



Gravure OD 1386.— Le 

meme qu'a la gravure OD 
1380. mai? sans couvercle; 
ce siege est muni de fortes 
charnit-res en cuivre fondu 
nickele et pourvucs d'un 
dispositif d'arret. 

OD 1386.— Fini ebene. 
Chacun $16.00 

OD 1387.— -Fini acajou 
Chacun., $l6,on 




EVERNU— OD 1386 



Plate OD 1386.— Same as 
plate OD 1380. except 
without cover, this seat is 
equii)ped with heavy nick- 
el-plated ca-^t brass hin^jes 
having a check device. 

OD 13K6.— Ebony finish. 
Each $16.00 

OD 1387. — Mahogany 
finish. Each $16.00 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 






ETCHEMIN— OD 1392 



Gravure OD 1392. ^Ce siege est fait pour les bols du 
type Richelieu. II a des goujons qui le traversent de 
part en part a I'arriereet a I'avant^bien fait et bien fini. 

OD 1392.— Fini chene dore. S 2.50 

QD 1393.— Chene massif $ 4.50 

OD 1394.— Fini acajou $ 5.00 

OD 1395.— Fini emaille blanc $11.00 



Plate OD 1392.— This 
seat is made for Riche- 
lieu type bowls and 
have a ciowel across the 
back and front. Well 
made with good finish. 

OD 1392.— Golden oak 
finish S 2.50 



OD 1393. 



Solid oak 
. . . S 4.50 



OD 1394.— Mahogany 
finish S 5.00 

OD 1395. — White 
enamelled finish $11.00 



Gravure OD 1400.— 

Charnieres sur tige en 
cuivre nickele, pour 
siege ayant couvercle 

Lapaire S2.00 




ENFANTIN— OD 139(,— CHILD 

GraYure OD 1396. — ^Siege enfantin, ce siege se trans- 
porte facilement, il s'adapte a tout siege de cabinet. 

OD 1396.— Fini chene dore S 2.50 

OD 1397.— Chene massif S 3.50 

OD 1.^98.— Fmi acajou $ 3.75 

OD 1399. —Fini emaille blanc $ 5.00 

Plate OD 1396. — 

Child's seat, this seat 
is handy to carry, it 
will fit on any toilet 
seat. 

OD 1396. —Golden oak 

finish S2.50 

OD 1397.— Solid oak 
S 3.30 

OD 1398.— Mahogany 
finish S3.75 

OD 1399. — White 
enamelled finish. S5.00 



Plate OD 1400.— 

Nickel-plated brass bar 
hinge; for closet seat 
with cover. 

Per pair S2.00 




Gravure OD 1402.^Ciiarnieres sur tige, cuivre 
nickele, pour siege en fer a cheval 

La paire S 3.50 

Plate OD 1402.— Nickel-plated brass bar hinge 
for horse shoe- seat. Per pair S 3.50 



Gra\ure OD 1404.— Charnieres sur tige, cuivre 
nickeie pour siege a contrepoids forme fer a 
cheval. ^ 

La paire S 6.75 

Plate OD 1404. — Nickel-plated brass bar hinge 
forball weight horse shoe seat. Per pair.. $ 6.75 




OD 1402 



OD 1404 
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OD 1406 

Gravure OD 1406. — Charnieres trois pieces. 

OD I406.~Cui\Te nickele. La paire S .85 

OD 1407.— Acier nickele. La paire $ .50 

Plate OD 1406.— Tliree leaf nicU el -plated hinges. 

OD 1406.— Nickel-pIaUd brass. Per pair $.85 

OD 1407.— Nickel-plated steel. Per pair $ .50 

Gravure OD 1408.^ — BouIoti de siege a\'ec caoutchouc. 
La douzaine , $ 1.25 

Plate OD 1408.— Seat bolt, witli rubber. 

Per dozen $ L25 



OD 1408 




OD 1411 

Gravure OD 1411.— Tampon ca- 
outchouc, pour siege de cabinet. 

1-5-8", la douzaine $ .40 

234", la douzaine S .75 

Plate OD 1411.— Rubber bumper 
for closet seat. 

1-5-8", per dozen S .40 

H". per dozen S .75 





' :> ■ 



OD 1413 

Gravure OD 1413. — Support de 
reservoir, bois dur verni. 




OD 1414 



Gravure OD 1414.— Planche et 

support de reservoir, bois dur verni. 



Chacun S 1.75 Chacun 5 2,25 



Plate OD 1413.— Shield tank board 
hardwood, varnished. 



Plate OD 1414.— Tank board and 

shield, hardwood, varnished. 



Each S 1.75 Each $ 2.25 




Per dozen $ .20 

Plate OD 1410. — Tack rubber 
bumper, for closet seat. 

Per dozen $ .20 




OD 1412 

Gravure OD 1412.— Tampon ca- 
outchouc a vis, pour siege de cabi- 
net. 

La douzaine $ .35 

Plate OD 1412.— Screw rubber 
bumper for closet seat. 

Per dozen $ .35 




OD 1415 

Gravure OD 1415. — ConsoTe 
d'acier pour reservoir eleve. 

6" X 8". la paire S .40 

7"x9", la paire '. $ .45 

Plate OD 1415.- Shelf bracket for 
high up tank. 

6" X 8", per pair S .40 

7" X 9", per pair ■ $ .45 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 
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NIAGARA — OD 1420 

Gravure OD 1420.— Reservoir decha?se "NIAGARA" 
en fonte emaille avec accessoires, tuyau d'alimentation, 
raccord de depart coude ou rejeton en cuivre nickele. 

Complet, tel que decrit S27.00 

Plate OD 1420. — Niagara Cast iron enamelled closet 
tank, complete with fittings, supply pipe and ell or offset 
nickel-plated brass connection. 
Complete, as described S27.00 




VERNAL — OD 1422 

Gravure OD 1422.— Reservoir de chasse "VER- 
NAL" Complet avec memes accessoires, que OD 1420. 

Complet, tel que decrit S20.00 

Plate OD 1422.— * 'VERNAL" China closet tank, 
complete with same fittings, as OD 1420. 

Complete, as described S20.O0 



SHAWINIGAN — OD 1424 

Gravure OD 1424.— Reservoir de chasse blanc en 
composition "SHAWINIGAN" avec accessoires, tuyau 
d'alimentation, raccord de depart coude, en cuivre 
nickele. ^ 
Complet tel que decrit S17.50 

Fini acajou, au meme priji. 
Plate OD 1424.— SHAWINIGAN white composition 
closet tank, complete with fittings, supply pipe and ell 
'/ ' '~{ nickel-plated brass connection. 

Complete, as described S17.50 

Mahogany finish at same price 



YOSEMITE— OD 1426 

Gravure OD 1426. — Reservoir de chasse fini chene, 
en comoosition "YOSEMITE" avec memes accessoires. 
que OD 1424. 

Complet tel que decrit S15.00 

Plate OD 1426.— YOSEMITE Oak finish composition, 
closet tank, complete, with same fittings as OD. 1424. 

Complete, as described S15.00 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 




BRIDALVEIL— OI) 1428 



GravureOD1428.^Reservoir"Bndalvei]" fini au tam- 
pon cheae dort, complet avec accessoires, tuyau d 'ali- 
mentation, raccord de depart coude en cuivre nickele. 



Plate OD 1428.— "Bridalvei!" Golden oak finish tank, 
piano polished, complete with fittings, supply pipe, 
and nickel-plated brass elbow connection. 



Complet tel que decrit $15.00 Complete as described 



GravureOD 1420. 

he meme qu'a ici 
Kravure OD 1428, 
mais en chene mas- 
si f, complet tel que 
decrit S22.00 



$15.00 



Gravure OD 14.^0. 
Reservoir ele\'e 
"LUNA" chene 
massif, poli et ver- 
ni, complet avec 
garniture, accessoi- 
res, support, cha!- 
nelte de tirage et 
poignee. et valve 
IH" 

Complet tel que 
decrit S9.75 




Plate OD 1429. 

Same as plate OD 
1428, except solid 
oak, complete as 
described . . S22.00 



LUNA— OD 1430 



Plate OD 1430. 

"LUNA" high up 
tank, solid oak, 
complete with lin- 
ing, ntlings, brack- 
et, chain and chain 
pull, 114" valve. 



Complete as des- 
cribed $9.75 



OD 1431. 
OD 1432. 
OD 1433. 
OD 1434. 
OD 1435. 



Avec valve 1 1/2" 

Fini chene dore, valve IH"-- 
Fini chene dorc, valve 11-^". . . . 

■Boite seule. chene massif , , 

Boite seule, fini chene 



. SIO.OO 

. $ 7.50 

. S 7.75 

. S 4.00 

. S 2.50 



OD 1431.— With W^'Valve $10.00 

OD 1432.— Oolden oak finish. IK" valve. ... $ 7.50 

OD 1433.— Golden oak finish IH valve $ 7.75 

OD 1434.— Box only, solid oak $ 4.00 

OD 1435.— Box only, oak finish S 2.50 
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ACCESSOIRES DE CABINET D'AISANCES - CLOSET COMBINATION ACCESSORIES 



Gravure OD 1436.— 

Reservoir eleve en pin 
"NEVADA" complet, 
garnitures en coppe, 
accessoires, chaine de 
tirage et poignee, con- 
soles et vis. 

Tel que decrit 

OD 1436.— Avec valve 
.VA" S5.75 

OD 1437,— Avec valve 
1},^" S6.00 

Boiteseulement. SI. 25 

Garniture seulement, 

6 oz. 10 02. 

$2.20 $2.80 



^ 





OD 1440 

Gravure OD 1440.— 

Tuyau d'alimentation de 
reservoir de cabinet a 
action siphonique. Cuivre 
recuit nickele. 

Vs" 'A" 
Chacun $1.25 SI. 50 

Plate OD 1440.— Nickel- 
plated annealed brass 
supply pipe for syphon 
action closet tank. 



Each 



/' 



■1/ 



'8 ^ 

$1.25 SI. 50 



NEVADA — OD 1436 
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MONTMORENCY 
OD 1442 



■*^ 



Gravure OD 1442.— La valve de chasse "MONTMO- 
RENCY" pent etreraccorjeeau tuyau d'alimentation, 
sans reservoir. Le tuyau d'eau peut fort bien n'avoir 
que li-4" de diametre selon la distance ou la pression. 
Cependant, on obtiendra de meilleurs resultats et on 
economisera I'eau, si le conduit est plus gros. 
Fournie avec manette oscillante en porcelaine, arret 
angulaire, tube, ligature et ecrous de fixage nickeles. 

Tel que decrit $22.50 

Plata OD 1442.— The Flush "MONTMORENCY" 

Valve can be connected direct to the water supply 
without the use of a tank. In such cases the size of the 
supply pipe from the building to the valve should not 
be less than IH" according to distance and pressure. 
More satisfactory results may be obtained and less 
water used by the use of a larger supply. 

Furnished with china oscillating handle N.P. union 
angle stop, complete with tubing, spud couplings, 

As described $22.50 




Plate OD 1436.— 

-NEVADA" pine high 
up tank, complete with 
copper lining, all 
accessories, chain and 
chain pull, shelf brack- 
et and screws. 

As described 



'/ 



OD 1436.— With 1^4 
valve S5.75 

OD 1437.— With VA" 
valve S6.00 

Box only S1.25 

Lining only, 

6 02. 10 02. 

S2.20 S2.80 



OD 
1446 

Gravure OD 1446.— 

Tuyau d'alimentation de 
reservoir de cabinet a 
action siphonique. Cuivre 
recuit nickele. 



Chacun 



H" 



1 /" 



$3.50 S4.00 



Plate OD 1446.— Nickel- 
plated annealed brass 
supply pipe for siphon 
action closet tank. 



Each 



$3,50 S4'",00 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 





OD 1453 




Gravure OD 1452.^Coude nickele 
en cuivre lamine, diametre 2" — 
4 X 5" du centre du reservoir. 

Chacun % .80 

Plate OD 1452.— Nickel^plated 
drawn brass elbow. — 2" diameter 
4 X o" centre to end, for low tank. 

Each $ .80 



Gravure OD 1453.— Rejeton nicke- 
le en cuivre etire, diametre 2" pour 
reservoir has. 

ly?" 2" 2V^" 3" 314" 
SI .25 SI. 25 $1.75 $2.00 $2.25 

Plate OD 1453.— 2" nickel-plated 
drawn brass offset for low tank 

W" 2" 2H" 3" 3?^ " 
$1.25 SI. 25 S1.75 S2.00 §2.25 



Gravure OD 1455.— 

Pieces de rechange de 
ligature en cuivre. 



A 



Piece du haut, 
Bati de ligature.. . . S .50 




>f 



B 



Piece de gauche, 
Garniture en caout- 
chouc $ .20 



Piece de drnite, 
Anneau de friction S .10 



D 



Piece du has, 
Ecrou de ligature S .25 






Plate OD 1455.— Repair 

parts for brass spud. 

A 

Top part 
Spud body S .50 

B 

Left-hand part 
Rubber gasket S .20 

C 

Right-hand part. 
Friction ring $ -10 

D 

Bottom part. 
Spud coupling nut S -25 



OD 1455 




OD 1454 



Gravure OD 1454. — Ligature cui- 
vre pour bol a action siphonique, 
diametre 2". 

Complete $ .95 



Plate OD 1454.— 2" Brass spud I' 
for siphon action closet bowl. 



Complete S .95 
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ACCESSOIRES DE CABINET _D' AISANCES — CLOSETj, COMBINATION ACCESSORIES 






OD 1456 

Gravure OD 1456.— Contre-6crou 
de ligature cuivre nickele. 

La douzaine $ 3.60 

Plate OD 1456.— Nickel-plated 
brass spud coupling nut. 

Per dozen ■ ■ 5 3.60 



Gravure OD 1460.— 

Levier de commande 
pour reservoir en com- 
position SHAWINI- 
CAN et YOSEMITE, 

Complet avec manette 
en porcelaine. 

Chacun S 1-00 

CD 1460 



OD 1457 

Gravure OD 1457.^ — Bride de plan- 
cher en cuivre pour bol de cabinet. 

OD 1457.— Legere. Douz.. $ 6.00 
OD1458.— Pesante. Douz. S 7.80 

Plate OD 14.57.— Brass closet floor 
flange. 

OD 1457. —Light. Dozen., S 6.00 

OD 1458.— Heavy. Dozen S 7.80 




OD 1459 

Gravure OD 1459.— Garniture 
en caoutchouc pour bridedeplancher 
de bol de cabinet. 

La douzaine S 2.00 

Plate OD 1459.— Rubber gasket 
for closet floor flange. 

Per dozen S 2.00 



Plate OD 1460.— 

Operating lever for 
SHAWINIGAN and 
YOSEMITE compo- 
sition tanks. 

Complete with china 
lever handle. 

Each S 1.00 



Pi&ces de rechange de 
Levier de Reservoirs, 
Shawinigan et 
Yosemite. 

Gravure OD 1462.— 

Si pour reservoirs, Nia- 
gara, Vernal. Bridal veil 
ajoutez N ou V ou B au 
numero de la piece. 

V-L-1 Levier ... $ .35 

V-L-2 Support de le- 
vier $ -15 

V-L-3 Manchon de le- 
vier $ .15 

V-L-4 Ecrou-freinS .10 

V-L-5 Levier de soule- 
vement S .10 

V-L-6Poignee. . S .15 

VA" O.P.P. Manette 
en porcelaine — § .35 

O.H.10-24M Vis de 
soulevement. ... $ .05 

R.H.10-24xi/^ Vis de 
poignee $ -05 

OD 1462 



o 





V. L. 6 



V. L, & 




f 



O. H. 
:0-Z4x'/z" N.P. 



1!/a" O, P. P. 



t 



R. H. 10-24xl/z" N.P, 




V. L.3 



V. L. 1 




V. L.4 




V, U.2 




Shawiniean and \'ose- 
mite Tanks Lever 
Repair Parts. 

Plate OD 1462.— U 

for Niagara. Vernal, 
Bridalveil, tanks, add 
to number of part the 
letter N or V or B. 

V-L-1 Lever S .35 

V-L-2 Lever bracket 
S .15 

V-L-3- Lever bushing 
S .15 

V-L-4 Locknut. . S .10 

V-L-5 Lever Lift S .10 

V-L-6 Handle... $ .15 

IM" O.P.P. China 
lever.. $ .35 

O.H.10-24H Lever 
Screw.. S .05 

R.H.10-24X Handle 
Screw S .05 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



Gravure OI) 1463.— Le- 

vier a double dic-l ixjur 
rf-servoirs bas. Meniion- 
nt*z si pciur reservoirs 
Niagara, Vernal ou Bri- 
dalveil en ajoutanl les 
lettn-s. N, V ou H. au 
numero de la gravure. 
I*(>ur jjiece-^ de rechange, 
voir jrrnvure 1162. i>a(ie 
191. 

Chacun $1.00 




Plate OD i4*»i.— Double 

aclinK lever for low laiiks. 
Please inenlion if for 
Niagara, Vernal or Hri- 
dalveil lanksinaddinn. to 
number of plale llie let- 
ters N. V or a. For 
repair parts, sic p.ive 
H'l. Plate OD 11(52. 



l^ch 



$I.UO 



OD 1403 




GravureOP I4(^. -Valve de cha«- 

M "iKiuKlas?-". res<T\'oir has. 

Chacune $2.?>0 



JMatc 01) 1464. -•'Douglaft'*" Flush 
valve for low lank'^ 

Each ?2.S0 



Gnivure OI> I4*.6. -Siphon dc 
cuivre ayant Kamilurc amique 
k nervure. \viut reservoirs has. 



Oiacune 



S2.00 



Gravuro OP I4(.S.— Valvedechas- 
96, 8ij>h(m de cuivre. pcnir resen'oirfi 
ba&. 



Chacune 



Plate OD 1465. 
\-alve for low lanlu. 



*3.25 



eyphon. 



$3.25 



Plate OD 1466.-CcR]pcr «y- 

[jhon fmly with feather edge 
watJier. 



Kath 



S2.00 



OD UM 



on 1465 



OD I4f*6 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



GravureOD 1467.— Valve de chasse "NojTrouble", 
pour resen'oirs bas Shawinigan et Yosemite. 
ComplMe, avec flotte en caoutchouc et ecrou d'ac- 
couplement nickele, 

Telquedccrit , , S2.50 



Plate OD 1467.— "No Trouble" Flush valve for 
ShawiniRan and Yosemite low tanks. Complete 
with rubber ball and nickel-plated coupling nut. 

As described ?2.50 





OD 1468 



Gravure OD 1468.— Flotte en caout- 
chouc pour Valve de chasse de reservoir 
bas. 

Grandeurs 2" 2^" 2^" 3" 
Blanche S3. 25 3.75 4.50 5.00 douz. 
Rouge 4.25 4.75 5.50 6.00 dou^. 



Plate OD 1468.— Rubber ball for 
low tanks flush valve. 



Si^.es : 

White 
Red 



2" 

S3.25 

4.25 






2M" 3" 
3.75 4.50 5.00 doz. 
4.75 5.50 6.00 doz, 



PifeCES DE RECHANGE DE LA VALVE DE CHASSE 

*^NO TROUBLE" 



FLUSH VALVE REPAIR PARTS 



Gravure OD 1469. 

Si pour Valve de 
chasse "Douglass',' 
ajoutez la lettre 
"D" au numero de 
la piece demandee. 



OD 1467 



F.V.I Bati de 
Valve. . 
F.V.2 Tubede 
Valve. . 

F.V.3 Guide broche 

F.V.4 Tige guide 

F.V.5 Broche leveuse 

F.V.6 Ecrou-frein - ■ 

W.l Rondelle d'ecrou-frein 

W.2 Rondelle d'ecrou d'accouplement 

R.H.IO 24x3.8 Vis de Guide broche, ^ 

Ecrou d'accouplement nickele 

Flotte et broche leveuse 



75 

45 
30 
15 
15 
25 
10 
10 

o.s 

M) 
50 




Plate OD 1469.— If for "Douglass" valve, add the 
letter "D" to number of wanted part. 



F.V.3 

F.V.4 

F.V.5 

F.V.6 

W.l 

W.2 



F.V.I. Valve Body 

F.V.2 Valve Tube 

Wire Guide 

Guide Rod 

Lift Wire 

Locknut 

Locknut Washer 

Coupling nut washer 

R.H.IO ZixYs Wire guide Screw 

Nickel-plated Coupling Nut 

Ball and lift Wire 



.75 
.45 
.30 
.15 



F. V. * 
(Rod Only) 



W. 1 



.15 
.25 
.10 
.10 

.05 
.30 
.50 




F. V. 2 



J 



OD 1469 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



Gravure OD 1470. — 

Robinet flotteur "No 
Trouble", tel que fourni 
avec les resen'oirs Shaw- 
inigan et Yosemite. 

Complet, tel qu'iHustre. 

$ 3.00 




Plate OD 1470.— "No 

Trouble" Ball cock as 
supply in Shawinigan 
and Yosemite tanks. 

Complete, as illustrated. 

S 3.00 



OD 1470 



PIECES DE RECHANGE DU ROBINET FLOTTEUR *'N0 TROUBLE" BALL COCK REPAIR PARTS 



Gravure OD 1471.— Si 

pour Robinet flotteur OD 
1474 ou OD 1475 ajoutez 
la^lettreO ou D au nu- 
merode la piece demandee. 



V. 1 Tige de Flotte. . 
V. 2 Levier de Flotte 
V. 3 Crochet de levier 
V. 4 Leve-Sellette... . 
V. 5 (3) Visaoreille. 
V. 6 Plongeur de sel- 

iette 

V. 7 Garde sellette. . 
V. 8 Bari de robinet.. 
V. 9 Sellette. _ . . 
V.IO Tube d'admis- 

sion 

V.ll Tube-raccord. . . 
V.12 Ecrou-freiii. 
V.14 Raccord d'arri- 

vee 

V.15 Tube demission 
V.16 Tube remplisseur 
V.17 Ecrou d'accou- 

plement.. . , 

W. 3 Rondelled 'ecrou- 
frein 

W. 4 Rondelle de rac- 
cord d'arrivee 

W. 5 Garniture de sel- 
lette 

WX. 1 garniture inter- 
rompue en cuir 

R.H.IO 24 X i:> Vis 
de levier. 
4" X 5" Flotte 
en cui\Te. .. . 



.25 
.30 
,15 
.10 
.10 



.35 
.20 
.60 
.50 



.20 

.3=; 

.12 



.20 

.55 
.60 

.15 

.03 
.03 
.03 
.03 
.03 
.40 



V. 10 V. 15 




V. 1 



r zj n> 



V. 5 




f 



R. H..10.24x"/2 




tr 



V. 9 



V. 2 




Plate OD 1471.— If for 

OD 1474 or OD 1475 
bal! cock, add the letter 
O or D to number of part 
wanted. 

V. 1 Float Rod 25 

V. 2 Float Lever 30 

V. 3 Lever Leak 15 

V. 4 Seat Lever 10 

V. 5 fSlThumb screws .10 

V. 6 Seat plunger 35 

V. 7 Seat Case 20 

V. 8 Body 60 

V. 9 Seat 50 

V.IO Inlet Tube 20 

V.ll Shank 35 

V.12 Locknut 12 

V.14 Tail piece 20 

V.15 Outlet Tube 55 

V.16 Refill Tube 60 

V.17 Coupling Nut. . . .15 

W. 3 Locknut Washer .03 

W. 4 Tail piece 

Washer 03 

W. 5 Seat washer 03 

W.L. 1 Split leather 

washer 03 

R.H.IO 24 X H Lever 

Ecrev's 03 

4" X 5" copper 
Float 40 

OD 1471 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



nt* 



Gravure OD 1474. — Robinet flotteur pour reservoirs 

bas, complet avec flotte en cuivre S 3.00 

Pour pieces de rechange, voir page 194, gravure 1471. 

Plate OD 1474-— Ball cock for low tanks, complete with 

copper bail 5 3.00 

For repair parts, see page 194. Plate 1471. 

Gravure OD 1475. — Robinet flotteur pour reservoirs 

bas. complet avec flotte en cuivre S 2.75 

Pour pieces de rechange, voir page 194, gravure 147L 

Plate OD 1475.— Ball cock for low tanks, complete with 

copper ball * 2-' ^ 

For repair parts, see page 194, Plate 1471. 




OD 1474 






OD 1475 



OD 1476 

Gravure OD 1476.— Ecrou d'ac- 
couplement en cuivre nickele, pour 
ligature cuivre et valve de chasse. 

114" 1'^" 2" 
Chacun. .. .:, S -35 S .35 S .4*) 

Plate OD. 1476.— Nickel-plated 
brass spud and flush valve coupling 
nut. 

VA" 13-2" 2" 

Each $ .35 $. 35 S .40 



OD 1477 

Gravure OD 1477.— Ligature en 
cuivre. reduite pour tuyau de chute 
en cuivre nickele. 

2"xl.'4" 2"xl'i>" 
Chacune-.... S .70 S .75 

Plate OD 1477.— Brass reduced 
spud, for brass flush pipe. 

2"xU.i" 2"xlV2 
Each $ .70 S .7> 




yfr 





OD 1478 

Gravure OD 147S.— Ecrou-frein 

cuivre. pour ligature et valve de 

chasse. 

La douzaine S 3.00 

Plate OD 1478.- Brass lock nut 
for brass spud and flush valve. 

Per dozen S 3.00 




OD 1479 

Gravure OD 1479.— Rondelle d'e- 

crou d'accouplement. 

La douzaine S .50 

Plate OD 1479.- Coupling nut 

washer. 

Per dozen 5 -50 



OD 1480 

Gravure OD 1480.— Garniture en 

caoutchouc pour ligature cuivre. 

La douzaine . S .75 S -85 S .85 

Plate OD 14S0.— Brass spud rub- 
ber gasket. 

IK" IK" 2" 
Per dozen S .75 S .85 $ .85 



OD 1481 

Gravure OD 1481.— Anneau de 
friction pour ecrou d'accouplement. 

La douzaine $ .30 

Plate OD 1481.— Friction ring for 

coupling nut. 

Per dozen S -30 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



Gravure OD 1482.— Tuyaii d'a- 

limentation en cuivre nickele 
pour reservoirs eleves: 

H" 

Tel qu'illustre J6.00 

Gravure OD 1483.— A rejet. 
Chacun $7.20 

■ 

Plate OD 1482,— Nickel-ptated 
brass supply pipe for high up 
tanks; 

As illustrated S6.00 

Plate OD 148,>-— ^Vith Offset. 
Each S7.20 



Gravure OD I484*--Tuyati de 

chute en cuivre nickele pour 
reservoirs eleves: 

Ik", 1,^" 

Tel qu'illustre $4.50 $5.00 

Plate OD 1484.— Nickd-platei 
brass flush pipe, for high up 

tanks: 

As illustrated $4.50 $5-00 

Gravure OD 1485. — Tuyau de 

chu te en cuivre nickele avec 
ecrou d'accouplement pour re- 
servoirs eleves: -w/u n /tp 

Chacun $5.00 $5.50 

Plate OD 1485,— Nickel-plated 
brass flush pipe Avith couphng 
nut, for high up tanks: 

IM", 13^" 

Each S5.00 $5.50 







OD 1490 



7 



OD 1483 OD 1484 OD 1485 

Gravure OD 1490.— Collier a scellement ajustable, en cuivre 
nickele, pour tuyau de chute. \Vx'\ VA" 

La douzaine a2.00 $13.00 

Gravure OD 1491. — Le meme qu'a la gravure OD 1490' 
mais sans butoir caoutchouc. yg", l^" 

La douzaine. $6.25 $6.75 

Plate OD 1490. — Flush pipe, nickel-plated brass adjustable 
holder. 1 V, 1 }i" 

Per dozen S12,00 $13.00 

Plate OD 1491.— Same as Plate OD 1490, without bumper. 

Per dozen $6.25 56^75 OD 1492 

Gravure OD 1492.— Collier simple en Plate OD 1492.— Nickel-plated brass pipe 

cuivre nickele, pour tuyau d 'alimentation strap for supply and flush pipes. As lUus- 

etde chute. H". }i"> V4"^ VA" trated. %", W. V/i", IH" 

La douzaine $2.40 $2.50 S3.35 ?3.75 Per dozsn $2.40 $2.50 $3.35 ?3.75 

Gravure OD 1493.— Sans caoutchouc. Plate OD 1493.— Without rubber. 

La douzaine $2.20 $2.30 f3.00 S3.33 Per dozen $2.20 $2.30 $3.00 $3.35 
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OD 1495 

Gravure OD 1495.— Maillons nickeles pour Chaine de tirage de cabinet. 
La douzaine '. S 3.60 



Plate OD 1495.— Nickel-plated rod links for closet puHs. 
Per dozen 



S 3.60 




\A 



OD 1496 

Gravure OD 1496. — Levier et support de valve de reservoirs eleves. 

La douzaine. , . . S 4.80 

Plate OD 1496. — Lever and block for high up tanks. 

Per dozen ' S 4.80 



OD 1494 



OD 1497 



Gravure OD 1494. -Chaine de tirage nickelee et Gravure OD 1497. —Tirage, poignee porcelaineetguide. 

poignee. La douzaine $ 48.00 

La douzaine S 9.00 

Plate OD 1494.--Closet pull and nickel-plated Cham. Plate OD 1497.— Pull Guide and Chain pull. 

Per dozen S 9.00 Per dozen.. S 48.00 






OD 1498 



OD 1499 



OD 1500 




ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES '^^ 



Gravure OD 1498. — Poignee pour Gravure OD 1499.— Poignee pour Gravure OD 1500. — Valvedechas- 
y-h^ino Af tirao-p fini rhpnp. avec chaine de tiraee emaillee noir. se a action =;iphonique. Complete 

avec raccord de depart. \V\'\ IW. 
La douzaine $ 1.50 



chaine de tirage, fini chene, avec chaine de tirage 
anneau de caoutchouc. 



La douzaine S 6.00 



La dovizaine. S 23.00 25.00 



Plate OD 1498.— Closet Chain pull enamelled in black, 
natural oak with rubber ring. 



Plate op 1499.— Closet chain pull, piajg OD 1500.— Rush Syphon Val- 
ve, complete with tail piece. 



Per dozen S 6.00 



Per dozen S 1.50 



IK". IM". 
Per dozen S 23.00 25.00 
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ACCESSOIRES DE CABINET D'AISANCES - CLOSET COMBINATION ACCESSORIES 






OD 1502 

Gravure OD 1502.— Garniture ca- 
outchouc a nervure, pour valve de 
chassesiphonique, 11/" 11/" iv$" 

La douzaine , . . . S 1,50 ' 1.50 ' 1.50 

Plate OD 1502. -Feather edge tank 
syphon rubber washer. 

IH", IH". IM" 

Ppr dozen S 1.50 1.50 1.50 



Gravure OD 1505.— Robinet flot- 
teur sans boule, avec ecrou-frein et 
raccord d'arrivee droit, pour tuyau 
de fer; cuivre fondu. 

Chacun $ 1.00 

On peut le foumir au meme prix 
pour tuyau de plomb. 



OD 1503 

Gravure OD 1503.— Garniture ca- 
outchouc pour valve de chasse 

siphonique, j,^,,^ ^y,,^ ^j,„ 

La douzaine. . . S 1.20 1.20 ' 1.'26 



Plate OD 1503.— Rubber gasket 
for rush syphon valve. 

IM", IK". ^H" 
Per dozen.. . $ 1.20 1.20 1.20 




OD 1505 



OD 1504 

Gravure OD 1504.— Garniture ca- 
outchouc pour plongeur de valve 
de chasse siphonique. l}4", ly/' 

La douzaine $ 2,00 2.60 

Plate OD 1504.— Plunger rings for 
syphon Rush Valve. 

IK", ly/' 

Per dozen $ 2.00 2.60 

Plate OD 1505.— Ball cock less 
ball with lock nut and straight tail 
piece for iron pipe, cast brass. 

Each { 1.00 

Can also be supplied at same 
price, with tail, for lead pipe. 



"1 



OD 1506 

Gravure OD 1506. — Robinet flotteur sans boule, avec 
ecrou-frein et raccord d'arrivee droit pour tuyau de fer; 
cuivre fondu. 

Chacun $ 1.00 

On peut le fournir au meme prix, pour tuyau de plomb. 

Plate OD 1506.— Bal! cock less ball, with lock nut. 
and straight tail for iron pipe, cast brass. 

Each .' % 1.00 

Can also be supplied, at same price, with tail for lead 
pipe. 



Gravure OD 1508. — Cartouche-tampon pour 
le robinet flotteur OD 1506. Grosseurs: 

34". %"■ 

La douzaine $ 2.40 




^^.J^ 



OD 1507 

Gravure OD 1507.— Robinet flotteur sans boule, 
avec ecrou-frein et raccord d'arrivee droit, pour tuyau 
de fer; cuivre fondu. 

Chacun $ 1.00 

On peut le foumir au meme prix avec raccord d'arrivee 
pour tuyau de plomb. 

Plate OD 1507.— Ball cock less ball, with lock nut 
and straight tail for iron pipe, cast brass. 

Each $ 1.00 

Can also be supplied, at same price, with tail for lead 
pipe. 



Plate OD 1508.— Ball cock plug for our 
OD 1506 ball cock. Sizes: J^", 



// 



Per dozen $ 2.40 



OD 1508 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 






OD 1509 



OD 1510 



OD 1511 



BOULES EN CUIVRE POUR ROBINETS FLOTTEURS— COPPER BALLS FOR BALL COCKS 

Prix a la douzaine^ — Prices per dozen 

Sizes 



Grosseurs 


5" 


6" 


7" 


8" 


9" 


10" 


OD 1509.... 


. $ 4,50 


S 9.00 


$16.00 


S20.00 


S22.00 


$55.00 


OD 1510.... 


4.00 


5.50 


S.OO 


13.50 


23.00 


36.00 


OD 1511.... 


6.75 


7.50 


15.00 


25.00 


35.00 


43.00 



Gravure OD 1512,— Boule ovale en cuivre 
pour robinet fiotteur, 4" x 5". 

La douzaine.'. S 5.00 




Plate OD 1512.— Oval copper ball for ball 
cocks, 4" X 5". 

Per dozen S 5.00 



OD 1512 




OD 1513 

Gravure OD 1513. — Ligature coni- 
que. 11^' f m» 

La douzaine. ... $ 3.50 $ 4.00 





OD 1515 



OD 1514 



Gra\ure OD 1514. — Ligature cou- 

dee. VA"' 

La douzaine S 6.00 



Plate OD 1513.— Conical Connec- pj^^^ q^ 1514.— Rubber elbow. 
tion. -^y^,, i^.» 1^^.', 

Per dozen $ 3.50 $ 4.00 Per dozen S 6.00 



GrayureOD1515. 

ford. 

La douzaine. . . . 



Plate OD 1515. 

tion. 



^Ligature Twy- 
$ 4.20 $ 4.80 



Per dozen 



Twyfordconnec- 

IH" IM" 

S 4.20 % 4.80 



N. 



Gravure OD 1516.— Ligature conique "Des- 
marteau". 



Grosseurs: IK" IH" 

Courte, la douzaine $ 3.25 

Longue, la douzaine $ 4.25 $ 5.60 




Plate OD 1516.— "Desmarteau" Conical con- 
nection. 



Sizes: W^" 

Short, per dozen S 3.25 

Long, per dozen S 4.25 



IM" 



$ 5.60 



OD 1516 
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ACCESSOIRES DE CABINET D'AISANCES — CLOSET COMBINATION ACCESSORIES 



Gravure OD 1517.— Ligature coudee "Des- 
marteau" en caoutchouc. 

Grosseur; I.VX"- 

Courte, douzaine S 6-®** 

Longue, douzaine 7.00 




CD 1517 



Plate OD 1517.— "Desmarteau" Rubber el- 
bow. 

Sizeil^". 

Short, dozen $ 6.00 

Long, dozen 7.00 




OD 1518 



Gravure OD 1518.— Ligature coudee en caoutchouc, Plate OD ISlS.^Extra long rubber elbow with brass 
avec accouplement en cuivre, extra long: V.i". fitting, IM"- 



Tel qu'illustr^, complet, la douzaine 



$ 7.20 As shown, complete, per dozen $ 7.20 






OD 1519 



Gra-vure OD 1519.— Bou- 
lon de bride a plancher. 

La douzaine S 1.40 

Plate OD 1519.— Floor 

Flange bolt. 

Per dozen $ 1.40 



OD 1520 



Gravure OD I520.-Ron- 

delle nickelee. 

La douzaine 15 

Rondelle ronde au m§me 
prix. 

Plate OD 1520.— Nickel- 
plated washer. 

Per doz 15 

Round washer at same 
price. 



OD 1521 



Gravure OD 1521.— Te- 

te en porcelaine pour 
boulon de bride. 

La douzaine S 3.50 

Plate OD 1521.— Porce- 
laine head for flange bolt. 

Per dozen S 3.50 



OD 1522 



Gravure OD 1522.— Vis 
a chapeau nickele. 

La douzaine, cuivre $1.40 

acier 1.00 

Plate OD. 1522. -Closet 
screw with nickel -plated 
head. 

Per dozen, brass.. S 1.40 
steel... 1.00 
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OD 1524 

Gravure OD 1524, — Robinets a compression pour 
urinoirs. 

OD 1524 pour tuyau fer M"- 

Cuivre poli. La douzaine $27,00 

Cuivre nickele. La douzaine 30,60 

OD 1525, pour tuyau plomb }'2" 

Cuivre poli- La douzaine 28.20 

Cuivre nickele- La douzaine 31-80 

Plate OD 1524-^"Compression urinal Faucets. 
OD 1524, for iron pipe 

Polished brass. Per dozen 27,00 

Nickel-plated brass. Per dozen 30-60 

OD 1525 for lead pipe 

Polished brass. Per dozen 2S.20 

Nickel-plated brass. Per dozen 31-80 



OD 1526 

Gravure OD 1526. — Robinet a repoussoir pour urinoir; 
roulant sur biUes, filetage interieur ou exterieur, 

Cuivre poli. La douzaine S47.40 

Cuivre nickele. La douzaine 53.40 

OD 1527 "TYPE BOSTON^\ 

Cuivre poll. La douzaine 37.80 

Cuivre nickele. La douzaine 43.80 

Plate OD 1526, — Self-closing Urinal Faucets; roller 
bearing, inside or outside threads- 

Polished brass. Per dozen 47.40 

Nickel-plated brass. Per dozen 53,40 

Plate OD 1527,— "BOSTON TYPE" 

Polished brass. Per dozen 37,80 

Nickel-plated brass. Per dozen 43,80 





OD 1528 

Gravure OD^ 1528. — Raccord d'admisi^ion, pour urinoir, 
avec rosace, ecrou et accouplement coude; pour tuyau 
de fer ou plomb ; mentionnez lequeL 

Cuivre poli- La douzaine S37,80 

Cuivre nickele. La douzaine 41.40 

Plate OD 1528,— Urinal inlet connection, with flange 
nut and bent coupling, for iron or lead pipe, please 
mention if for lead or iron. 

Polished brass. Per dozen $37.80 

Nickel-plated brass. Per dozen 41 ,40 



OD 1529 

Gravure OD 1529.^ — Raccord d'emission pour urinoir; 
avec rosace, ecrou et accouplement coude, pour tuyau 
plomb ou fer; mentionnez lequel. 

Cuivre poli, La douzaine S52.80 

Cuivre nickele, La douzaine 56-40 

Plate OD 1529.— ITrinal outlet connection, with flange, 
nut and bent coupling, for iron or lead pipe, please 
mention if for lead or iron, 

Polished brass. Per dozen S52.80 

Nickel-plated brass, Per dozen 56.40 
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ACCESSOIRES POUR URINOIRS — URINAL ACCESSORIES 



Gravure OD 1530. — Raccord d'admission 
droit pour urinoir. 

Pour tuyau de fer, tel qu'illustre. 

Cuivre poll. La douzaine S19.80 

Cuivre nickele. La douzaine 23.40 

OD 1531 

Pour tuyau de plomb non montre 



Cuivre poll. La douzaine . . . 
Cuivre nickele. La douzaine 



SI6.80 
20.40 





Gravure OD 1532— 

Nourrice ovale a jet 
en cuivre nickele pour 
urinoirs "Shanks". 

Chacune S 2.50 



Plate OD 1532.— 

Nickel-plated brass 
oval spreader for 
"Shanks" urinals. 

Each S 2.50 



OD 1532 

Gravure OD 1534 — ^Nourrice a eventail 
assurant le lavage parfait de I'urinoir. 

Chacune 5^3.00 



Gravure OD 1538.— Tuyau 
de chasse en cuivre nickele. 

Coude Droit 
Pour "une 
stalle I 4.25 $ 3,50 

Pour deux 

stalles 6.75 

Pour trois 

stalles 7.50 

Four quatre 
stalles 10.50 

Pour cinq 

stalles U.50 

Pour six 

stalles 13.75 



6.00 
7.00 



10.00 [f 
11.00 J 



13.50 



K 1 



OD 1530 



OD 1534 




Plate OD 1530.— Urinal straight inlet 
connection. 

For iron pipe, as shown. 

Polished brass. Per dozen S19.80 

Nickel-plated brass. Per dozen . . $23,40 

OD 1531 

For lead pipe, not illustrated. 

Polish brass. Per dozen S16.80 

Nickel-plated brass. Per dozen . . $20.40 




Gra\ureOD1536.— 

Nourrice ajustable a 
jet, pour urinoir. 

Chacune $ 0.90 

Plate OD 1536.^ 

Nickel-plated brass 
adjustable urinal 
spreader. 



Each 



% .90 




OD 1536 

Plate OD 1534.— Urinal fan spreader, 
assuring a perfect washing of the urinal. 

Each $ 3.00 



OD 1538 



Plate OD 1538.— Nickel- 
brass urinal flush pipe. 

Offset Straight 
For one 
stall $ 4.25 S 3.50 

For two 

stalls 6.75 

For three 

stalls 7.50 

For four 

stalls 10.50 

For five 

stalls 11.50 

For six 

stalls 13.75 



6.00 

7.00 

10.00 

11.00 

13.50 







ACCESSOIRES POUR STALLES D'URINOIRS— URINAL STALL ACCESSORIES 



Gravure OD 1540.— 

Reservoir de chasse en 
fonteemaille. 

Grandeurs et Conte- 
nance. 

No 1—14" X 7" X 10" 
2H gals 

No2— 173^-rx9"slO" 
5 gals 

No 3—20" X 10" X 10" 

7 gals 

No 4—24" X 14" X 13" 
12 gals 




-1 



J 



OD 1540 



Plate OD 154(>.— En- 
amelled cast iron flush- 
ing tank. 

Size and Contents. 

No. 1—14" X 7" X 10" 
2Hgals 

No.2— 17Kx9"xlO" 
5 gals 

No.3— 20"xlO"xlO" 
7 gals 

No.4— 24"xl4"xl3" 
12 gals 



Complets avec valve de chasse automatique et inter- Complete with automatic anc3 intermittent flush valve. 
mitt en te. 

No 1 2 3 4 No. 1 2 3 4 

Chacun $15.70 $16.80 $18.30 S30.60 Each $15.70 S16.80 S18.30 S30.60 

CHARNIERES POUR STALLES D'URINOIRS —URINAL STALL HINGES 




OD 1546 

Gravure OD 1546. — Charnieres 
sans ressorts pour porta de stalles- 
Cuivre ou bronze nickele. 

La paire S6.00 



Gravure OD 1548. -Charnieres 
a ressort pour porte de stalle. 
Cuivre ou bronze nickele. 

La paire $17.60 



Gravure OD 1550.— Charnieres 
sans ressorts pour porte de 
stalles. Cuivre ou bronze nickele. 

La paire 511.80 



Gravure OD 1552. — Chamiere& 
a ressorts, a double effet, en cui- 
vre ou bronze nickele pour 
porte de stalle de 4' de hauteur. 
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OD 1548 



OD 1550 

Plate OD 1546. —Blank spring- 
less hinges for stall door, nickel- 
plated brass or bronze. 

Per pair S6.00 



f=^ La paire $27.20 




Plate OD 1548 

spring hinges, 
brass or bronze. 



-Stall Door 

nickel-plated 



Per pair S17.60 



Plate OD 1550.— Blank sprine:- 
!ess stall door hinges, nickel- 
plated brass or bronze. 

Perpair $11.80 



Plate OD 1552.— Double action 
nickel-plated brass or bronze 
spring hinges, for stall doors 4' 
high. 

Perpair.. $27.20 



OD 1552 
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ACCESSOIRES POUR STALLES D'URINOIRS- URINAL STALL ACCESSORIES 




CD 1554 



Gravure OD 1554. 

Gardjen de porte, 

cuivre ou bronze 

nickele. 

La douzaine S13.20 

Plate OD 1554.— 

Door k eeper, nickel - 
plated bra&s or 
bronze. 

Per dozen. , SB. 20 



Gravure OD 1556.— Charnieres a 

ressort piour porte de stalle, cuivre ou 
bron.ze nickele. 

La paire S l.*>0 

Gravure OD 1557. — Les memes Qu'a 
la gravure OD 1556. mais en cuivre 
plus epais. 

La paire S2A0 




Gravure OD 1558. 

Gardien de porte. 

cuivre ou 'bronze 

nickele. 

La douzaine S13.20 

Plate OD 1558.— 

Doorkeeper, nickel- 
plated brass or 
bronze. 

Per dozen.. §13.20 




OD 1558 



OD 1556 



Plate OD 1556. — Door spring hinges, 
for stall doors, nickel-plated brass or 
bronze. 

Per pair $ 1.90 

Plate OD 1557.— Same as Plate OD 

1556, except heavier. 

Per.'pair $ 2.40 






OD 1560 

Gravure OD 1560. — Verrous de 
porte, cuivre ou bronze nickele. 

No 1— Re^lier. Chacun. , S 4.00 
No 2— Plus fort. Chacun.. S 6.60 

Plate OD 1560.— Door bolts, 
nickel-plated brass or bronze. 

No. 1— Re.^lar. Each...- $ 4.00 
No. 2— Stronger S 6.60 



OD 1562 



Gravure OD 1562.-— Verrous in- 
dicateurs, cuivre^ou bronze nickele, 
poses avec OD 1564. 

Chacun S 2.00 



Plate OD 1562.— Indicators nickel- 
plated brass or bronze. 
Used with bolt OD 1564. 

Each ■ S 2.00 



OD 1564 

Gravure OD 1564. — Verrous de 
porte, cuivre ou bronze nickele. 

Chacun $ 4.00 

Plate OD 1564.— Door bolts, 
nickel-plated brass or bronze. 

Each $ 4.00 




Gravure OD 1566. — Poignee de tirage, cuivre ou bronze nickele. 

La douzaine S12.00 



Plate OD 1566. — Door pull, nickel-plated brass or bronze. 
Per dozen 



$12.00 



Gravure OD 1568.— Arret de porte, cuiwe ou bronze nickele; le plus 
ingenieux de son genre. 

La douzaine $29.50 

Plate OD 1568. — Door holder, nickel-plated brass or bronze; the most 

ingenious of its type. 

Per dozen $29,50 



OD 1566 
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ACCESSOIRES DE STALLES D'URINOIRS — URINAL STALL ACCESSORIES 






OD 157» 

Gravure OD 1570.— Arret de porte, 
cuivre ou bronze nickele, sans gache 
pour le verrou, reversible a droite 
ou a gauche. 

Chacun S3. 50 

Plate OD 1570.— Door keeper, 
brass or bronze, without bolt hole, 
reversible for right or left hand 
opening. 

Each S3.50 



OD 1572 

Gravure OD 1572.— Arret de porte 
avec gache pour verrou a mortaise, 
pour porte ouvrant a droite ou a 
gauche. 

Chacun 



OD 1574 

Gravure OD 1574.— Arret de porte 
pour clenchette, pour porte ouvrant 
a gauche ou a droite. 



$3.90 Chacun $4.00 



Plate OD 1572. — Door keeper for 
mortoise bolts, for right hand or 
left hand opening. 



Plate OD 1574.— Door keeper for 
throw latch, for right or left hand 
door opening. 



Each S3.90 Each 



S4.00 





aiQsit 



OD 1575 



OD 1576 



OD 1577 



^ 



Gravure OD 1575.— Vis a chapeau Gravure OD 1576.— Vis a chapeau 

en cuivre nickele. en cuivre nickele. 

La douzaine $5.60 La douzaine S3. 50 

Plate OD 1575.- Nickel-plated Plate OD 1576.— Nickel-pSated 

brass screw with caps. brass screw with cap. 

Per dozen S5.60 Per dozen S3.50 



Gravure OD 1577.— Vis tampon 
en cuivre nickele. 

La douzaine S4.80 

Plate OD 1577.— Nickel-plated 
brass screw with sleeve. 

Per dozen S4.80 




" MfT"^ '"''^^ '^ ''^^ ^ 

OD 1578 OD 1579 OD 1580 OD 1581 

Gravure OD 1579.— Chapeau a vis, 

Gravure OD lS78.^Vis tampon ™ cuivre n,ckel6. Gravure OD ISSl.^Rondelle en 

en cuivre Chapeau Ord. La douz Sl-oO cuivre nickele. 

T ^ Hnn7;iinP S5 10 ^^ iSSO.-Chapeau a jour. ^a douzaine S1.20 

La douzaine W-iu ^^ jouzaine S1.50 

Plate OD 1578 -Brass screw with P^^^ OD 1579.-Nickel-plated p,^,^ oD 1581. -Nickel-plated 
Zlil ^^3^s screw bonnets. ^^ass washer. 

^'^^^^- Closed bonnet, doz SI .50 

Ferdozen $5.10 oD I580.-Opened bonnet. Per dozen $1-20 

per dozen SI, 50 

205 .. 
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ACCESSOIRES POUR STALLES D'URINOIRS — URINALISTALL ACCESSORIES 





No. 1100 






No. 110[ 



Nu 1102 
OD 1582 



No. 11 OS 



No. 1104 



Gravure OD 1582.— Montants de Stalles en cuivre Plate OD 1582. — Stall Standards, nickel-plated brass, 
nickele, pour tube de IK", diametre exterieun for l^i" O.D. Tube. 



Pieces du haut 



Top Parts 



No 



Chacune No. 



Each 



1100— Section de bout, raccord de bout S 8.00 1100- 

llOl^Section courante, raccord de bout S 8.10 1101- 

1102— Section avant, raccord de bout $11.10 1102- 

1103— Coin droit, raccord droit S 9.40 1103- 

1104— Coin gauche, raccord de bout S 9.40 1104- 



■End channel, End fitting $ 8.00 

-Running channel, end fitting S 8.10 

-Front channel, end fitting. SU.IO 

-Right comer, straight fitting S 9.40 

-Left comer, end fitting $ 9.40 





No. IIOOA 



No. 1101 A 






NO.IJ02A 

OD 1583 



Ma. 1103A 



No. il04A 



Gravure OD 1583.— Montants de stalle en cuivre Plate OD 1583.— Stall Standard, nickel-plated brass 

nickele; pour tube IJ^", diametre exterieur. for ly^" O.D. tubing. 



Pieces du haut 



Top Parts 



No 



Chacune No. 



Each 



llOOA— Section de bout, raccord droit S 8.20 

UOIA— Section courante, raccord droit S 8.30 

1102A— Section avant, raccord droit SU .40 

1103A— Coin droit, raccord droit S 9.60 

1104.^— Coin gauche, raccord droit S 9.60 



llOOA' 
1101 A 

1102A 
1103A 
1104A- 



■End Channel, straight fitting S 8.20 

■Running channel, straight fitting S 8.30 

Front channel, straight fitting $11.40 

-Right comer, straight fitting S 9.60 

■Left comer, straight fitting. . . '. S 9.60 



Les prix sont cotes avec le? boulons illustres. Les vis 
r^ pressions, necessaires au fixage des tubes, sont fournies. 



Prices include bolts as shown on illustrations. Set screws 

are provided to secure tubing. 
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ACGESSOIRES POUR STALLES D'URINO IRS — URINAL STALL ACCESSORIES 





No. IIOOB 



No. IIOIB 






No. 1102B 
OD 1584 



No. 1I03B 



No. 1104B 



Gravure OD 1584.— Montants de Stalle en cuivre Plate OD 1584.— Stall Standards, nickel-plated brass 
nickele, pour tube de IH", diametre exterieur, for IW CD. Tubing. 



Tubing, 



Pieces du haut 



Top Parts 



No. 



Chacune No. 



Each 



llOOB — Section de bout, raccord de coin S 8.20 llOOB- 

IIOIB— Section courante, raccord de coin S 8.39 IIOIB- 

1102B — Section avant, raccord T S11.40 1102B- 

1103B — Coin droit, raccord de coin S 9.60 1103B- 

1104B— Coin gauche, raccord de coin $ 9.60 1104B- 



End channel, corner fitting S 8.20 

■End channel, comer fitting S 8.30 

Front channel, T fitting S11.40 

-Right comer, corner fitting S 9.60 

-Left corner, corner fitting S 9.60 





No. IIOOC 






No. llftlC 



NO.1102C 

OD 1585 



NO.1I03C 



No. 110-tC 



Gravure OD 1585. — Montants de stalles en cuivre 
nickele, pour tube de IH", diametre exterieur. 



Plate OD 1585.— Stall standard, nickel-plated brass 
for IK" O.D. Tubing. 



Pieces du haut 



Top Parts 



No' ■ 



Chacune No. 



Each 



llOOC— Section de bout, raccord T $ 8.50 

1101 C — Section courante, raccord T S 8.60 

H02C— Section avant, raccord T S11.60 

1103C— Coin droit, raccord T S 9.90 

1104C^-Coin gauche, raccord T S 9.90 



llOOC 
UOIC 
1102C- 
1103C 
1104G 



-End Channel, T fitting $ 8.50 

-Running channel, T fitting S 8.60 

■Front channel, T fitting $11.60 

-Right comer. T fitting S 9.90 

■Left corner, T fitting $ 9.90 



Les prix sont cotes avec les boulons illustres. 

Les vis pressions, necessaires au fixage des tubes, 

sont fournies. 



Prices included bolts as shown on illustrations. 

Necessary set screws are provided to 

secure tubing. 
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ACCESSOIRES DE STALLES D'URINOIRS— URINAL STALL ACCESSORIES 




^ _.^< 



^ 
<J^ 






111) 

Running 



1112 
Front 



OD 1586 



1113 
Righl Corner 



IIU 
Left Coroer 



Gravure OD 1586.— Montants de stalle en cuivre 
nickele, pour tube de IH". diametre exteneur. 

2^Jf^ Chacun 

1110— Monlant du bas, piece de bout S 7.80 

1111— Monlant du bas, piece courante S 7.9U 

1112— Montant du bas, piece avant * ^-50 

1 1 13— Montant du bas, piece de coin droit S S.Oll 

nil— Montant du bas, piece de com pauche.... S S.OO 

1115- -Montant du bas, piece de traverse S11.40 



Plate OD 1586. -Nickel-plated brass sLaJl sUndards, 

for Ub"O.D. Tubing. 



No. 

1110- 
1111- 
1112 
1113- 
1114 
1115 



Each 

Bottom standard end i^iece * 7.80 

-Bottom standard running piece $ 7.90 

-Bottom standard front piece S 9.50 

-Bottom standard right comer piece $ 8.00 

-Bottom standard left comer i)icce $ 8.00 

■Bottom standard cross piece SI1.40 



m 

fe 



m, 







1130 

Rifthl hoiii) i*licn on top 

Lrfl hand wliriJ oil lnjltoni 



1131 
Center 



U32 
1^1 hood when on lop 
Righl hand when on bollom 



OD 1587 



US4 
lUgKl liand 



1135 
Center 



1136 
Loft baud 



Gravure OD 1587 



Plate OD 1587 



No 

1130- 
1131- 
1132- 
1133 
1134- 
1135 
1136 



Chacun No. 



Bride de boul < 3-40 

Bride centrale * 3-**** 

Bride de bout S 3.40 

Lien angulaire $ ■**** 

-Support de section de bout $ 3.50 

Support de section centrale S 4.00 

■Supp^jrt de section de bout S 3.50 



1130— End Slirrup 

1131--Centre stirrup 

113Z-End slirmp 

1133— Anj^le clamp 

1134— End partition support 

1135— Centre partition support. 
1136— End partition suiiport 



» ' ' ' 



Each 

$ 3.4i 

$ 3.8' 

$ 3.4 

S .9 

S 4.0 

% 3.5 



Fournis avec vis pressions necessaires au 

fixage des lubes 



Necessarv' set screws are provided to 

secure tubing. 
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ACCESSOIRES DE STALLES D*URINOIRS -URINAL STALL ACCESSORIES 



*ca 



1137 







il3S 
Right Corner 



1139 
Froct 

OD 1588 



1140 

Cross 



1141 
Left Corner 



GravureOD1588.— 

No 1137— Lien angii'.aire S 1-00 

No 1138— LLen de section superieure. coin droit 5.60 

No 1139 — Lien de section suprrieure. avant.. . . 6.60 

No 1140— Lien de section superieure, traverse. . 7..^0 

No 1141— Lien de section superieure. coin gauche. 5.60 

Foiimis avec vis pression necessaires au fixage du tube. 

Prix sur deinande 



Plate OD 1588. - 

No. 1137 — Angle clamp S 

No. 1138— Top Partition clamp, right corner. . 
No. 1139— Top Partition clamp, front piece . . . 
No. 1140 — Top Partition clamp, cross piece. . . 
No. 1141— Too Partition clamp, left corner. . . . 



1.00 

5.60 
6.60 
7.30 
5.60 



Necessary set screws are provided to secure tubing. 

Price on application 





^c" 



^ 



"^% 




1143 
Extra Heavy Floor Flar.ge 

3»i" 



1144 
l!i"x4i^" 



1133 




1142 

Wall Flnnge 

3" 




1145 
2"x2"x3" 



1146 
1>^"0.D. Tubing 

OD 1.S89 



Gravure OD 1589.— 

No 1142— Rondelle murale % 2.50 

No 1143- Rondelle de plancher 3.80 

No 1144— Plaquette de lien 2.40 

No 1145— Lien angulaire extra-fort 3.50 

No 1146— Tube nickele, l.^s" de diametre 

exterieur. Le pied 1.80 

Foumis avec vis pression necessaires au fixage du tube. 

Prix sur demande. 



Plate OD 1589.— 

■ 

No. 1142— Wall flange .- S 2.50 

Nol 1143— Floor flange S 3.80 

No. 1144— Clamp plate 2.40 

No. 1145— Extra strong angle clamp 3.50 

No. 1146— Nickel-plated tubing I'^s" O-D. 

Perfoot S-8*» 

Necessary set screws are provided to secure tubing. 

Price on application 
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ACCESSOIRES DE SALLES DE TOILETTE-^ BATH ROOM ACCESSORIES 

CABINETS A MEDICAMENTS — MEDICINE CABINETS 

Gravure OD 1590. — Emaille 
blanc, glace de porte, 12 x 18", 
biseautee, avec 3 tablettes en 
verre. Largeur 16^4", hau- 
teur 23}-2'\ profondeur 5". 
Chacun S14.00 




OD 1590 



Gravure OD 1592 

Cabinet a medica- 
ments pour angle 
de mur, emaille 
blanc. 

Grandeurs exteri- 
eures : largeur 

•20U"> hauteur 
22K" Profondeur 

ml". 

3 tablettes en ver- 
re, ferrements nic- 
keles, glace de 
porte biseautee 
12 X IS". 

Chacun . . S25.fl0 



Plate OD 1590. — White 
enamelled, 16%" wide, 23" 
high. 5 %" deep, 3 glass shel- 
ves. 12 X 18" bevel mirror. 
Each S14.00 

Gravure OD 1591.— Emaille 
blanc, glace de porte 12 x 18" 
en verre ang!ais et biseautee, 
avec 3 tablettes en verre. Lar- 
geur 18", hauteur 23", pro- 
fondeur 5^4". 
Chacun. ..' $20.00 

Plate OD 1591. — White 

enamelled. 18" wide, 23" high, 
b^j" deep. 3 glass shelves, 
12 \ 18" bevel mirror plate 
in door. 
Each .S20.00 




OD 1591 




Plate OD 1592.— 

Medicine corner 
cabinet, white en- 
amel finish. 

Outside sizes: 

width 20 H", 
height 223^". 
depth lO^i". 

3 plate glass shel- 
ves, nickel-plated 
hardware, 12x18" 
bevel glass mirror 
in door. 



Each 



$25.00 



OD 1592 
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ACCESSOIRES 

DE SALLES DE 

TOILETTE 



Gravure^*'OD 1593.— 

Miroir emaille. 

Grandeur de glace 
15 X 20". 

Grandeur entiere 
18 X 23. 

Miroir en verre anglais. 

Glace biseaut6e. 

Chacun S 9.00 



Gravure OD 1594.— Mi- 
roir emaille blanc, verre 
anglais. 

Grandeur de glace, 
14 X 24". 

Grandeur totale, 16 x 26". 

Glace biseautee. 
Chacun $10.20 

Gravure OD 1595. 

Grandeur de glace, 12x15". 

Grandeur totale, 131^x17". 

Glace biseautee. 
Chacun S 6.40 



OD 1593 




BATH 

ROOM 

ACCESSORIES 



Plate OD 1593.— White 

enamelled mirror. 

Glass size, 15 x 20". 



Overall size, 18 x 23 



// 



British mirror plate. 
Bevelled glass. 

Each 5 9.00 



Plate OD 1594.— White 

enamelled mirror, british 

I)late glass- 
Size of glass, 14 X 24". 
Overall size, 16 x 26". 
Bevelled glass. 

Each S10.20 



Plate OD 1595. 

I 

Size of glass 12 x 15". 
Overall size, 13V^xl7". 

Bevelled glass. 
Each. S 6.40 



OD 1594 



'■AH 






> 

I 




t , l/ ' 



V 



/ 




■;H 



:«• 



-\ 



m 



!:hil II 



'iH.| 






'^yy 



--:i- 



:Wi 




m^ 




a 



^ 








7 \ 



ACCESSOIRES DE SALLES DE TOILETTE — BATH ROOM ACCESSORIES 




MIROIRS EMAILLES BLANC 



OD 1596 



WHITE ENAMELLED MIRRORS 



Gravure OD 1596.— Miroir emaille. Grandeur de Plate OD 1596.— Glass size, 14 x 28". Overall 

glace, 14x28". Grandeur totale 17i2x32'-2". 17?'2x32i2"- 

Avec glace biseautee §16.00 With bevelled glass S16.00 

Gravure OD 1596' ...-Grandeur de glace, 16x34". Plate OD 15961;.— Glass size 16 x 34". Overall size 

Grandeu*- totale, 19i2 x 37'v. 19' 2 x 37U". 

Avec glace biseautee S22.00 With bevelled glass §22.00 



J 



Gravure OD 1597.--Encadre- 
ment emaille 1^ 2"- coins arrondis. 

Glace 





Dimensions 
12 X 20" 
14 X 24" 
16 X 28" 



biseautee 
S 6.50 
S 8.00 
§12.00 



Plate OD 1597. — U4" White 



enamelled frame, round corners. 



Dimensions 
12 X 20" 
14 X 24" 

16 X 28' 



(/ 



Bevelled 
Glass 
S 6.50 
$ 8.00 
S12.00 



Gravure OD 1598.— Combinaison 
de miroir, lumiere applique porte- 
savon. porte-verre, porte-ser\dette et 
tablette. 

Chaciin §50.00 



Plate OD 1598.— Mirror combina- 
tion with electric light bracket, shelf, 
glass holder, soap holder, towel bar. 

Each S50.00 



Gravurs OD 1599. - Encadre- 
ment emaille de 13 2- oval. 

Glace 



Dimensions 
12 X 20" 
14 X 24" 
16 X 28 



// 



biseautee 
$ 6.'>0 
S 8.00 
S12.00 



Plate OD 1599. — llo" 
enamelled frame oval shape. 

Bevelled 

Dimensions Glass 

12 X 20" S 6.50 

14x24" S S.OO 

16 X 28" 512.00 



white 
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ACCESSOIRES DE SALLES DE TOILETTE — BATH ROOM ACCESSORIES 




- 1 

OD 1600 

GravureOD 1600.- Chaise tmaillee, en bnisdebouleau. 
tres forte et d'line apparence elegante. Hauteur du 
dossier 11 ]■■>", largeur du siege 17". 
Chacune S15.00 

Gravure OD 1601.— La meme qu'a ta gravure OD 
1600, mais recouverte de pyralin. 

Chaame S40.00 

Plate OD 1600,- Birch white enamelled chair, very- 
strong and neat in appearance. Height of back 17} i>". 

Width of seat 17". 

Each S15.00 

Plate OD 1601.— Same as Plate OD 1600, except with 
pyralin sheatiag. 

Each S40.00 

OD 1602 

Gravure OD 1602. — Siege de baignoire en bois dur 
emaille blanc, bouts des supports d'acier recouverts 
de caoutchouc. Longueur 20", largeur 5^"- 

Chacun S 3.00 

Plate OD 1602. — Hardwood white enamelled bath seat, 
steel arms with ends covered with rubber. Length 20". 

Width 5 H"- 

Each S 3.00 





OD 1603 . ,; - 

Gravure OD 1603. — Tabouret emaille. en bois de 
bouleau. Hauteur 17". Diametre du siege 14". 
Chacun .S 9.00 

Gravure OD 1604. — Le meme qu'a la gravure 

OD 1603, mais recouvert de pvralin. 

Chacun S24.90 

Plate OD 1603. — White enamelled birchwood stool. 

Height 17". Diameter of seat 14". 

Each S 9.00 

Plate OD 1604.— Same as Plate OD 1603, e.^cept \\'ith 

pvralin sheating. 

Each S24.00 




OD 1695 

Gravure OD 1605.— Siege de baignr.ire en chgae, bouts 
des supports d'acier recouverts en caoutchouc. Lon- 
gueur 20", largeur 5'.i". 

Chacun S 1.25 

Emaille blanc, chacun S 2.00 

Plate OD 1605. — Oak bath seat, ends of steel arms are 
covered with rubber. Length 20". Width 5^ i". 

Each S 1.25 

Enamelled white, each S 2.00 




OD 1606 

Gravure OD 1606. — En bois dur, supports a bouts 
Carres recouverts de caoutchouc. 

Fini chene, chacun S 3.00 

Emaille blanc, chacun S 3.50 

Pyralin, chacun S25.00 

Plate OD 1606. — Hardwood seat square ends rubber 
covered hangers. 

Oak finish, each ; S 3.00 

White finish, each S 3.50 

Pyralin, each 525.00 
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ACGESSOIRES DE SALLES DE TOILETTE ~ BATH ROOM ACCESSORIES 



Cravure OD 1608.— Siege de baignoire 
ajustable et amovible, s'ajustant a toute 
baignoire, au bout ou au cote. Fait de 
bois dur, emaille de celluloid blanc : absolu- 
ment impermeable. 

Chacun S^-OO 




Plate OD l(i08.-'Adjustable and folding 
bath seat, can be ajusted to any bath to 
the end or sides. Made of hardwood. 

Finished in white celluloid enamel. 

Each $ 9.00 



OD 1608 




A 
A 



OD 1609 

-Montrant le siege dans la baignoire 
-Showing the seat inside of the tub. 



Plate OD 1609. — Adjustable bath tub seat 
with steel arms and with feet with rubber tips. 
The legs fold under the seat, thereby not taking 
much place in your bath room when not in use. 

The size of the seat is UH" lo"g. '^H" wide and 
stands 11 U" high. 

^Vhite enamel finish. 

Price on application. 



Gravure OD 1609. — Siege de baignoire ajusta- 
ble avec crochets d'acier et bouts des pattes 
garnis de caoutchouc. Les pattes se replient, 
le rendant peu embarrassant quand il n'est pas 
en usage. 

Les d jmensions sont les suivantes : longueur 
1434", largeur 7%", hauteur debout IV4. 

Fini emaille blanc. 

Prix sur demande. 
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OD 1609 

Montrant le sifege a Texterieur de la baignoire. 
B— Showing the seat outside of the tub. 
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ACCESSOIRES DE SALLES DE TOILETTE — BATH ROOM ACCESSORIES 



GravureOD1610.— 

Porte- serviettes a ge- 
nouill&re, en cuivre 
nickele. 

3 Branches % x 17" 

Chacun S 3.30 

2 Branches ^-g x 17" 
Chacun S 2 70 




Plate OD 1610.— 

Swinging towel 
^^ rack, nickel-plated 

"jJP brass. 



\§/ 



OD 1610 



Three arms, % x 17" 

^JJD Each S 3.30 

Two arms f4 x 17" 
Each S 2.70 
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OD 1611 

Gravure OD 1611. — Porte- serviettes a genouill^re en 
cuivre nickele, deux branches. Longueur, 15". 

Chacun S 1 .50 

Plate OD 1611. ^Swinging towel rack two arms, nickel- 
plated brass. Length, 15" 

Each $ 1.50 



OD 1614 

Gravure OD 1614. — Porte-serviettei a genouitlere en 
cuivre nickele, trois branches, Longueur, 15". 

Chacun S 2.00 

Plate 1614. — Swinging three arms towel rack, nickel- 
plated brass. Length, 15" 

Each 5 2.00 





OD 1612 . 

Gravure OD 1612.— Porte-serviettes a genouillere en 
cuivre nicl^ele, branches de M x 7}4" 

A deux branches, chacun S 2.75 

A trois branches, chacun S 3.50 

Plate OD 1612. — Swinging towel bars, nickel-plated 
brass, arms are % x 73^". ; 

Two arms, each '. . . $ 2.75 

Three arms, each S 3. 50 



OD 1615 

Gravure OD 1615. — Porte-serviettes en cuivre nickele, 
tige ^'g X 8", rosace de hxage l%". 

Chacun $ 1 .00 

Gravure OD 1616.— Le meme qu a la gravure OD 1615 
mais droit. 

Chacun $ 1.00 

Plate OD 1615. — Nickel-plated brass towel pin, size of 
pin^xS", baselM". 

Each S 1.00 

Plate OD 1616.— Same as Plate 1615, except straight. 
Each S 1.00 






OD 1613 

Gravure OD 1613. — Porte-serviettes a rouleau, tube 1", 
rosaces de fixage 2H", projection 2}4"t longueur 18"; 
cuivre nickele. 

Chacun S 4.25 

Plate OD 1613. — Nickel-plated brass roller towel bar. 
Tube 1", bases 2}4'\ projection 2J^", length 18". 

Chacun $ 4.25 



OD 1617 

Gravure OD 1617. — Porte-serviettes en cuivre nickele, 
tube 3^", rosaces, 2}4'\ projection, 2>^". 

15'' 18" 24" 

Chacun $ .90 1.00 1.10 

Plate OD 1617.— Nickel-plated brass towel bar, tube 
yo", base 2}4, projection 2'^. 

15" 18" 24" 

Each S .90 1.00 1.10 
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ACCESSOIRES DE SALLES DE TOILETTE— BATH ROOM ACCESSORIES 




OD 1620 



Gravure OD 1620.-Porte-sen'iettes en cimTe nickele. 
tube, H"- rosaces de fixage, 214';. projection 2h - 



Longn-ie-urs, 
Chacun 



18' 
S 1.80 



24 
S 2.00 



Plate OD 1620.— Nkkel-plated brass towel bar, tube 
3.j", base 2H". projection. 2^"- 

30" 36" Lengths 

$ 2.30 $ 3.00 Each 





OD 1621 



Gravure OD 1621 .— Porte-serviettps avec barre opaline 
et supports en cuivre nickeles. projection 2^2", barre 

Longueurs io » "; -« 

Chacun S 2.50 S 2.70 

Gravure OD 1622.— La meme qu a la sravure OD 1621 , 

mais avec barre en crystal h" 

Lon,£nieurs 18 ^^ 

Chacun S 1-80 S 2.00 



Plat? OD 1621.— Opal towel bar with nickel-plated 
brass posts; projection 2}^", bar %" 



30" 
S 3.00 



Lengths 
Each 



Plate OD 1622.— The same as Plate OD 1621, except 
with U'\ crysia! bar. 

30" Lengths 

S 2.20 Each 




OD 1623 



Gravure OD 1623.— Porte-serviettes en acier emaiUe, 

barre:de <A" de diametre. 

Loneueurs lo --+ 

Chacun S 5.00 S 5.40 



Plate OD 1623.— Enamelled steel towel ^bar, J4" 

diameter 

30" 
S 6.75 



Lengths 
Each 




Gravure OD 1624. 

11 ^"diametre 

I,ongueurs 
Chacun 



OD 1624 

-Porte-serviettes en acier emaille, Plate OD 1624.— Enamelled steel towel bar, 1^" 

diameter bar. 

18" 24" ' 30" 36" Lengths 

S 6.00 S 6.75 S 8.70 S10.85 Each 




OD 1625 



Gravure OD 1625. — Porte-serviettes en acier angulaire 

emaille, barre de %". 

Longueurs 12" 18" 

Chacun $ 2.70 $ 3.15 



Plate OD 1625. 

34" diameter bar, 
24" 
S 4.05 



-Enamelled angle steel towel bar. 



30" 
5.55 



Lengths 
Each 
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ACCESSOIRES DE SALLES DE TOILETTE — TOILET ROOM ACCESSORIES 




Gravure OD 1626. 
^^' carre. 

Longueurs 
Chacun 



OD 1626 

-Porte-serviettes en acier emaille, Plate OD 1626.— Enamelled steel towel bar s,/' square. 



18" 
S5.25 



24" 
S6.00 



30" 
S7.50 



Length 
Each 




Gravure OD 1627. 

a 5 branches de 6''. 

Largeur, 12" 
Chacun 



CD 1627 

-Porte-serviettes en acier emaille. Plate OD 1627 

5 sprongs, 6". 

Wide, 12 inches. 
S 4.50 Each 



-Enamelled steel towel rack with 



S 4.50 



CORBEILLES A SERVIETTES - TOWEL BASKETS 






OD 162S 

Gravure OD 1628.— Corbei lie a 
serviettes appHque en cuivre nickele 

Grandeur 19 x 11". 

Chacune S16.00 

Plate OD 1628.— Nickel-plated 

brass wall towel basket. 

Size 19 X 11". 

Each S16.00 



OD 1629 

Gravure OD 1629.— Corbeille a 
serviettes applique en acier ennaille, 

Grandeur, 12 x 6"- 

Chacune S18.00 

Plate CD 1629.— Enamelled steel 
wall towel basket. 

Size 12x6". 

Each S18.00 



OD 1630 

Gravure OD 1630. ~ Corbeille a 
serviettes en cuivre nickele-. 

Grandeur 19n X 10" 

Chacune S28.00 

Plati OD 16S0.-Xicl<el-plaLed 
brass towel basket. 

Size 19-!.i X 10". 

Each S28.00 
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ACCESSOIRES DE SALLES DE TOILETTE— TOILET ROOM ACCESSORIES 



Gra vu re OD 

1632.— 'Neces- 

saire de salle cie 
toilette compre- 
nant 8 morceaux 
en acier emaille, 
fourni avec vis a 
teteovale 
emaillee. 

Complet tel que 
decrit plus has. 

$ 5.75 




Plate OD 1632 

Toilet room ac- 
cessories set, 
made of 8 pieces 
in enamelled 
steel, furnished 
with oval head 
enamelled 
screws. 

Complete as des- 
cribed below. 

5 5.75 



OD 

Porte-verre applique, 3]^ X 13'2"de profondeur.. $ .70 

Porte-brosse a dents applique 45 

Porte-papier applique 5}4", a rouleau bois 50 

Porte-savon applique 3^-^ x 4^9 70 

Porte-serviette ^4 x 18",' T 1.15 

Porte-serviette U x 24" 1.70 

Crochet pour cuir a rasoir IV^" .25 

Crochet a habit 2" 30 



1632 

Wall tumbler holder, 3?^ x IJ^" deep $ .70 

Wall tooth brush holder 45 

Wall toilet paper 5>^". wood roller 50 

Wall soap dish, 3M x 4?^" 70 

Towel bar, 34x18" 1.15 

Towel bar, 3,^x24" 1.70 

Razor strap hook IV^" 25 

Robe hook 2" 30 





OD 1633 

Gravure OD 1633. — Porte-blaireau en cuivre nickele, 
rosace de fixage, 2y^" 

La douzaine S 5.25 

Plate OD 1633. — Nickel-plated brass shaving brush 

holder, wall base, 2^-^" diameter. 

Per dozen $ 5.25 



OD 1634 

Gravure OD 1634. — Porte-balai en cuivre nickele. 
La douzaine $12.80 

Plate OD 1634. — Nickel-plated brass whisk broom 

holder. 

Per dozen 512.80 




Gravure OD 1635. — Porte-brosse a anneaux. en cuivre 
nickele. 

Pour quatre brosses S 0.40 

Pour six brosses $ .50 



Plate OD I63S.— Heavy loop tool brush holder. 

For four brushes $ 0.40 

For six brushes $ .50 






OD 1636 
Gravure OD 1636.— Porte-brosse 
en acier emaille, pour cinq brosses a 
dents. 

Chacun $ t.95 

Plate OD 1636.— Enamelled steel 
tooth brush holder, for five brushes. 
Each S 1*95 



OD 1637 
Gravure OD 1637. — Porte-brosse 
a dents en cuivre nickele. 
Nombre d'anneaux 2 3 4 5 
La douzaine .60 .90 1.15 1.40 

Plate OD 1637. - - Nickel-plated 
brass tooth brush holder. 
Number of rings 2 3 4 5 
Per dozen ^fit .90 1.15 1.40 




OD 1638 

Gravure OD 1638. -Porte-brosse 
en acier emaille, pour cinq brosses a 
dents. 

Chacun. $ 1.20 

Plate OD 1638.— Enamelled steel 
tooth brush holder for five brushes 
Each $ 1.20 
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ACCESSOIRES DE SALLES DE TOILETTE—TOILET ROOM ACCESSORIES 




OD 1639 

Gra\ure OD 1639.— Porte-brosse 
en acier emaille pour etre pose dans 
!a tuile, pour quatres brasses a dents. 

Dimensions A}4 x 3 x IH" de pro- 
fond eur. 

Chacun 5 4.50 

Plate OD 1639.— Enamelled steel 
tooth brush holder to be fitted in the 
tile. Dimensions, 4>2" x 3, IH" deep. 

Each S *'50 




OD 1642 

Gravuxe OD 1642. — Porte-brosse 
at porte-verre en cuivre fondu et 
nickele, pour cinq brasses a dents, 
verre non compris. 

Chacun § 1-20 

Plats OD 1642.— Nickel-plated 

cast brass tooth brush and tumbler 

holder, for five brushes, tumbler not 

included 

Each =? 1-20 

Gravure OD 1645.— Porte-verre 
nickele sur cuivre, complet avec vis. 

La douzaine S 7.20 




OD 1640 

Gravure OD 1640.— Porte-verre et 
porte-brosse applique en acier 
emaille. 

Chacun $ 4-80 

Plate OD 1640.-^311 combination 
tooth brush and tumbler holder, en- 
amelled steel. 

Each S4.80 




OD 1643 

Gravure OD 1643.— Porte-brosse 

et porte-verre ^en cuivre nickele, 
pour 6 brosses a dents. 

Chacun S 1.75 

Plate OD 1643.— Nickel-plated 

brass tooth brush and tumbler 
holder, for 6 brushes. 

Each S 1-75 
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OD 1645 
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OD 1641 

Gravure OD 1 641 .-Porte-brosse 
et porte-verre en cuivre nickele, 

Douzaine $ 9.00 

Plate OD 1641.— Nickel-plated 
brass tooth brush and glass holder 
combination. 

Dozen $ 9.00 




OD 1644 

Gravure OD 1644.— Porte-brosse 
et porte-verre en acier emaille, 
pour etre pose dans la tuile. 

Chacun S 9.75 

Plate OD 1644.— Enamelled steel 
tooth brush and tumbler holder, 
to be fitted in the tile. 

Each ; S 9.75 

Plate O D 164 5 .—Nickel-plated 
brass tumbler holder, complete with 
screws. 

Per dozen S 7.20 
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ACCESSOIRES DE SALLES DE TOILETTE -TOILET ROOM ACCESSORIES 




OD 1646 

Gravure OD 1646.-'Porte-verre en 

cuivre fondu et nickele. 

Chacun S 1.30 

Plate OD 1646.— Nickel-plated 
cast brass tumbler holder. 

Each S 1 .30 




OD 1649 

Gravure OD 1649.— Porte-verre en 

cuivre londu et niclcele. 

Chacun S 1.10 

Plate OD 1649. --Nickel-plated 
cast bras5 tumbler holder. 

Each S 1.10 




OD 1652 

Gravure OD 1652. — Porle-verre en 
acier emaille, pour etre pose dans la 
tuile. Dimensions, 3>4 x 6 x 1%" 
de profondeur. 

Chacun S .=j.40 

Plate OD 1652.— Enamelled steel 
tumbler holder, to be fitted in the 
tile. Dimenfions. 3-ix6xl?4"deep. 

Each S 5.40 



^'* 





OD 1647 

Gravure OD 1647.- Porte-verre en 
cuivre fondu et nickele. 

Chacun S 1.30 

Plate OD 1647.— Nickel-plated 
cast brass tumbler holder 

Each S 1-30 



OD 1648 

Gravure OD 1648.— Porte-verre en 

Cuivre nickele. 

Chacun S 1.20 

Plate OD 1648.~Nickel-plated 
brass tumbler holder. 

Each S 1.20 





OD 1650 



OD 1651 



Gravure OD 1650. — Porte-verre en^[ Gravure OD 1651. — Porte-verre en 

acier emaille cuivre nickele. 

Chacun.. S 2.70 Chacun.. , S 1.25 

Plate OD 1650. —Enamelled steel ![ Plate OD 1651.— Nickel-plated 

tumbler holder brass tumbler holder. 

Each S 2.70; [ Each S 1.25 





OD 1653 



Gravure OD 1653. — Porte-verre 
applique en acier emaille. 

Chacun S 3.30 

Plate OD 1653.— Enamelled steel 
■\\'an tumbler holder. 

Each S 3.30 



OD 1654 

Gravure OD 1654. — Porte-verre en 
acier emaille pour etre pose dans la 
tuile. Dimensions, 3J.^ x 6 x 1?^" 
de profondeur. 

Chacun S 5.40 

Plate OD 1654. —Enamelled steel 
tumbler holder, to be fitted in the 
tile. Dimensions 3Hx6xlH" deep. 
Each $ 5.40 
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ACCESSOIRES DE SALLES DE TOILETTE — TOILET ROOM ACCESSORIES 






OD 1656 

Gravurs OD 1656. — Porte-verre et 

porte-savon en cuivre nickele. 



OD 1657 

Gravure OD 1657. — Porte-verre et 
porte-savon en cuivre fondu. et 
nickele, coupe amovible d'Opaline. 



OD 1658 

Gravure OD 1658. ^Porte-verre et 
porte-^avon en cuivre fondu, et 
nickele, coupe arnovible d'Opaline. 



Chacun $ 3.00 Chacun $ 3.60 Chacun S 



3.60 



Plate OD 1656.— Nickel-plated 
brass tumbler and soap holder. 



Plate OD 1657.— Nickel-plated 
cast brass tumbler and soap holder, 
with removable opal slab. 



Plate OD 1658.— Nickel-plated 
cast brass tumbler and soap holder 
with removable opal slab. 



Each S 3.00 Each S 3.60 Each S 3.60 
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CD 1659 

Gravure OD 1659. — Porte-verre et 
porte-savon en acier emaille, coupe 
opaline amovible. 4 x 6". 

Chacun $ 6.00 

Plate OD 16.59.- Combination 
tumbler and soap holder, with inset 
opal tray 4 x 6". 

Each S 6.00 



OD 1660 

Gravure OD 1660. — Porte-verre et 
porte-savon en acier emaille pour 
etre fixe dans la tuile. 

Dimensions 4J--2 x9 x l?'i" profond. 

Chacun S11.25 

Plate op 1660.--Enamened steel 
combination tumbler and soap 
holder, to be fitted in the tile. 

Dimensions 4}^ x 9", l^^" deep. 

Each Sll.25 



OD 1661 

Gravure OD 1661. — Porte-verre et 
porte-?avon en acier emaille avec 
coupe opaline 4 x 5^i". 

Chacun S 6.00 

Plate OD 1661.— Enamelled steel 
combination tumbler and soap 
holder, with 4 x 5M". i^s^t opal 
dish. 

Each S 6.00 
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ACCESSOIRES DE SALLES DE TOILETTE — TOILET ROOM ACCESSORIES 




OD 1664 

Gravure OD l(i64.-^Porte-savon applique, en cuivre 
jiickele.tavec coupe opaline amovible. 
Dimensions, 4M x 3M x IH" de profondeur ■ 

Chacun 5 ^-^^ 

Gravure OD 1665.— Le meme un peu plus grand. 

Dimensions, 5M x 4 x IK" profondeur. 

Chacun Sl-50 

Plate OD 1664.— Nickel-plated brass wall soap holder, 

with opal cup insert. 

Dimensions 4^4 x 3)4 x VA" deep. 

Each §1-25 

Plate OD 1665.~Same as above, but larger. 
Dimensions 5H x 4 x l}4" deep S 1.50 




OD 1669 

Gravure OD 1669. — Porte-savon applique en cuivre 
nickele. 

Largeur 33^ ".1 Longueur 4^". 

Chacun S 0-45 

Plate OD 1669.— Nickel-plated brass wall soap 
holder. 

Width 3K". Length 4^8"- 

Each $ 0.45 




OD 1666 



Gravure OD 1666.— Porte-savon applique, en cuivre 

nickele, avec grillR nickelee amovible 

Chacun S 1.20 

Plate OD 1666. — Nickel-plated brass wall soap holder, 
with detachable nickel-plated strainer. 

Each S 1.20 





OD 1667 



Gravure OD 1667.— Porte-savon applique en cuivre 

nickele. Grandeur coupe 3H x 5". 

Chacun § l-^"* 

Plate OD 1667.— Nickel-plated brass wall soap holder. 
Size of dish. 3^x5". 

Each S 1.00 



OD 1670 

Gravure OD 1670. — Porte-savon en acier emaillfe pour 
baignoire. 

Chacun S 2*55 

Plate OD 1670. — Enamelled steel bath soap holder. 
Each S 2.55 





OD 1671 



OD 1668 



Gravure OD 1671.— Porte-savon en cuivre nickele pour 
Gravure OD 1668.— Porte-savon applique en cuivre Jjaignoire 



Chacun 4^ x 3U x l}4" profond. . . S 1.25 



nickele. 

LargeurSK"- Longueur 4K"- Profondeur IK" S .90 „ , ^ * . =« 

Largeur4". Longueur 51^". Profondeur IK" 1-00 Chacun 5^^ x 4" x Ik profond S 1.50 

Plate OD 1668. — Nickel-plated brass wall soap piate OD 1671.— Nickel-plated brass bath soap holder. 

f^.. Width3K". Length 4H"- Depth IH" 90 Each 4M x 3M x VA" deep S 1.25 

Width 4". Lengths'^". Depth 1^" 1-00 Each 5J^ x 4 x VA" deep S 1.50 
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ACCESSOIRES DE SATXES DE TOILETTE- TOILET ROOM ACCESSORIES 



Adju^stableSoapDish 




I 



Tmm 



OD 1674 



Gravure OD 1674.— Porte-savon en fil de laiton nickele, Plate OD 1674.— Nickel-plated brass wire faucet soao 
.r....^^u^^^ ...„ „u:„„.„ holder. 




s'accrochant mix robinets. 

Dimensions, 412 x 2J4" profondeur. 

Chacun S 1.25 



Dimensions. 4J^ x 2]^" deep. 
Each S 1.25 



Gravure OD 1675.— Lememequ'a la gravure OD 1674, Plate OD 1675.— Same as Plate OD 1674, except 



mais plus grand et plus fort. 

Din^ensions, 514 x 3.U x Ij-i" profondeur. 

Chacun $ 1.50 



larger and stronger. 

Dimensions, 5}i x 3^' x IJ^" deep. 

Each s 1.50 




OD 1676 : 

Gravure OD 1 676.- -Porte-savon 
applique en acier emaille, avec 
coupe opaline. 

Dimensions, 4 x 6". 

Chacun 5 3-30 

Plate OD 1646.— Enamelled steel 
wall soap holder with opal cup insert 

Dimensions, 4 x 6". 

Each * S 3.30 




OD 1679 

Cra vu re O D 1 679 . — Porte-savon 
en acier emaille, pour etre pose dans 
la tuile. 

Dimensions, 4K" de long, 3" de 
large, 13.4" de profondeur. 

Chacun S 4.35 

Plate OD 1679.— Enamelled steel 
wall soap holder, to be setted in tile. 

Dimensions 4}-i" long, 3" wide, 
lM"deep. 

Each $ 4.35 




OD 1677 

Gravure OD 1677. — Porte-savon 
applique en acier emaiile. 

Dimensions, 3^-? x 5". 

Chacun $ 2.25 

Plate OD 1677.— Enamelled steel 
wall soap holder. 



Dimensions, 314 x 5". 
Each 



S 2.25 




OD 1680 

Gravure OD 1680. — Porte-savon 

applique en acier emaille, avec 
coupe opaline amovible. 

Dimensions, 4" x Sj/i"- 

Chacun S 3.00 

Plate OD 1680.— Enamelled steel 
wall soap holder, with removable 
opal cup. 

Dimensions, 4" x 5>2" 

Each -. S 3.00 




OD 1678 

Gravure OD 1678,— Porte-savon 
applique en acier emaille- 

Dimensions, 4x5". 

Chacun S 2.70 

Plate OD 1678.— Enamelled steel 
wall soap holder. 

Dimensions. 4 x 6" 

Each S 2,70 




OD 1681 

Gravure OD 1681-— Porte-savon 
liquide, cuivre et cristal, en usage 
dans les bureaux, fabriques, insti- 
tutions, etc., partout ou le savon 
liquide est le plus pratique, 

Prix sur demande. 

Plate OD 168h— Bra^s and glass 
liquid soap dispenser for general use 
in offices, manufactures, institu- 
tion?, etc, where liquid soap is the 
most practical. 

Price on application. 





o 



!ni 



V , 





s 



'■ 1 




1 t\u\' 





• Mn 



* •- 




^ 






: 





ACGESSOIRES DE SALLES DE TOILETTE - TOILET ROOM ACCESSORIES 




OD 1684 

Gravure OD 1684.— Porte-savon liquide, se posant sur 

le nnir. 

II fonctionne suremeiit. il ne peut se boiicher ou couler. 

et avec les precautions ordinaires, devrait durer indeft- 

niment. 

Prix sur demande. 

Plate OD 1684.-'l,iciuid soap fixture to be fixed on 

wall. It has a positive discharge, and cannot clog, 
or leak, and with ordinary care should last indefinitely. 



Price on application. 




'L |> 



OD 1686 

Gravure OD 1686.— Ceporte-savon liquide a un support 
horizontal pour le fixer au mur ou au dossier du lavabo, 
Une legere poussee ascendante sur le plongeur place au 
bas donne une certaine quantitc de savon. Le recipient 
tourne sur son support de maniere a se placer en sens 
inverse, rendant plus facile le remplissage. 

Pi"ix sur demande- 

Plate OD 1686.— This liquid soap fixture has horizontal 
bracket for attachenient to the wall or back of lavatory, 
A slight upward pressure upon the plunger underneath 
delivered a measured quantity of soap. The container 
rotates on the bracket to an inverted position to facil- 
itate the relilling. 

Price on application. 




OD 16S5 

Gravure OD 1685.— For te-sa von liquide fait de metal 
epais et tres bien nickele- 

Aiis en operation par une legere poussee ascendante 
sur le plongeur place au bas- 



Prix sur demande, 

Plate OD 1685. -Liquid soap fixture made of heavy 
metal and beautifully nickeled. 
Operates with a slight upward pressure upon the 
plunger underneath. 

Price on application- 




OD 1687 

■ 

Gravure OD 1687. — Ce porte-savon liquide a un 
recipient metalHque. et se fixe au mur. Fait de metal 
epais et bien nickele, on le met en operation par une 
legere pression ascendante sur le plongeur. II toume 
sur son support, de maniere a se placer en sens inverse, 
pour la facilite du remplissage. 

Prix sur demande. 

Plate OD 1687.— This liquid soap fixture has a metal 
container and is supplied with a wall attachement. 
Made of strong, well nickeled metal, it operates by a 

slight upward pressure upon the plunger. The contain- 
er rotates on the bracket to an inverted position to 
facilitate the refilling. 

Price on application. 
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ACCESSOIRES DE SALLES DE TOILETTE ^TOILET ROOM ACCESSORIES 
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OD 1690 



Gravure OD 1690. — Appareil savonneur a gravite pour 
Hotels, Clubs. Fabriques, Ecole?, Edifices a bureaux. 
Hopitaux, etc., et partout ou une serie de lavabos, 
peuvent etre desservis par un seul reservoir. 

(Tres facilement pose pour eviers de fabriques.) 

Economique, Recommandable, Sanitaire, Facilement 
pose par tous plombiers ou mecaniciens. 

Cast une amelioration permanente. 

PriM et informations supplementaires donnes sur 

demande. 



Plate OD 1690.— Gravity soap system for Hotels, 
Clubs, Factories, Schools, Office Buildings, Hospitals, 
etc., and wherever a number of lavatories can be 
served from a single tank. 

(Readily adaptable for factory sink) 

Economical, Sanitary, Reliable, quickly installed by 

any plumber or mechanic. 

It is a permanent improvement. 

Price and other informations given on demand. 



Voirpagesuivantepourlesdifferentsraccordsnecessaires See following page for repair parts and necessary 
a I'installation et les pieces de rechange. fittings to install it. 




RECIPIENTS A SAVON LIQUIDE POUR 
APPAREILS A GRAVITfi 

LIQUID SOAP CONTAINERS FOR GR.WITY 

SYSTEM 




OD 1691 



Gravure OD 1691.— Recipient en verre, contenant 
un gallon; le plus sanitaire, parce qu'il est a I'epreuve 
de la poussiere, gardant toujours visible le savon 
contenu. *^ 

Prix sur demande 

Plate OD 1691.-- Glass container, 1 gallon capacity; 
the most sanitary, being dust proof, keeping the supply 
of soap visible. 

Price on application 



OD 1692 



Gravure OD 1692.— Recipient metallique, recom- 
mande la ou le savon est employe en grande 
quantite- 

No 1^-3 gallons- No 2 — 5 gallons. 

Prix sur demande 

Plats OD 1692.— Metal containers, are suitable for 
use wherever soap is used in large quantities- 
No. 1—3 ttallons. No. 2—5 gallons- 
Price on application 
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^ ACCESSOIRES DE SALLES DE TOILETTE -TOILET ROOM ACCESSORIES 
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Gravure OD 1694 —Pieces de rechange et raccords Plate OD 1694.— Repair parts and fittings for gra 
pour appareil savinneur a gravite. vity soap system. 




C860— Soupapeliorizontale C 860— Horizontal valve 
C 862— Soupape verticale C 862— Vertical valve 




t 



C872— Robinet d'arret 



C 872— Shut off cock 




C 874— Porte-tuyau 



C 874— Pipe clamp 




C 876— Raccord a bride 



C 876— Union 



C 880— Coude 




C 880— Elbow 



'-'"»*^ 




C 882— Coude a oreille C 882— Drop elbow 



C 884— Coude M. F 




C;884— Street 
elbow 




C 886— Te 
C 887— Te a orifice lateral 



C 886 -Tee 
C 887— Side outlet Tee 




C 888— Te a oreille C 888— Drop Tee 




C 890— Croix 



C 890— Cross 




C 892— Bague 



C 892— Coupling 



i\\Muiv\ift^i 



f/ffjwfP/wm 



\ 



C1894 — Jonction dc tuyau, 
compacte 



C 894— Close nipple 




C 896— Jonction de tuyau, 
courte. 



C 896— Short nipple 




Tous filetes Ys" pour tuyau de fer 
Above all threaded H" I- P- thread 

Price on application 



rix sur demande 
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ACCESSOIRES DE SALLES DE TOILETTE— TOILET ROOM ACCESSORIES 




OD 1696 

Gravure OD 1696. — Porte-savon liquide s'adaplant 
aux lavabos en porcelaine ou fonte emaillee. 

Prix sur demande, 

Plate OD 1696- — Liquid soap fixture for attachment 
to vitreous ware or enamelled iron lavatories. 

Price on application- 




OD 1697 

Gravure OD 1697, — Porte-savon liquide se posant sur 
le dessus des lavabos de porcelaine ou de fonte emaillee- 

Prix sur demande. 

Plate OD 1697. — ^Liquid soap fixture for attachment 
to the porcelain or enamelled iron lavatories. 

Price on application, 



Gravure OD 1698,— 

Porte-savon et porte- 
eponge en cuivre nickele, 
pour la baignoire. 
Grandeur du porte-eponge 

Grandeur du porte-savon 
Chacun $ 2.49 




Plate OD I698-— Nickel- 
plated brass bath tub soap 
and sponge holder, size 
of sponge basket 1 1 j^ x 5" 
Size of soap holder, ly^ x 

A 7/" 

Each $ 2.40 



OD 1698 





OD 1700 

- 
Gravure OD 1700.— Poignee d'appui et porte-savon 
en acier emaille, pour etre pose^ dans la tuile, ouvertnre 
necessaire. x 

6 X 6 X 134'' de profondeur. 

Chacun % 9-39 

Plate OD 1700,^<;;ombination enamelled steel hand 
rail and soap holder to be setted in tile, opening 
6 X 6 X 1^4" deep, 

Each $ 9.30 



OD 17«1 

Gravure OD 1701- — Poignee d'appui et porte-savon 

en acier emaille, pour etre pose dans la tuile, ouverture 

necessaire. 

6 X 3 X 1}i" de profondeur. 

Chacun , \... $ 7.50 

Plate OD 1701-^Combination enamelled steel hand 
rail and soap holder, to be setted in the tile, opening 
6 X 3 X l%" deep. 

Each $ 7-50 
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ACCESSOTRES DE SALLES DE TOILETTE -TOILET ROOM ACCESSORIES 





OD 1702 

Gravure OD 1702.— 

Verre d'opaline rond. 

Chacun. S 0.50 



Plate OD 1702 

opal tumbler. 



— Round 



Each $ 0.50 



OD 1704 

Gravure OD 1704.— Coupe amovible d'opaline pour 
porte-savon, ovale ou ronde. 

Grande $ J-^J 

Petite $ *>-50 

Plate OD 1704.— Opal glass insert for soap holder, 
oval or round. 

Large §0-70 

Small S **-50 




OD 1705 

Gravure OD 1705.— 

Verre d'opaline carre. 



Chacun 



. $ 1.60 



Plate OD 1705.— Opal 

square tumbler. 

Each S 1.60 



Gravure OD 1706.— Porte- 

brosse et porte-peigne en cuivre 
nickele. II s'enleve facilement 
du mur. 



Longueur 


T .argeur 


Profondeur 


10^" 


4M" 


IH" 


Chacun. . 




.... $ 3.50 




Plate OD 1706.— Comb and 

brush holder, nickel-plated brass. 
Easily removed from wall. 



Length 
lOM" 



Width 
4M" 



Depth 
IH" 



OD 17C6 



Each S 3.50 



PORTE-PAPIER APPLIQUES — WALL PAPER HOLDERS 











OD 1707 

Gravure OD 1707.— 

Rosace et porte-rouleau 
en cuivre nickele, rouleau 
porte-papier noir. 



OD 1708 

Gravure OD 1708.— Pla- 
quette murale et porte- 
rouleau en acier nickele, 
porte-papier noir. 



OD 1709lP|fW 

Gravure OD 1709.— Pla- 

quette murale nickele?, 
2H X 4" porte-rouleau en 
fil d'acier. Porte-papier 

noir. 



Chacun S0.95 Chacun $0.35 Chacun $0.55 



Plate OD 1707.— Nickel- 
plated brass flange and 
holder, black roll. 



Plate OD 1708.— Nickel- 
plated steel wall plate 
and wire arms, black roll. 



Each $ 0.95 Each $ 0.35 



Plate OD 1709.— Nickel- 
plated brass back plate 
V4 X 4" steel wire frame, 
black roll. 

Each $ 0.55 



OD 1710 

Gravure OD 1710.— Fait 

de metal special de qualite, 
tr&s bien nickele. 

Chacun.. S 1.70 

Plate OD 1710.— Special 
quality sheet metal, heav- 
ily nickel -plated. 

Each S 1.70 
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ACCESSOIRES DE SALLES DE TOILETTE—TOILET ROOM ACCESSORIES 

PORTE-PAPIER APPLIQUES — WALL PAPER HOLDERS 



Gravure OD 1712.— Porte- 
papier en cuivre nickele. tres 
belle valeur, Prix modere. 

Chacun $ 0.80 





OD 1713 

Gra\ure OD 1713. ^Porte-papier 
en acier emaille, pour etre fixe dans 
la tuile, I'ouverture nccessaire a le 
recevoir doit etre 6x6x1" 
Chacun S 7.50 

Plate OD 1713.— Enamelled steel 
toilet paper holder to be setted in tile 
the required opening is 6 x 6 x 1". 
Each S 7.50 



Gravure OD 1716.— Boite-porte- 

papier en cuivre poll et nickele. 
Peut etre foumie, percee ou non 
percee. 

Chacune S 4.00 



OD 1712 




OD 1714 

Gravure OD 1714.— Porte- 
papier applique en acier 
emaille fourni avec vis email- 
lees. 
Chacun 5 2.70 

Plate OD 1714.~Enamelled 

steel wall toilet paper holder 

furnish with enamelled head 

screws. 

Each 



S 2.70 



OD 1716 



Plate OD 1712.— Nickel-plated 
brass paper holder, good value, 
moderate price. 

Each S 0.80 




OD 1715 

Gravure OD 1715. — Porte-papier 
"Onliwon"' economique, simple et 
sanitaire. 

Acier nickele. S 1.50 

Acier emaille. 1.50 

Plate OD 1715.— "Onliwon" Toilet- 
paper cabinet, economical, neat and 
sanitary. 

Nickel-plated steel. S 1.50 

Enamelled steel. 1.50 




Plate OD 1716. — Nickel-plated 
polished brass toilet paper box; can 
be furnished plain or perforated. 

Each S 4.00 
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ACCESSOIRES DE SALLES DE TOILETTE — TOILET ROOM ACCESSORIES 



Gravure OD 1718.— Tablette 

elacesur consoles de cuivre nicke- 
le, Dourvue d'une vis de reglage. 
Giace de 5" de large, H d epais. 




Plate OD 1718.— Crystal glass 
shelves on nickel-plated brackets 
with set screw adjustment. 
Plate glass shelf 5" Wide, K" 
thick. 



OD 1718 



Tel que decrit 
Chacune 



18" 
S2.25 



24" 
2.75 



30" 
3.25 



Gravure OD 1719.— La meme qu'a la gravure OD 1718 
mais avec tablette d'opaline 

Tel que decrit 18'' 24" 30^' 

Chacune $4-23 3-«0 ^-^^ 



As described 
Each 

Plate OD 1719. 

opal glaf^ shelf, 

As described 
Each 



18" 
S2.25 



24" 
2.75 



30" 
3.25 



—Same as Plate OD 1718, except with 



18" 
$4.25 



24" 
5.00 



30" 
5.75 



Gravure OD 1720 

Tablette d'opaline 
sur consoles en 
acieremailleayant 

garde au bout. 




Plate OD 1720.— 

Opal glass shelf 
with enamelled 
steel and lock 
brackets. 



OD 1720 



Tel que decrit 
Chacune 



18" 
S5.85 



24" 
6.60 



30" 
7.80 



As described 
Each 



18" 
$5.85 



24" 
6.60 



30" 
7.80 






OD 1722 

Gravure OD 1722.— Consoles en 

cuivre nickele. 

Lapaire S l-^O 

Plate OD 1722.— Nickel-plated 

brass shelf brackets. 

Per pair $ !•*>** 



OD 1723 

Gravure OD 1723.— Consoles en 

acier emaille. 

La paire 5 2.70 

Plate OD 1723.— Enamelled steel 

shelf brackets. 

Per pair $ 2.70 




OD 1724 

Gravure OD 1724. — Consoles cui- 
\Te nickele, droite et gauche, 
Lapaire $ 2.90 

Plate OD 1724.— Nickel-plated 
brass shelf brackets right and left, 
per pair S 2.90 
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ACCESSOIRES DE SALLES DE TOILETTE - TOILET ROOM^AGCESSORIES 
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OD 1726 

Gravure OD 1726.— Cro- 
chet porte-manteau en 
acier emaille, longueur 

Chacun S 0.60 

Plate OD 1726.— Ena- 
melled steel robe hook, 
2K" long. 
Each S 0.60 



OD 1727 

Gravure OD 1727.— Cro- 
chet porte-manteau en 
acier emaille. 
Longueur i}4"- 
Chacun S 0.75 

Plate OD 1727.— Ena- 
melled steel robe hook 
4»4"long. 

Each S 0,75 



OD 1728 

Gravure OD 1728.— Cro- 
chet porte-manteau en 
cuivre nickele. 
Longueur 3". 

Chacun $ 0.40 

Plate OD 1728.— Nickel- 
plated brass robe hook 
length 3". 

Each S 0.40 



OD 1729 

Gravure OD 1729.— Cro- 
chet porte-manteau en 
cuivre fondu, longueur 
6M" projection 3H"- 
Chacun $1.50 

Plate OD 1729.— Nickel- 
plated cast brass robe 
hook, length 6^" projects 

3Ji". 

Each $1.50 




Gravure OD 1730 

Crochet porte-man- 
teau en cuivre nicke- 
le. longueur 7", pro- 
jection 3H"- 
Chacun S 1.00 

Plate OD 1730.— 

Nickel-plated brass 
robe hook, length 
7", projection 3K"- 
Each $ 1.00 




Gravure OD 1731. 

Crochet porte-man- 
teau et porte- 
serviette en cuivre 
nickele. 

Chacun .... $ 0.90 

Plate OD 1731.— 

Nickel-plated brass 
robe and towel 
hook combination. 

Each S 0.90 




OD 1730 ^"^ I'^l ^^ ^^^^ 
Gravure OD 1732.-Crochet porte-manteau et porte- Plate OD 1732. -Nickel-plated brass robe and towel 
serviette en cuivre nickele. ^,^ ^^ hook combmation. 
Chacun M-75 Each « 0.75 

Gravure OD 1733.— 

Crochet porte-cuir a 
rasoir en acier emaille, 
VA"\ong. 

Chacun S 0.55 




Plate OD 1733.— 

Enamelled steel razor 
strap hook, IW 
length. 

Each S 0.55 




OD 1735 




Gravure OD 1735.— Crochet dou- 
ble en cuivre nickele, porte-ser- 
viette ou porte-manteau. 
Chacun $ 0.40 

Plate OD 1735.— Nickel-plated 
brass double hook, for robe or towel 
Each 0.40 



OD 1733 OD 1734 

Gravure OD l734.^rochet porte-manteau et porte- Plate OD 1734.— Nickel-plated brass robe and towel 

serviette en cuivre nickele. . „ ,„ \^'^^- « ft jn 

Chacun S 0-30 Each * 0-30 
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ACCESSOIRES EN PORCELAINE 

POL'R 

SALLE DE TOILETTE ET CUISINE 



CHINA ACCESSORIES 

FOR 

TOILET ROOM AND KITCHEN 





OD 1736 

Gravure OD 1736.— Porte-serviette a supports ronds, 
en porcelaine. avec barre opaline de %". 

18" 24" 30" 

Chacun $2.75 3.25 4.10 

Plate OD 1736. — Round china post towel bar, with 
^"opai bar. 

18" 24" 30" 

Each S2.75 3.25 4.10 



OD 1737 

Gravure OD 1737.— Porte-serviette a supports ronds, 
en Dorrelaine, avec barre opaline de 1". 

18" 24" 30" 

Chacun $6.25 7.25 8.50 

Plate OD 1737.— Round china post towel bar, with 1" 
diameter opal bar. 

18" 24" 30" 

Each S6.25 7.25 8.50 





OD 1738 

Gravure OD 1738. — Porte-ser\-iette avec supports 
Carres en porcelaine avec barre blanche carrce en bois 

18' 24" 30" 

Chacun S6.75 8.00 9.25 

Plate OD 1738.~Square china post towel bar, J^" 
sQuare'white wood bar. 

18" 24" 30" 

Each S6.75 8.00 9.25 



OD 1739 

Plate OD 1739.— Porte-serviette pour angle droit, 
avec barre opaline de 1". 

Gravure OD 1739a.— Le meme qu'a la gravure OD 
1739, mais pour arigle gauche. 

18" 24" 30" 

Chacun $6.25 7.25 8.50 

Plate OD 1739. — Right hand comer towel bar, with 
1" opal bar. 

Plate OD 1739a.— San:ie as Plate OD 1739, except for 
left hand comer. 

18" 24" 30" 

Each 56,25 7.25 8.50 





OD 1740 

Gravure'^OD 1740.— Porte-verre 

d'un seul morceau, en porcelaine 

Chacun S 2.75 

Plate OD 1740. — One piece china 

tumbler ' holder. 

Each..." S 2.75 



OD 1741 

Gravure OD 1741.— Tablette con- 
soles, largeur 5" en porcelaine. 

18" 24" 30" 

Chacune $8.65 9.85 11.35 

Plate OD 1741.— China glass shelf 
5" wide. 

18" 24" 30" 

Each S8.65 9.85 11.35 




OD 1742 

Gravure OD 1742.— Porte-brosse 
en porcelaine pour 6 brosses a dents 

Chacun $ 3.40 

Plate OD 1742.— China bmsh 
holder, holds six tooth brushes. 
Each S 3.40 



Gravure OD 1743. — Porte-brosse en 

porcelaine pour six brosses a dents et 
un_j^tube de pate. 

Chacun S 2.75 




Plate OD 1743.— China brush holder; 
holds six brushes and" tooth paste tube. 

Each $ 2.75 



OD 1734 
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ACCESSOIRES EN PORCELA.INE 

POUR 

SALLE DE TOILETTE ET CULSINE 



CHINA ACCESSORIES 

FOR 

TOILET ROOM AND KITCHEN 





OD 1744 

Gravure OD 1744. — Porte-papier avec deux appliques 

en porcelaine et rouleau a ressort. 

Chacun S 5.60 

Plate OD 1744.— Paper holder with two china posts 

and spring roller. 

Each S 5.60 



OD 1745 

Gravure OD 1745.— Porte-sa von applique en porce- 
laine pour la baignoire ou I'evier. 
Chacun $ 3.90 

Plate OD 1745. — Wall china soap holder, for bath tub 

or sink. 

Each S 3.90 



V 






OD 1746 

Gravure OD 1746.— Crochet en 
porcelaine pour cuir a rasoir, pro- 
jection 2". 

Chacun $ 1.05 

Plate OD 1746. — Razor strap 
china hook, projection 2". 

Each S 1.05 



OD 1747 

Gravure OD 1747. — Barre d'appui 
en porcelaine, barre opaline ll:i". 

9" 12'' 

Chacune S7.50 8.50 

Plate OD 1747.— Hand rails, with 
china post and 1 H" opal bar. 

9" 12" 

Each §7.50 8.50 



OD 174S 

Gravure OD 1748.— Crochet porte- 
manteau, en porcelaine, projection 

Chacun S 1-70 

Plate OD 1748. — China robe 
hook, projection 2}/i"- 

Each S 1.70 





OD 1749 

Gravure OD 1749, — Forte-serviette avec appliques en 
porcelaine, s'incrustant dans Ic mur, barre blanche en 

bois Vs". 

18" 24" 30" 

Chacun $3.50 4.00 4.50 

Plate OD 1749. — Towel bar with wall plug type posts 
and J'i" white wood bar. 

18" 24" 30" 

Each S3.50 4.00 ■ 4.50 



OD 1750 

Gravure OD*1750.— Tablette console en porcelaine, 
consoles d'un seul morceau, tablette opaline 5". 

18" 24" 30" 

Chacune §5.25 6.25 7.25 

' m 

Plate OD 1750.^Shelf with one piece china bracket, 

6" wide opal shelf. 

, 18" 24" 30" 

Each $5.25 6.25 7.25 
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ACCESSOIRES EN PORCELAINE 

POUR 

SALLES DE TOILETTE ET CUISINE 



CHINA ACCESSORIES 

FOR 

TOILET ROOM AND KITCHEN 





OD 1752 
Gravure OD 1752.— For te-brosse a dents en porcelaine, 
avec bouton d'incrustement, 2 x 3". c i nn 

Chacun * '^•"" 

Plate OD 1752.--China tooth brush holder with wall 

plug. 2x3". 

Each * 2-"'' 



OD 1753 

Gravure OD 1753.— Porte-savon d'incrustement avec 
bord, non troue. 

Grandeur 6 x 3", profondeur 2Ji". 

Chacun S 2.25 

Plate OD 1753.— Recess china soap holder, with non- 
draining rim. 

Size 6x3", depth, 2>g". 

Each $ 2.25 




OD 1754 

Gravure OD 1754.— Porte -sav on 
d'incrustement en porcelaine. 

Grandeur 6 x 6", profondeur 2^". 

Chacun S 5.50 

Plate OD 1754. — Recess china 
soap holder. 

Size 6 X 6". depth 2^^". 

Each $ 5.50 




mmm 
im ' 

OD 1755 
Gravure OD 1755. — Porte-verre 
d'incrustement en porcelaine. 
Grandeur 6 x 6", profondeur 314". 
Chacun $ 3.00 

Plate OD 1755-^Recess china 

tumbler holder. 

Size 6 X 6", depth 3^". 

Each $ 3.00 




OD 1756 

Gravure OD 1756.— Porte-savon 

cPincrustement en porcelaine. 
Grandeur 6 x 6", profondeur 2H". 
Chacun S 3.00 

Plate OD 1756.— Recess china soap 

holder. 

Size 6 X 6", depth 2^"- 

Each § *•«« 





OD 1757 

Gravure OD 1757.— Porte-eponge d'incrustement en 

porcelaine. 

Grandeur 6 x 6". incrustement dans le mur 3%". 

Chacun 5 6.00 

Plate OD 1757. — Recess china sponge holder. 

Size 6 X 6", recessed into wall S^s". 

Each $ 6-0* 



OD 1758 

Gravure OD 1758.— Porte-papier d'incrustement avec 

rouleau blanc en bois. 

Grandeur 6 .\ 6", incrustement dans le mur SVs". 

Chacun ^ ^-^S 

Plate OD 1758.— Recess paper holder, with white wood 

roller. 

Size 6 X 6", recessed into wall 3H". 

Each 5 3.25 
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AGCESSOIRES DE SALLES DE TOILETTE — TOILET ROOM ACCESSORIES 
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OD 1760 



■:.T;ru:iirtf;«' 



OD 1763 



GravureOD1760.— Ther- 

mometre avec endos de 
bois. 



S" 



10 



IF 



Douzaine SI6.00 §18.75 

Gravure OD 1761.— Ther- 
mometre pour le bain de 
bebe, donnant la tempera- 
ture exacte de I'eau. 

La douzaine S12.00 




3 



Plate OD 1760.— Wood 
back thermometer. 

8" 10" 
Dozen S16.00 $18.75 

Plate OD 1761.— Baby's 

bath thermometer, giving 
the exact temperature of 
the water. 



Per dozen .... 



S 12.00 



OD 1761 



Gravure OD 1762. — Thermometre pour Plate OD 1762. — Bath thermometer, 

le bain, sur planchette emaillee blanc white enamel frame 12". 

12". 

■ 

La douzaine S21.50 Per dozen S21.50 



OD 1762 



Gravure OD 1763. 

Th ermometre a 
douche, etui cuivre 
nickelc. 

Chacun $10.00 



Gra\ure OD 1765. 

Th ermomet re a 
douche, etui cuivre 
nickelc- 

Chacun S 12.00 
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Plate OD 1763-— 

Shower bath ther- 
mometer, nickel- 
plated brass case. 

Each SIO.OO 



Plate OD 1765.— 

Shower bath ther- 
mometer, nickel- 
plated brass case. 

Each % 12,00 



OD 1764 



Gravure OD 1764. — Balance auto- 
matique de salle de bain, approu- 
vee et certifiee par les bureaux de 
poids et mesures du Canada, 



Plate OD 1764,— Automatic bath 
room scale, approved and certified 
by bureau of weights and measures 
in Canada, 



Chacune S32.00 Each $32,00 




OD 1765 
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OD 1768 
Gravure OD 1768.— Robinet a moraillon, pour I'huile 
Plate OD 1768.— Hinged lock lever oil faucet. 



Grosseurs 
Chacun 



3^" 
S l.SO 



1.80 



1" 
2.35 



Sizes 
Each 



OD 1769 

Gravura OD 1769.— Robinet a fermoir en fer japonne, 

pour baril, 

Plate OD 1769.— Japanned iron molasses gate for 

ban'el. 

Interieur 13/16 %" l%" l%" IV/' Inside diam. 
Douz. S9.40 10.70 12.10 15.40 16.20 Doz. 





lT1fii^9Viffl1T^' 




OD 1770 



Gravure OD 1770.— Robinet a fermoir "Perfection". 



Di?m. interieur 

D3U2. 



W 



H'^ 



1" 
14.20 14.70 



OD 1771 

Plate OD 1770.— "Perfection" gate oil tap. 
IJ^" \'^4" 2" Inside diameter 



S13.10 

Gravure OD 1771.— Robinet a petrole, en fer japonne, 
obturateur et manette en cuivre 

28.60 



17.00 



20.00 



26.30 



Doz. 



Diam. interieur 
Douz. 



S25.60 



Plate OD 1771.— Japanned iron petroleum faucet, 
solid brass plug and lever 

1" Inside diameter 



30.20 



36.80 



Doz. 




OD 1772 

Gravure OD 1772.— Robinet 
manette et a barrure; pour huile, gazo- 
line, etc. cuivre a I'etat brut. 

Grosseur H" H" H" 

Ladouzaine $15.00 §19.00 S21.50 




Plate OD 1772.— Lever, handle lock- 
ing faucet for oil, gasoline, etc. rough 
brass finish only. 

Sizes }4" Vs" H" 

Per dozen S15.00 S19.00 $21.50 



OD 1773 



Gravure OD 1773.— Robi- 
net de rafraichissoir d'eau, 
cuivre nickele. 

H" ¥2" 

La douzaine S12.00 S14.40 




Plate OD 1773.— Nickel- 
plated brass water cooler 
faucet. W M" 

Per dozen.... $12.00 S14.40 



OD 1774 

Gravure OD 1774. — Robinet a com- 
pression en cuivre, pour bidons a Thuile 
et rafraichissoirs d'eau. J^" H" 

Cuivre, douz. " $ 5.40 S 6.00 

Nickel§, douz, 6.00 6.60 

Plate OD 1774. — Brass compression 
faucet for oil cans and water coolers. 
Size H," H" 

Brass, doz. $ 5.40 S 6.00 

Nickel-plated, doz. 6.00 6.60 
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ROBINETS A COMPRESSION - COMPRESSION FAUCETS 





OD 1776 

Gravure OD 1776. — Robinets d'arrosage pour tuyau qP .jjq 

de fer, filetase interieur, raccord pour boyau 34" ^^ de 'j^" 

Nickele a I'etat brut, douzaine $34.80 

Cuivre poii, douzaine 34,80 Gravure OD 1778. — Robinet drain a compression 

nickele a letat brut H" fer. 

Douzaine SI7.40 

Sli^Tvec d^amovi^e^' ""'""' """'' '^ ^'""""^ ^'^ ^^^^' ^'^^^ ^^^ 1778.-Compression sediment Faucet 
mais avec cle amovible ^^^^^_ nickel-plated H" iron pipe. 

Nickele a I'etat brut ou cuivre poli, douzaine « 34.80 Per dozen SI7.40 

Plate OD 1776. — Lawn faucet with inside thread for }4" iron pipe, 

hose end }^" or ^^" Standard hose. 

Rough nickel-plated, dozen $.'?4.80 ^mitm^mi^ i 

Polished brass, dozen 34.80 

Plate OD 1777.— Same as Plate OD 1776, except with loose key. 

rou^h nickel-plated or polished brass. j^^rr^-^ 

Dozen S34.80 /^T \ 

ROBINET D'ARRET ET DE VIDAGE A COMPRESSION 
COMPRESSION STOP AND DRAIN 




Gravure OD 1779.— Pour 

tuyau de fer >2" H" 

Brut, douzaine S32.40 S46.80 



Plate OD 1779.— For iron 
pipe. 3^" M" 

Rough, dozen S32.40 §46.80 




OD 1779 



ROBINET D'ARRET A COMPRESSION— COMPRESSION STOP 
Gravure OD 1780. — Droit pour tuyau de fer. 



Plate OD 1780.- Straight for iron pipe. 



OD 1780 



1" 



Brut 
Rough 

$14.40 
17-40 

22.80 
54.00 



Poli 
Finished 

$16.10 
19.80 
25.20 
60.00 



Nickele 
Nickel-plated 

119.80 
23.40 

28.80 
66.00 
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ROBINETS SPECIAUX — SPECIAL FAUCETS 




OD 1782 

Gravure OD 1782.— Robinet d'arret et de drain, 
poignee de fonte en forme de roue, pour tuyau de far. 

Grosseurs H" 

Etat brut, douzaine S32.40 



3X" 



S46.80 



Plate OD 1782.— Brass stop and drain with cast 
iron wheel handle, for iron pipe. 

Sizes H" %" 

Rough brass, dozen $32.40 S46.80 




OD 1784 

Gravure OD 1784. — Robinet d'arret a compression, 
poui' tuyaux d'alimentation au mur, cle annovible. 

Grosseurs Y^' Y^' 

Cuivre poli. la douzaine $21.00 S25.20 

Cuivre nickele, la douzaine 24.60 28.80 



Plate OD 1784. — Compression lavatory 
supply pipes to wall, loose-kev. 

Sizes ' y^' 

Polished brass, dozen S21.00 

Nickel-plated, dozen 24.60 



stop for 



^" 



$25.20 

28.80 




OD 1783 

Gravure OD 1783.— Robinet d'arret a repoussoir, 
avec poignee roulant sur billes, pour tuyaux de fer. 

Grosseurs H" H" 

Cuivre nickele, douzaine S55.20 $56.40 

Peut aussi etre fourni avec poignee a deux ou a six 
branches si desire. 

Plate OD 1783.— Roller bearing self-closing stop, for 
iron pipe. 

Sizes y%' W 

Nickel-plated, dozen $55.20 $56.40 

Can also be furnished with two or six ball handles, 

if desired. 




OD 1786 

Gravure OD 1786. — Le meme qu'a la gravure OD 
1784, faisant voir la forme droite du robinet pour tuyau 
allant au sol. 

Grandeurs $21.00 $25.20 

Cuivre poli, nickele, douzaine 24.60 28.80 

Plate OD 1786.— Same as Plate OD 1784, except 
straight type, for supply pipe to floor 
Sizes $21.00 $25.20 

Nickel-plated brass, dozen 24.60 28.80 
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ROBINETS SPECIAUX — SPECIAL FAUCETS 




OD 1790 



Gravure OO 1791.— Robinet d 'arret 
droit, a compression "Mueller" pour 
bouilloire a eaii chaude; bati de cuivre 
brut, capsule en cuivre poli, poignee en 
fer. Fourni avec accouplement galvanise. 

La douzaine $16.90 

Plate OD 1791.— "Mueller" compression 
range boiler straight stop, rough brass 
body, polished brass top coupling and 
iron wheel handle. Furnislied with gal- 
vanized iron union coupling. 

Perdozen S16.90 



' I 



Gravure OD 1790.— Robinet d'arret angulaire 
a compression ■'N'hieller" pour bouilloires a 
eau chaude; bati de cuivre brut, capsule en 
cuivre poli, poignee en fer. Foumi avec accou- 
plement en fer galvanise. 
La douzaine S16.90 

Plate OD 1790. — "Mueller "compression range 
boiler angle stop, rough brass body, polished 
brass top coupling and iron wheel handle. 
Furnished with galvanized iron union coupling. 

Per dozen S16.90 




OD 1791 
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ROBINETS D'ARRET ETDE A IDAGE -STOPS AND STOPS AND WASTE 




OD 1800 



Gravure OD 1801.— Robinet d'arret a ma- 
nette, cuivre brut ; pour tuyau de plomb. 

Plate OD 1801.— Lever handle stop, rou^'h 
brass, for lead pipe. 



Grosseurs 


Douz. 


Grosseurs 


Douz. 


Sizes 


Dozen 


Sizes 


Dozen 


H" 


$22.80 


IH" 


SI 00.20 


U" 


23.40 


IW 


167.40 


H" 


40.80 




288.00 


1" 


60.00 








OD 1802 



Gravure OD 1800.— Robinet d^arret 
et de vidage a manette, cuivre brut; 
pour tuyau de fer et plomb. 

Plate OD 1800.— Lever handle rough 
brass stop and drain for lead and iron 
pipe. 



Gros- 
seurs 

Sizes 

H" 
Yi" 
%" 

v 



Douzaine Grosseurs Douzaine 
Dozen Sizes Dozen 



S23.40 
24.00 
41.40 
61.20 



l.U" 
2'" 



S102.00 
170.00 

294.00 




OD 1801 



Gravure OD 1802.— Robinet d'arret et de 
vidage a manette, cuivre brut; pour tuyau 
de plomb. 

Plate OD 1802.- Lever handle rough 
brass stop and waste for lead pipe. 



Grosseurs 


Douz. 


Grosseurs 


Douz. 


Sizes 


Dozen 


Sizes 


Dozen 


1" 


$23.40 
24.00 
41.40 
61.20 


2" 


S 102. 00 
170.00 
294.00 
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ROBINETSD' ARRET ET DE VIDAGE— STOPS AND STOPS AND WASTE 




Gravure OD 1804.— Robinet d'arret a manette, cuivre 
a I'etat brut; pour tuyau de fer. 

Plate OD 1804.— Rough brass lever handle stops, for 
iron pipe. 



Grosseurs 

Sizes 

'A" 

H" 
1" 



Douz. 
Dozen 

$20.40 
21.00 
29.40 
52.80 



Grosseurs 
Sizes 

IK" 

IM" 

2" 



Douz. 

Dozen 

$89.40 
149.40 
258.00 



OD 1084 



Gravure OD 1805.— Robinet d'arret et de vidage a 
manette, cuivre brut; pour tuyau de fer. 

Plate OD 1805.— Rough brass lever handle stop and 
drain. 



Grosseurs 
■ Sizes 

M" 

%" 
V 



Douz. 
Dozen 

$21.00 
21.60 
30.00 
54.00 



Grosseurs 
Sizes 

IK" 

W-i' 

2" 



Douz. 
Dozen 

S 91.20 
152.40 
264.00 




OD 1805 



1 ^ 




Gravure OD 1806.— Robinet d'arret a 
manette cuivre brut, pour tuyau de fer et 
plomb. 

Plate OD 1806.— Rough brass lever handle 
stop, for lead and iron pipe. 



Grosseurs 

Sizes 

%" 
V2" 

H" 



Douz. 
Doz. 

$22.80 
23.40 
40.80 
60.00 



Grosseurs 
Sizes 



fi 



■2" 



Douz. 
Doz. 

$100.20 
167.40 

288.00 



OD 1806 
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ROBINETS D'ARRET ET DE VIDAGE— STOPS AND STOPS AND WASTE 



Gravure OD 1808. 
— Robinet d'arrdt 
et de vidage a ma- 
nette ou poignee T 
avec capsule bre- 
vete, cuivre brut; 
pour tuyau de fer. 

Gravure OD 1809, 

— Le meme que OD 
1808, mais sans vi- 
dage- 




Plate OD 1808-— 
Lever or T. handle 

patent cap stop and 

drain. 

Rough brass, for 

iron pipe. 

Plate OD 1809.— 

Same as OD 1808. 
except without 
waste. 



OD 1808 



Grosseurs 
Douzaine 



Grosseurs 
Douzaine 



GRAVURE OD 1808 



$21-00 



$20.40 



1/*" 
i^'2 



H'' 



tt 



PLATE OD 1808 

11/" 



\W 



21.60 30.00 54.00 91.20 152.40 

GRAVURE OD 1809 — PLATE OD 1809 

m' %" 1" lu" 11./' 



21.00 



29.40 



52.8[» 



89.40 



149.40 



2" 
264.00 

2" 
258.00 



Sizes 
Dozen 



fSizes 
Dozen 




OD 1810 




OD 1812 



Gravure OD 1810.— Robinet d'arret tout en fer pour Plate OD 1810.— All iron stop for gas pipe, 
tuyau a gaz. 

Grosseurs 3^" Y^" \" IJi" VA" 2" 2]4" 3" 3J4" 4" 

Chacun $0.90 1.05 1.30 1.60 1.95 2.70 4.40 6.75 12.00 15.50 

Gravure OD 1811.— Robinet d'arret ayant bati en Plate OD 1811.— Iron body with brass plug, 
fer, tige obturatrice en cuivre. 

Grosseurs W %" V IK" xy," 2" 2W' 3" 3H" 4" 

Chacun $1.30 1.60 1.90 2.65 3.75 5.25 8.75 13.00 27.50 36.50 

Gravure OD 1812.— Robinet d'arret trois voies. tout Plate OD 1812.— All iron three-way stops. 
en fer. 

Grosseurs H" 1" l}4" V4" 

Chacun $1.65 1.80 2.05 2.65 

Gravure OD 1813.— Robinet d'arret a trois voies avec 
tige obturatrice en cuivre. 

Grosseurs %" X" \\^" \]4" 

Chacun $2.20 2.40 3.10 4.50 



Sizes 
Each 



Sizes 
Each 



2" 
3.65 



2y2" 

5.35 



3" 
7.50 



3,U" 
14.00 



4" 
19.00 



Sizes 
Each 



Plate OD 1813.— Iron body stop with brass plug. 



2" 
6.25 



21 ''" 
9.75 



3" 
13.75 



Vi" 

30.00 



4" 
40.00 



Sizes 
Each 



\ 



1 



:3 




I 



'J ' 



\ 



hi 



.1 J 






hi.'' 



vab 



) 



!i 



,h I 



4 



P" 



' ^ 



If 

f, 




I I 




OD 1816 



Gravure OD 1816 .--Raccord droit 
en cuivre, pour souder et hleter, 
filet age exterieur. 

Plate OD 1816.— Straight brass 
soldering nipple, outside thread. 



OD 1817 

Gravure OD 1817.— Raccord droit 
en cuivre pour souder et fileter, file- 
tage int^rieur. 

Plate OD 1817.— Straight brass 
soldering nipple, inside thread. 



Gravure OD 1818.— Raccord droit 
d'accouplement en cuivre, pour sou- 
der et fileter. 

Plate OD 1818.— Straight brass 
soldering union. 



Grosseurs 
Douzaine 



Grosseurs 
Douzaine 



Grosseurs 
Douzaine 



1 "' 
$3.60 



$3.60 



1/" 



3.60 



3.60 



GRAVURE OD 1816 - PLATE OD 

3," y^' y^" 1" 

3.60 4.20 6.00 8.40 



n 



GRAVURE OD 1817 — PLATE OD 

3/- u" H" 1" 

3^60 4.20 6.00 8.40 



GRAVURE OD 1818 



S4.20 



4.20 



4.80 



72 

6.00 



3/" 

7.80 



PLATE OD 

1" 
10.20 



1816 

Ik 
10.80 

1817 

IK" 
10.80 

1818 
13.20 



// 



1^2 
15.00 



rt 



15.00 



15.00 



2" 
21.00 



2" 
21.00 



2" 
21.00 



Sizes 
Dozen 



Sizes 
Dozen 



Sizes 
Dozen 



Gravure OD 1819.— Accouplement 
coude en cuivre pour fileter et souder. 



Grosseurs Douz. Grosseurs Douz^ 

S6.00 1" S12.00 

7.20 IV^" 16.20 

22.80 



n 



N" 
H" 
H 



n 



8.40 IM" 

9.60 2" 30.00 




Plate OD 1819.— Brass bent soldering 
union. 



Sizes 



Dozen 

$6.00 

7.20 

8.40 

9.60 



Sizes 



// 



'// 



1'^ 



m" 



11 



Dozen 

S12.00 

16.20 

22.80 

30.00 



OD 1819 




OD 1820 

Gravure OD 1820.— Raccord trois pieces en cuivre, 
pour tuyau de plomb. 

Plate OD 1820.— Brass coupling for lead pipe. 




OD 1821 

Gravure OD 1821.— Raccord trois pieces, en cuivre 

pour tuyau de fer. 

Plate OD 1821.— Brass coupling for iron pipe. 



GRAVURE OD 1820 —PLATE OD 1820 



Grosseurs 
Douzaine 



Grosseurs 
Douzaine 



M" 
$6.00 



K" 

$12.00 



6.60 



7.80 



10.80 



1" 
14.40 



18.00 



lyi" 

25.20 



2" 
36.00 



GRAVURE OD 1821 — PLATE OD 1821 

H" y^" %" 1" iM" 

14.40 19.20 24.00 36.00 48.00 



1 \/" 
72.00 



2" 



Sizes 
Dozen 



Sizes 
Dozen 




^4 






OD 1824 

Gravure OD 1824, — Raccord droit, 3 pieces, en cuivre; 

pour Teau. 

Grosseurs K" K" V 

Douzaine $10.80 13.80 18.00 

Plate OD 1824. — Brass straight water back coupling. 

Sizes K>" %'' 1" 

Dozen .. . . \ [ \ SIO',80 13.80 18,00 



_ 17 

OD 1825 

Gravure OD 1825.— Raccord droit, 3 pieces, en cuivre; 
pour I'eau. 

Grosseurs }4" 3^" i" 

Douzaine 510.80 13.80 18.00 

Plate OD 1825.— Brass straight water back coupling. 
Sizes 14" 3^" I" 

Dozen ; ; ; ; sio.SO I3.8O IS.OO 

t 





OD 1826 



OD 1827 



Gravure OD 1826.^Raccord coude, 3 pieces, en cuivre; Gravure OD 1827.— Raccord coude. 3 pieces, en cuivre; 
pour I'eau. pour I'eau. 

Grosseurs }4" 

Douzaine S12.60 



H" 



1" Grosseurs }4" 3^" l" 

16.20 21.00 Douzaine §12.60 16.20 21.00 



Plate OD 1826. — Brass bent water back coupling. Plate OD 1827. — Brass bent water back coupling. 

Sizes W H" I" Sizes H" H" 1" 

Dozen S12'.60 16.20 21.00 ,. Dozen Sli.60 16.20 21.00 

V 



Gravure OD 


1828.— Collet droit en 


cuivre. 






Courts Longs . 


Grosseurs 


Douz. Doiiz. 


2" 


S4.60 S4.80 


3" 


6.60 8.00 


4" 


8.40 9.00 




Plate OD 1828.— Straight brass fer- 
rule. 

Long 
Dozen 

S4.80 
8.00 
9.00 





Short 


Sizes 


Dozen 


9" 


S4.60 


3" 


6.60 


4" 


8.40 



I • - « 



OD 1828 




\ 







/i]\ 




I 



ii 




I*" 



' I I 




K 

ii 



F. 






Ht^f 






Gra\ure OD 1830.— Collet de reduction en cuivre 
2xl>4". 

Chacun ? ^-^^ 

Plate OD 1830.— Reducing brass ferrule 2 x \]^". 
Each § *'-^5 

Gravure OD 1831.— Collet coude en cuivre. 

2" 4" 

Chacun S **-65 l-^S 

Plate OD 1831.— Bent brass ferrule. 

Each SO-65 1-65 



OD 1830 

Gravure OD 1832.— Collet en 
cuivre, avec rebord. 

2" 3" 4" 
Chacun S 0.55 0.75 0.90 

J 

Plate OD 1832.— Recess brass 
ferrule. 




OD 1832 




2" 



3' 



4" 



OD 1833 



Each.. . S 0.55 0.75 0.90 



OD 1831 

Gravure OD 1833— Bouchon 

de degorgement en cuivre. 

2" 3" 4" 
Chacun % 1.05 1.25 2.25 

PlateOD1833.— Recess brass 

cleanout. 

2" 3" 4" 

Each $ 1.05 1.25 2.25 



BOUGHONS DE DEGORGEMENT — CLEANOUTS 






OD 1834 



Gravure OD 1834.— Bouchon 
de degorgement T. 

Plate OD 1834.— TCleanout. 

Grosseurs — Sizes. . 



OD 1835 

Gravure OD 1835.— En fonte couvercle a 

vis en cuivre. 

Plate OD 1835.— Cast iron, brass screw 

cover. 

Gravure OD 1836.^Le meme, nnais plus 
epais, pour Westmount. 

Plate OD 1836.— Same as above except 
heavier for Westmount. 



OD 1836 



Gravure OD 1837.— Bouchon 
de degorgement Daisy. 

Plate OD 1837.— Daisy clean- 
out. 



OD 1834 
OD 1835 
OD 1836 
OD 1837 






.i 



\\ 



'zkM 
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SIPHONS EN FONTE — CAST IRON TRAPS 



Gravure OD 1838.— Siphon-barillet en 
fonte 4" X 8" avec capsule en cuivre 



nickele. Deux orifices de raccordement, 
filete pour tuyau de fer de IJ^". 

Chacun . $3.00 

Plate OD 1838.— Cast iron drum trap 4" 
X 8" with nickel-plated brass cover, two 
openings, threaded for 13^" iron pipe. 



Each 



OD 1838 

Gravure OD 1839.— Siphon-barillet en 
fonte, avec capsule en cuivre nickele, 
quatre orifices de raccordement, filete 
pour tuyau de fer IM"- 



Plate OD 1839.— Cast iron drum 
trap, with nickel-plated brass cover. 
Four openings^ threaded for 13'^" iron 
pipe. 



Chacun S 3.00 Each 




OD 1839 



fiCROUS DE VISITE DE 
SIPHONS 

Gravure OD 1840.— Ecrous de 
visite de siphon en cuivre nickele. 
Pour siphon FERRO. 
Pour siphon en fonte Super. 
Pour siphon en plomb pour bai- 
gnoire. 




OD 1840 



TRAPS SCREW COVERS 

Plate OD 1840.— Nickel-plated 
brass trap screw cover. 
For FERRO trap. 
For cast iron trap. 
For bath lead trap. 



Douzaine 



2" 
$16.80 



2K" 
21.00 



3" 
27.00 



W2" 
30.00 



4" 
36.00 



5" 
48.00 



Dozen 





OD 1841 



OD 1842 



Gravure OD 1841. — Ecrou de visite de siphon en cui- Plate OD 1841. — Brass trap screw cover. 
vre. 



Douzaine 

Gravure OD 1842 

cuivre. 



2" 
$7.20 



2.^" 



3" 
15.00 



^1 <" 

•J>2 



// 



4 
21.00 



10.80 15.00 18.00 

Ecrou de visite de siphon, en Plate OD 1842. — Brass trap screw cover. 



Dozen 



/ \ Douzaine 



2" 
$7.20 



10.80 



3" 
15.00 



3J^" 
18.00 



4" 
21.00 



Dozen 




y \ 
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SIPHONS ET DRAINS "J OS AM" - TRAPS AND DRAINS 




Gravure OD 1844.— Drain sans siphon pour cu- 
vettes de douche et stalles d'urinoirs; avec bati de 
fonte et grille en cuivre. 

Plate OD 1844.— Drain without trap, for Shower 
Feceptors and urinal stalls. Cast iron body and 

brass strainer. 



OD 1844 

Gravure OD 1845.— Siphon et drain ayant bSti de 
fonte. collet ajustable et grille en cuivre poll ou 
nickele. 



No 
No. 
200 
201 
202 
203 
204 



No ■ 


Grille 


Orifice 


Chacun 


No. 


Strainer 


Outlet 


Each 


1" 


4" 


2" 


$ 9.00 


2" 


5" 


3" 


10.00 




OD 1845 

Plate OD 1845.— Cast iron body, adjustable collar and 

strainer of brass with nickel-plated or polished brass 
finish. 



Grille 


Orifice 


Chacun 


Strainer 


Outlet 


Each 


4" 


VA" 


' SIO.50 


5" 


1 H" 


12.00 


4" 


2" - 


12.00 


5" 


2" 


12.00 


6" 


■ ly," 


12.50 



No 


Grille 


Orifice 


Chacun 


No. 


Strainer 


Outlet 


Each 


205 


6" 


2" 


SI 3.00 


206 


5" 


3" 


15.00 


207 


6" 


3" 


16.00 


208 


6" 


4" 


19.00 


2C9 


7" 


4" -■ 


21.00 




Chacun 
$32.00 
8.00 
4.00 

44.00 



OD 1846 



Gravure OD 1846.— Drain et siphon pour plancher 
de garage ou de manufacture, avec bouchon de vi- 

site. 

Grille Orifice 

14" 4" 

.^vec seau a sable, plus value. 

Avec deflecteur a gaz, plus value, 

Ojmplet 

Plate OD 1846.— Trap and drain with clean out, for 

garage or industrial plants floors, with clean out 

plug. „ , 

Grate Outlet Each 

14" 4" S32.00 

With sand bucket, add. 8.00 

With gas deflector, add 4.00 

Complete 




OD 1847 



44.00 



Gravure OD I847.-Dra"in et siphon profond, avec Plate OD 1847.— Combined drain and deep seal trap 

soupape refoulanle; bati de fonte, soupape de cuivre. with back water valve. Cast iron body and brass valve. 



No 
No. 
700 
701 



Orifice 
Outlet 

2" 
3" 



Chacun 
Each 
513.00 
15.00 



No 
No. 
702 



Orifice 

Outlet 
4" 



Chacun 

Each 

$20.00 



Gravure OD 1848. — Drain de gouttiere, 
bati de cuivre a I'etat brut et grille en 
cuivre poli ou nickele, pour piscine, ta- 
verne, etc. 

Orifice Chacun 

2" $4.00 




Plate OD 1848.— Rough brass body gutter 
drain with brass strainer, polished or nickel- 
plated finish, for swimming pool, tavern, 
etc. 



Outlet 
2" 



Each 
$4.00 



rz^ 



OD 1848 
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DRAINS ET POMMELLES DE PUISARD — DRAINS AND BELL TRAPS 




OD 1850 

Gravure OD 1850. — Drain de plancher, avec grille 
supplementaire, tout en fonte. 

Plate OD 1850. — Drainage floor drain, with supple- 
mentary strainer, all cast iron. 



No 
No. 
500 
501 
502 
503 
504 
505 



Grille 
Grate or Str. 
10" 
10" 
14" 
14" 
14" 
14" 



Orifice 

Outlet 

2 ou or 3" 

4" 

4" . 
5" 
6" 
8" 



Chacun 
Each 

sio.oo 

10.50 
12.00 
13.00 
14.00 
16.00 




OD 1852 

Gravure OD 1852. — Pommelle de puisard en fonte, 

avec double grille. 

Dimensions: 

Longueur Largeur Profondeur 

16" 16" 10" 

No 1 avec orifice de 4" §6.50 

No 2 avec orifice de 5" 7-00 

Plate OD 1852. — Cast iron bell trap, with double grate. 

Length Width Depth 

16" 16" 10" 

No. 1 with 4" outlet S6.50 

No. 2 with 5" outlet 7-00 




OD 1851 

Gravure OD 1851.— Drain a couverture "JOSAM" 
avec garde-sediment amovible; tout en fonte pour cou- 
verture en beton ou en bois. 

No ■ Orifice Chacun 

400 ■ 2,3,4" S14.00 

401 - 5" 16.00 

402 6" 18.00 
404 8" 26.00 



Plate OD 1851. 

sediments chep. 
roofs. 

No. 

400 

401 

402 

404 



Drainage roof drain with removable 
All cast iron, for concrete or wood 



Outlet 
2, 3, 4" 

5" 

6" 

8" 



Each 

§14.00 

16.00 

18.00 

26.00 




OD 1853 

- 

Gravure OD 1853. — Pommelle de puisard en fonte de 
pesanteur moyenne* 



Dimensions 

6x6" 

9x9" 

12 X 12" 


Orifice d'emission 
2" 
3" 

■ - m" 


Chacune 
SI. 00 
1.60 
2.75 


Fonte pesante: 
13 X 13" 


4" 


4.00 


Plate OD 1853.- 

Dimensions 

6x6" 

9x9" 

12 X 12" 


—Cast iron bell trap medium weight 

Outlet Fac i 

2" SI. 00 

3" 1.60 

2W 2.75 


Heavv weight: 
i3 X 13" 


4" 


4.00 




V 





/ 



^ 



□ 



I r 



,iJ, 



S'i 



1 .'.' -T 



, P 






" 




I^ 




'0 9\ 




1 \ 




^^^mm\ 



■V GRILLES POUR URINOIRS ET DOUCHES — SHOWER AND URINAL STRAINERS 



[ZZ3 




OD 1854 

Gravure OD 1854.— Grille conique 
en cuivre pour urinoir. 
Pourtuyau fer m" 2"._ 
Cuivre poll. ' S3. 00 S3. 75 
Cuivre nickele. 3.30 4.10 

Plate OD 1854. — Brass beehive 
urinal strainer foriron pipe 

Polished brass. 
Nickeled brass. 

Gravure OD 1855. 

Pour tuyau plomb 
Cuivre poll. 
Cuivre nickele. 



9" 

S3.00 S3.75 
3.30 4.10 





OD 



Grille conique cuivre pour urinoir. 

9" 



1 V^" 

$3.75 

4.05 



$4.50 
4.90 



1855 

Plate OD 1855 
lead pipe 
Polished brass. 
Cuivre nickele. 



OD 1856 

Gravure OD 1856.— Grille d'uri- 

noir en cuivre nickele. 
La douzaine 
\}4" 2" ^Y^' 3" 4" 
S7.20 9.00 10.80 15.00 19.S0 

Plate OD 1856.— Nickel-plated 

brass urinal strainer. 

Per dozen 
m" 2" 2H" 3" 4" 
$7.20 9.00 10.80 15.00 19.80 

— Brass beehive urinal strainer for 
!>-?" 2". 
S3.75 $4.50 
4.05 4.90 





Gravure OD 1857 

douche. 



OD 1857 

-Grille en cuivre nickele pour 



Chacune 



2H" 
$3.00 



3" 
3.75 



Plate OD 1857.— Nickel- 
plated brass shower strain- 
er. 

2M" 3" 

Each S3.00 3.75 

Gravure OD 1859.— Gril- 
le de cuivre fondu, 

■ La douzaine 
Cuivre, cuivre nickele 



VA" $2.70 
2" 2.70 
214" 3.60 
3" 4.00 
4" 7.00 



S3.60 
4.50 
6.39 
9.00 

12.60 




OD 1858 

Gravure OD 1858.— Grille d'urinoir ayant bride de 

4>2". 

Pour tuvau de plomb 2". Chacun $2.25 

Pour tuvau de fer 3". 3.50 



Plate OD 1858.— Brass 

urinal strainer 4 14" flange. 
For 2" lead pipe. 

Each S2.25 
For 3" iron pipe. 

Each $3.50 

Plate OD 1859.— Cast 

brass strainer. 

Per dozen 

Pol. brass N.P. brass 
VA" $2.70 $3.60 

2.70 4.50 

3.60 6.30 

4.00 9.00 

7.00 12.60 



9// 

2H" 
3" 

4" 



OD 1859 





; a 
1 - I 




a 



1 





Gravure OD 1862.— Siphon ellipsoidal pour 
eviers, demiS", pour tuyau en fer de 2", avec 
bouchons ventilateur et de degorgement en 
cuivre de 1^"- Hauteur, 113^". 
Chacun $3.50 




Plate OD 1862.— Elliptic sink trap half S" 
for 2 inch iron pipe. With vent and cleanout 
13'4" brass plugs. 



Each 



S3. 50 





OD 1863 
Gravure OD 1863.— Grille en fonte, a petits trous 

■ 

Plate OD 1863.— Cast iron grate with small holes. 
Dimensions 5" 6" 7" 8" 8M" 11" Sizes 
Chacune $ .30 AO .50 .60 .70 1.40 Each 



OD 1864 

Gravure OD 1864. — Grille carree en fer. 

6x6" 12x12" 

Chacune 5 1.00 1.50 

Plate OD 1864. — Iron square grate. 

6x6" 12x12" 

Each $ 1.00 1.50 



Gravure OD 1865.— Le "FILOR- 
DRAIN" remplit ou vide la laveuse ou 
autres recipients. 

II pent se fixer au robinet d'eau chaude ou 
d'eau froide, ou aux deux a la fois. 
Quand vous ne le vissez qu'au robinet 
d'eau froide, vous tirez le bourrelet en 
montant, et vous pouvez remplir la la- 
veuse par le boyau aspirateur. 
Si vous tirez le bourrelet en descendant, 
vous pouvez alors vider vos recipients, 
au lieu de les remplir. 

Chacun $ 2.25 




Plate OD 1865.— The "FILORDRAIN" 

fills or drains washing machines or other 
receptacles. 

It can be attached to cold or hot water 
faucets, or to both at the same time. 
When attached to cold water faucet only, 
you can with shut-off bulb up, fill the 
washing machine, by suction, hose; but in 
having the shut-off bulb down you will 
empty the machine instead of filling it. 

Each $ 2.25 



OD 1865 
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EJECTEUR ET PURGE- CELLIERS 

"PEMBERTY" 
EJECTOR AND CELLAR DRAINERS 




OD 1868 

Gravure OD 1868.— Get ejecteur est designe pour Plate OD 1868.— This ejector is designed to meet con- 

fonctionner sur toutes pressions d'eau de 15 a 200 livres, ditions where the water pressure operating the same is 

la ou ]e niveau d'elevalion ou de decharge n'excede pas from 15 to 200 pounds and the elevation or discharge 

50 pieds. ^^^^ "°'^ exceed 50 feet. 

NFiimprri'; Numbers 62 63 64 65 66 67 68 

Fonftionnement — ODerating 78 -72 74 ■!■ J-zi i-xi ^ 

Sure on— Suction ?4 1 1?* -^^^ ^ ^72 o 

Si^t-Delivery %" 1" IM" L' ^"^ 2" 2J/2" 3" 

Longueur-Length 5" 6K" 8" 9" 10^/," \W," 13^'^ 

GaHons a I'heure, nression de 40 lbs.— Gallons per 

hou?, 40 lbs. pressure - 500 900 1500 2100 3000 4200 6000 

Gallons a I'heure oressions de 60 a 80 lbs. — ^Gal- 

Ions per hou. 60 to SO lbs. pressure 750 1100 2000 3400 4500 6OO0 9000 

Chacun— Each S»0.00 15.00 20.00 25.00 35.00 50.00 70.00 



Gravure OD IKf.*>.— Le purge-cellier au- 
tomatique PEMBERTY est un ejecteur 
de forte capaciLe, fonclionnant par i'eau, 
automatiquement, au moyen dune sou- 
pape a flotteur, s'ouvrant et se fermant 
rapidement. Ce purge-cellier a ete fait 
aussi petit qu'il fut possible de le faire, et 
ceci afin d'en permettre 1 'instal lation 
dans de petits trous ou puisards. 

Specialement adapte pour puits, puisards, 
caves, reser\'oirs. 




Plate OD 1869.— The PEMBERTY Au- 
tomatic cellar drainer is a water pressure 
ejector of high capacity, automatically 
operated by a f^oat controlled, quick- 
opening and closing valve. 

To enable the installation of this drainer 
in small holes, or sumps, it has been made 
as compact as possible. 

Particularly adapted for use in pits, 
sumps, cellars, tanks. 



OD 1869 



Grandeur No 
Size No. 



1 
2 



Tuyau aliment. Tuyau debiteur 
Supply pipe Discharge pipe 






if 
tt 



v 

■'4 



1 V" 



Gallcnsa I'heure, pression 20 a 80 lbs 

Elevations a 18 pieds '" 
Gallons per hour 20 to 80 lbs. pressure 
3 to 18 feet elevation 
Min. Max. 

115 650 

180 1050 



Chacun 
Each 
$25.00 
S40.00 
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PURGE-CELLIER 'TEMBERTY" — CELLAR DRAINER 



Gravure OD 1872.— Purge-cel- 
lier Pemberty non automatique, 
mais de fabrication et de fonc- 
tionnement identique au Purge- 
cellier automatique. Pour eleva- 
tion ayant de 3 a 18 pieds. 





Plate OD 1872.— Non automa- 
tic Pemberty cellar drainer, built 
on the same principle and 
operating as the Pembertv "au- 
tonnatic" type. For 3 to iS feet 
of elevation. 



Grandeur No 
Size No. 



Tuyau alimenta 

tion 

Supply pipe 



3 

4 
5 



Gravure OD 1873.- Pie- 
ces de rechange pour 
purge-celliers "Pemberty" 
automatiques et non auto- 

matiques. 

No 20— Bat i d'ejecteur 
21— Bouchon de bati 

d'ejecteur 
22 — Admission d *eau 
23 — Tuvau de dechar- 

ge" 
24— Bati du clapet 
25 — Bouchon du bati 

de clapet 
26 — Disque de clapet 
27 — Chapeau de cla- 
pet 
28— Tige de clapet 
29 — Garniture du cla- 
pet 
30— Collet de garni- 
ture de clapet 
31 — Levier 



1" 

iy2 



it 



It 



OD 1872 

Gallons a I'heure, pression 20 a 80 
Tuvau debiteur lbs 

Discharge pipe Gallons per hour, 20 to 80 lbs. pres- 
sure 
Minimum Maximum 

11^" 310 1650 

2'" 450 2400 

■ 2M" 600 3200 



Chacun 
Each 

50.00 

70.00 




Plate OD 1873.— Repair 
parts for automatic and 
non-automatic Pemberty 
cellar drainers. 

No. 20— Ejector body 
21 — Ejector body 

plug 
22— "Water Jet 
23— Delivery Jet 
24— Valve Body 
25— Valve body plug 
26— Valve disc 
27— Valve bonnet 
28— Valve stem 
29 — ^Va!ve packing 
30- — Valve packing 

gland 
31— Lever 



OD 1873 



No 32 — Fiche de levier 
33— Flotte 
34 — Support 

35 — ^Vis et arret de support 
36— Tube conducteur 
37 — Rondelle de tube conducteur 
38 — Grille superieure 
39 — Grille inferieure 
40— Espaceur de grille 
41— Boulon, ecrou et rondelle frein de pattede grille 

42— Patte de grille 

43— Clapet de pied 

44_Raccord de grille (siege male) 

45_Raccord de grille (femelle) 

46 — Passoirede grille 

47— Ecrou pour passoire de grille 

48 — Raccord a vis 



No. 32 — Lever pin 
33— Float 
34— Hanger 

35 — Hanger screw and lock 
36— Guide tube 
37 — Guide tube washer 
38— Strainer (upper) 
39— Strainer (lower) 
40 — Strainer spacer 

41 — Strainer leg, bolt, nut and lock washer 
42 — Strainer leg 
43— Foot Valve 
44 — Strainer union ^male seat) 
45 — Strainer union (female) 
46— Strainer union screen 
47 — Strainer union nut 
48— Nipple 
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SPECIALITES DU PLOMRIER— PLUMBER'S SUNDRIES 




OD 1876 

Gravure OD 1876, — Poignee a croisillons ayant bouton 
indicaleur; cuivre nickele. 

La douzaine S5,4ft 

Plate OD 1876. — Four arm china index handle, nickel- 
plated brass. 
Per dozen S5.40 




OD 1877 

Gravure OD 1877. — Poignee a croisillons ayant bou- 
ton indicateur; cuivre nickele 
La douzaine , . $25.20 

Plate OD 1877.— Six arm china button handle, nickel- 
plated brass. 
Per dozen S25.20 




■• 




OD 1878 

Gravure OD 1878.— Poignee dont 
sont pourvus tous nos robinets de 
lavabo, ayant indication. 
La douzaine $15.00 

Plate OD 1878.— This handle is 

furnished with all our index basin 

faucets. 

Per dozen $15.00 



OD 1879 



Gravure OD 1879, — Cuivre poli ou 
nickele pour robinets. 

Vs" ou}i'-,douz S2.50 

^"ou H",do\iz 3.00 

Plate OD 1879.— Polished brass or 
nickel-plated, for faucets of 

H"or ;'>", doz S2.50 

^"or ?,i", doz 3.00 




OD 1880 

Gravure OD 1880. — Poignee-roue 

en cuivre. 

Cuivre poli ou nickele. 






1" 

5.40 7180 27.00 



Vi" 



PlateOD1880.— Brasswheelhandle. 
Polished or nickel-plated brass. 

y^' Vi" Vx" 1" 

$4.80 5.40 7.80 27.00 



Gravure OD 1881.— Poignee a 
croisillons de porcelaine. 

Cuivre poli ou nickele. 

La douzaine S20.00 




Plate OD 1881.— All china four 
arm handle. 

Polished or nickel-plated brass. 
Per dozen ... ■. $20.00 



OD 1881 
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SPECIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 







OD 1884 

Gravure OD 1884.— Dis- 
ques perces pour robinets. 

Plate OD 1884.— Per- 
forated faucet washer. 

Le 100— Per 100 



OD 1885 

Gravure OD 1885.— Ron- 

delle en fibre pour robi- 
nets. 

Plate OD 1885.— Faucet 

fibre packing washer. 

Le 100— Per 100 



OD 1886 

Gravure OD 1886.— Ron- 

delle en feutre pour robi- 
nets. 

Plate OD 1886.— Faucet 

felt packing washer. 

Le 100— Per 100 



' OD 1887 

Gravure OD 1887.— 

Tampons caoutchouc pour 
robinets Fuller. 

Plate OD 1887.— Rubber 
Fuller faucet balls. 

Le 100— Per 100 



H" 



OD 1884 



OD 1885 



1" 



Fibre $1.25 1.25 1.50 1.75 
Cuir S2.00 2M 2.20 2.50 



l<" 



H" 

1.25 1.25 
2.00 2.00 



1.50 
2.20 



OD 1886 

H" ys" H" y 

1-25 1.25 1.50 1.75 Fibre 

2.00 2.00 2.20 2.50 Leather 



OD 1887 

H" 'A" %" 1" 

5.0O 5.50 6.00 9.00 
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OD 1888 

Gravure OD 1888.— Disque "Des- 
marteau" pour robinets. 

Plate OD 1888.— Desmarteau fau- 
cet washers. 

Le 100— Per 100. 
$3.50 3.50 



id I-. *- '. =:£ 



OD 1889 




H" 

3.75 



1" 
4.50 



Gravure OD 1889.— Garniture de 

bonnets de robinets. 

Plate OD 1889.— Top faucet wash- 
ers. 

Le 100— Per 100. 

U" M" Vs" H" 1" 
$5.00 5.00 5.50 6.00 7.00 



OD 1890 

Gravure OD 1890. — Vis cuivre pour 
robinets. 

La douzaine SO. 50 

Plate OD 1890.— Brass faucet 
screw. 

Per dozen S0.50 



0^ 





3/4 



V-^ 



OD 1891 



Gravure OD 1891.^Disques plats perces pour robi- Plate OD 1891. — Flat perforated faucet washers, 
nets. 

Grosseurs H" V?" H" H" 1" Sizes 

Caoutchouc le 100 $2.00 2.00 2.25 2.50 3.00 Rubber per 100 

Fibre le 100 $1.25 1.25 1.50 1.75 2.25 Fibre per 100 






OD 1892 

Gravure OD 1892. — Disques coniques perces pour ro- Plate OD 1892. — Bevelled perforated faucet washers, 
binets. 

Grosseurs H" %" H" %" H" 1" Sizes 

Le 100 $2.25 2.25 2.25 2.50 3.00 4.00 Per 100 
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SPECIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 





V 



Gravure OD 1893. 

ou nickele. 

La douzaine 



-Manelte en porcelaine, cmvre 

. . . S13.80 Per doz. 



OD 1893 

poll Plate OD 1893— China lever handle polished or nickel- 
plated brass. »,„ ^^ 




ROSACES DE ROBINETS, 
CUIVRE NICKELE 



FAUCETS FLANGES, 
NICKEL-PLATED BRASS 




OD 1894 



Gravure OD 1894.— Avec vis pression. ^ 
La douzaine -^■"" 

Plate OD 1894.— With set screw. 

Per dozen ■ ^•"® 



CD 1895 



Gravure OD 1895.— Rosace filetee. 
La douzaine 

Plate OD 1895.— Screwed flange. 

Per dozen 



$3.00 



3.00 






OD 1896 

Gravure OD 1896.— Accouplement 
coude de robinet de baignoire, aver 
raccord. 

La douzaine S9.60 

Plate OD 1896.— Bath faucet bent 
tail piece, with coupling nut. 

Per dozen $9.60 



OD 1897 

Gravure OD 1897. — ^ Accouplement 
de robinet de lavabo. avec raccord. 

La douzaine. $7.29 

Plate OD 1897.— Basin faucet tail 
piece, with coupling nut. 



Per dozen $7 .2D 



OD 1898 

Gravure OD 1898.— Rondelle de 
cuivre embouti, fini nickelc. 
Diam. H" y2'\H" V'\H"\y2" 
Douz. $0,96 0.96 0.96 1.36 1.36 1.60 

Plate OD 1898.— Spun brass flange, 
nickel finish. 

Dia. %" Yi" H" 1"1M"U2" 
Doz. ?0.96 0.96 0.96 1.36 1.36 1.50 
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SPECIALITES DU PLOMBIER PLUMBER'S SUNDRIES 



Gravure OD 
1900.— Rondel- 

les pour joints 
glissants: faites 
de caoutchouc 
noir. 




Plate OD 1900. 

— S Up joint 
washers, made 
of black rubber. 



OD 1900 



Grandeurs — Sizes 
Le 100— Per 100. 



1" 


Ws" 


IH" 


VA" 


2" 


$2.50 


2.75 


3.00 


3.50 


4.00 





OD 1901 



Gravure OD 1901.— Garniture 




en caoutchouc pour lavabo, 1 
La douzaine 



1^' 



$1.50 



Plate OD 1901.— Rubber lavatory 
gasket, IH"- 

Per dozen.... SI. 50 




OD 1902 

Gravure OD 1 902.— Rondelle^ 
caoutchouc pour valve de chasse 
siphonique. OD 1903 

IK" IK" IM" 

Douzaine.. $1.20 1.20 1.20 Gravure OD 1903.— Tampon- 
caoutchouc pour boulon de siege. 

Plate OD 1902.— Syphon rush valve La douzaine $ .50 

washer. 

IH" VA" IH" Plate OD 1903.— Seat bolt rubber. 

Per dozen. $1.20 1.20 1.20 Per dozen S .50 

Gravure OD 1904. — Bouchon caoutchouc, par aspiration, 
pour evier, diametre exterieur 2^-5" et 4". 

2H" 4" 

La douzaine S3.60 4.00 

Plate OD 1904.— Sink suction rubber stopper, 214" and 4" 
outside diameter. 

2y/' A" 

\\'\ Per dozen $3.60 4.00 




OD 1904 

Gravure OD 1905. — Bouchon caoutchouc avec anneau 
cuivre nickele. 

Grosseurs— Sizes H" Vs" 1" 

La douzaine— Per dozen S1.20 1.20 1.20 



OD 1905 

Plate OD 1905. — Rubber stopper, with nickel-plated 
brass ring. 

VA" ^ IH" VA" VA" VA" 2" 
1.20 1.40 1.50 1.60 1.80 2.00 
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SPECIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 




«_=> 





OD 1W6 

Gravure OD 1906— Borne a chai- 
nette; cuivre nickele. 

Ladouzaine ,-^ S*-**** 

Plate OD 1906.— Chain stay ; 
nickel-plated brass. 

Perdozen ■ 54-00 



OD l%7 

Gravure OD 1907.— Cache-trou de 

ti-op-plein de baignoire; cuivre 

nickele. „^ 

La douzame »3.uu 

Plate OD 1%7.— Bath overflow 

cover; nickel-plated brass. 
Perdozen =='^-"" 



OD 1908 

Gravure OD 1908.— Cache-trou et 
borne pour lavabo; cuivre nickele. 
La douzaine S4.20 

Plate OD 1908.— Lavatcry cock 
hole cover and chain stay; nickel- 
plated brass. 
Perdozen S4.20 






OD 1909 

Gravure OD 1909.— Te a joints 

glissants; cuivre nickele. 

Chacun 

Nickele brut S -90 MO 

Nickele polj 1-50 2.25 

Plate OD 1909.— Slip joint Tee; 

Each 

Nickel-plated rough S -90 MO 
Nickel-plated po- 
lished 1.50 2.25 



OD 1910 

Gravure OD 1910.— Coude a joint 
g:lis?ant; cuivre nickele. 

IH" IK2" 

Chacun S0.90 1.50 

Plate OD 1010.— Slip joint elbow: 

nickel-plated brass. ^^^^ ^^,, 

Each « .90 1-50 



OD 1911 

Gravure OD 1911.— Croix a joints 
glissants; cuivre nickele. l}4"- 

Chacune ?5.00 

Plate OD 1911.— Slip joint cross, 
nickel-plated brass. IW- 



Each 



$5.00 



Gravure OD 1912.— Hague de reduction; 
cuivre nickele. 

H" H" 

Chacune $ .30 .35 

N.B. — On peut aussi fournir ces raccords 

avec filetage fin. 




Plate OD 1912.— Reducing coupling; 
nickel-plated brass. 

Each * $ -30 .55 

■^,B.—V^e can also furnish these fittings 

with fine threads. 



OD 1912 
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SPEGIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 



Gravure OD 1914.— Coude a 

joints glissants pour tuyau de 
chute, en cuivre nickele. 

Chacun $ .85 1.00 




Plate OD 1914.— Nickel-plated 
brass slip joint elbow for flush 
pipe. 

IK" IH" 
Each S .85 1.00 



OD 1914 
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OD 1915 

Gravure OD 1915- — Coudes de 2 pouces pour reservoir 
de chasse bas, cuivre nickele avec ecrous en cuivre 
fondu, 

Plate OD 1915, — Low-down tank 2 inch bends, nickel- 
plated brass, with cast brass nuts- 



OD 1916 

Gravure OD 1916. — Rejeton de 2 pouces pour re- 
servoirs de chasse bas, cuivre nickele avec ecrous en 
cuivre fondu. 

Plate OD 1916- — Low down tanks 2 inch offsets, 
nickel-plated brass, with cast brass nuts. 



Grosseurs 


Chacun 


Grosseurs 


Chacun 


Sizes 


Each 


Sizes 


iLac 1 


3M"x5" 


$1.55 


5" X 6" 


SI. 90 


3H" X 6" 


1.50 


5" X 7" 


2.05 


3H" X 7" 


1.65 


5" X 8" 


2.20 


33^" X 8" 


1.80 


5" X 10" 


2.50 


4" X 6" 


1.75 


6" X 7" 


2.20 


5" X 5" 


1.75 


6" X 8" 


2.50 



Grosseurs 

Sizes 
1" x6" 
\y^' X 6" 
2" X 6" 
2H" x 6" 
3" X 6" 
3M" X 6" 



Chacun 
Each 
SI. 35 
1.35 
1.65 
1.85 
2.10 
2.40 



Grosseurs 

Sizes 
4" X 6" 
4^"x 1" 
5" X 8" 
53^" X 8" 
6" X 8" 



Chacun 
Each 
S2.70 
3.75 
4.10 
4.50 
5.25 



N.B, — Mesures prises du centre du coude aux bouts, N.B.^Mesures prises centre en centre des bouts. 



N.B. — Measurements taken from centre of 

bend to ends. 



N.B. — Measurements taken centre to 

centre o£ ends. 
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SPEGIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 





Gravure OD 1918 

250 et 500 pds. 



Cuivre. le pied .. . 

Nickelee, le pied. . 



OD 1918 

,— Chainette en cuivre, rouleau de 

00 12 3 

. S .06 .06 .10 .15 .25 

.08 .08 .12 .18 .30 



Plate OD 1918.— Brass chain. 250 and 500 foot reels. 

00 1 2 3 

Brass, per foot S .06 .06 .10 .15 .25 

Nickeled, per foot. . . .08 .08 .12 .18 .30 



OD 1919 

Gravure OD 1919.— Chainette en cuivre, boites 12 
verges. 

00 1 

Cuivre, la boite S2.00 2.25 2.50 

Nickelee. la boite 2.25 2.50 3,00 

Plate CD 1919.— Brass chain; boxes of 12 yards. 

00 1 

Brass, Box S2.00 2.25 2.50 

Nickeled, Box 2.25 2.50 3.00 



Gravure OD 1920.— 

Chainette nickelee a 
bourrelel. 




Plate OD 1920.— 

Nickel-plated bead 
chain. 



OD 1920 



LelOOpieds §25.00 Per 100 feet S25.00 

Anneaux de raccord, le 100 prs 10.00 Jump rings, per 100 prs 10.00 






OD 1921 



OD 1922 



OD 1923 



Gravure OD 1921.— Anneau bris^ Gravure OD 1922.— Anneau brise, Gravure OD 1923.— Crochet "S" 

en cuivre nickcle. en cuivre nickele. cuivre nickele. 

La grosse $2.25 La grosse 52. 00 La grosse S2.00 

Plate OD 1921.— Nickel-plated Plate OD 1922.— Nickel-plated Plate OD 1923.~NickeI -plated 

brass split rings. brass split ring. ^— "^ ^'-^' 



Per gross S2.25 Per gross 



$2.00 



brass S hook. 

Per gross $2.00 



\ 




.^^i 
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SPECIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 




RACGORDS D'ARROSAGE EN CUIVRE POUR 

ROBINETS 

BRASS HOSE FAUCET ENDS 




OD 1924 

Gravure OD 1924.— 

La douzaine; cuivre S4.00 

nickele 5.00 

Plate OD 1924.— 

Per dozen: Brass S4.00 

Nickel-plated 5.00 



OD 1925 



Gravure OD 1925 

La douzaine 



S9.00 



Plate OD 1925.— 

Per dozen 



9.00 








OD 1926 

Gravure OD 1926.— Brise-jet "Eu- 
reka" avec manchon caoutchouc. 
La douzaine SI. 20 

Plate OD 1926.— "Eureka" Anti- 
splasher with rubber fitting. 
Per dozen SI. 20 



OD 1927 

Gravure OD 1927. ^Le meilleur 

(litre a eau au plus bas prix. 

La douzaine §7.20 

Plate OD 1927.— The best and 

cheapest water filter. 

Per dozen S7.20 



OD 1928 

Gravure OD 1928.— Brise-jet en 

porcelaine. 

La douzaine SI. 20 

Plate OD 1928.— Porcelain anti- 
splasher. 
Per dozen SI. 20 




TAMPONS REPARATEURS DE BOUILLOIRE 



BOILER REPAIR PLUGS 




OD 1930 OD 11929 

Gravure OD 1929, — Le meilleur tampon reparateur de Gravure OD 1930. — Pour reparer les bouilloires 
bouilloire. II est pratique et durable. percees. 

La douzaine S4.00 No 1 2 3 4 

La douzaine $2.40 2.40 3.00 4.00 

Plate OD 1929.-The best boiler repair plug. It is piate OD 1930.— For repairing leaky range boilers. 

practical and durable. IsJq i o § '^'^"^' - 

Per dozen $4.00 Per dozen .'.'.".'.' $2.40 2.40 3.00 4.00 

261 
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SPECIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 





OD 1932 

Gravure OD 1932.-"Robinet a gaz 

Plate OD 1932.— Gas cock. 

La douzaine 
Per dozen 
irx yz" SS-OO 

y2"K H" 8^00 

?«"xH" ^-SO 

i^"x kt" 6.00 

J^"x >g" 5.50 




O0 1933 

Gravure OD 1933. — Robinet a gaz, 

Plate OD 1933.— Gas cock. 

La douzaine 
Per dozen 
%" S8.00 

H" 5.20 

^".... 4.90 

14" 4.50 

Vs" 4.20 




OD 1934 

Gravure OD 1934. — Robinet a gaz. 
Plate OD 1934.— Gas cock. 



H" 



La douzaine 
Per dozen 

S7.20 
6.50 




OD 1935 
Gravure OD 1935. ^Robinet a gaz. 

Plate OD 1935.— Gas cock. 

La douzaine 
Per dozen 

$5.60 

4.90 

4.50 

4.50 

4.50 

4.20 

3.90 





yz X >2 



?,s"x -W 

1 y" __ 1 y'J* 



•4 X ys .. 
ys'^H"- 



x/s" 



OD 1936 

■ 

Gravure OD 1936, — Robinet a gaz 

■ 

Plate OD 1936.— Gas cock. 



M" X y^" 
H" X ys" 



La douzaine 
Per dozen 
S4.00 
3.50 



OD 1937 

Gravure OD 1937.— Robinet a gaz, 

Plate OD 1937.— Gas cock. 

La douzaine 
Per dozen 

•h" $5.50 

H" 5.30 

H" 4.90 



Gravure OD 1938.— Robinet a gaz L. 

La douzaine 

H" S6.20 

?«" 5.20 

]4" 4.50 

H" 4.20 




Plate OD 1938.— L gas cock. 

Per dozen 

H" $6.20 

H" 5.20 

H" 4.50 

H" 4.20 



OD 1938 
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SPECIALITES DU PLOMBIER - PLUMBER'S SUNDRIES 






OD 1940 

Gravure OD 1940.— Robinet a gaz 
pour boyau, 

Plate OD 1940. — Gas cock for hose. 

La douzaine 
Per dozen 

J^" , $5.50 

%" 5.20 

1^" 4.90 

Vs" 4.50 



a 



OD 1941 

Gravure OD 1941.— Raccord 

boyau. 

Plate OD 1941.— Hose ends. 

La douzaine 
Per dozen 

1^" S3.00 

3^" 2.50 

14" 2.20 

H" 1-00 



OD 1942 

Gravure OD 1942. — Raccord a 
boyau. 

Plate OD 1942.— Hose ends. 

La douzaine 
Per dozen 

W S3.00 

ys" 2.60 

H" 2.20 

H" 1-00 



Gravure OD 1943.— Robinet 
double a gaz, pour boyau de 
poele. 

La douzaine 

Vs'^ys" $8.00 




Plate OD 1943.— Double gas 

cock, for stove hose. 

Per dozen 



lA" 



xKs" 



S8.00 



OD 1943 




OD 1944 

Gravure OD 1944.— Robinet a gaz. 

Plate OD 1944— Gas Cock. . La douzaine 

Per dozen 

U" $5.20 

si" 4.50 

ij" 4.20 

Q" 3.90 




OD 1945 

Gravure OD 1945. — -Cle de robinet a gaz. 
LelOO 

Plate OD 1945. — Gas valve key. 

Per 100 



§16.00 
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SPECIALITES DU PLOMBIER — PLUMBER'S SUNDRIES 





OD 1946 

Gravure OD 1946.^Robinet a gaz, a manette de bois, 
avec raccord a boyau. 

Ladouzaine S8.40 7.60 



OD 1947 

Gravure OD1947.— Robinet a gaz, a manette de bois, 
avec raccord a boyau filete W 



6.00 



1/" 

rs 

6.00 



Vi" 

La douzaine $9.60 



8.40 



ft 



Va 
7.20 



7.20 



Plate ODl946.-Gas cock ^vith^^ood handle, with hose Pl^te^^OD 1947.-Gas cock with wood handle with 



Per dozen S8.40 7.60 



U" 



6.00 6.00 



Per dozen $9.60 



II 



'8 

8.40 



7.20 



Vs" 
7.20 



Gravure OD 1948.— Conduit 
metallique a gaz, garni de caout- 
chouc, 5/16" 

Complet tel qu'illustre. 

3' 4' 5' 6' 

S .75 1.00 1.25 1.50 

Conduit seul, le pied $ .20 




Plate OD 1948.— Gas steel 

tubing, rubber packed 5/16". 

Complete as described. 

3' 4' 5' 6' 

S .75 1.00 1.25 1.50 

Tubing only, per foot. ... $ .20 



OD 1948 



NFG CO. 




OD 1949 



OD 1950 



Gravure OD 1949.-Bout de caoutchouc pour conduit Gravure OD I950.-Bout de caoutchouc pour conduit 
a'gaz^2i^" de long. a gaz, Ih' de long. 



Le 100 S8.00 Le 100 



$8.00 



Plate OD 1949.— Gas tubing rubber end. 2M" long. Plate OD 1950.— Gas tubing rubber end, 1%" long. 
Per 100 5S-00 Per 100 $8.00 




□ 

r — 1 




.^/S^. 



f. 



^J" 




1 [ 



il 



'li 




tw W^^P^ 



i^' 




.A 



r" 



-iA. 



specialitEs pour municipalites— corporation goods 




FOREUSE ET TARAUDEUSE MUELLER 

MODULE B 



Gravure OD 1952* — Pour conduites d'eau de munici- 
palile. 

Cet appareil incorpore les plus recentes amelioralions 
qu'on ait pu lui faire. La nouvelle barre d'alesage est 
faite avec rondelle de friction, eliminant par la, I em^ 
barras du joug se collant au collet. 



Avec son outillage au complet. cet appareil pourra 
faire le taraudage et le posage de robinets de ^g" a 1" 
sur le tuyau sous pression, et fera !e taraudage de ^s" 
a 2" sur un tuyau non raccordc ou vide, mais ne pourra 
poser un robinet de plus de 1". 

Cet appareil est fait pour le tuyau de fonte mais peut 
etre employe pour le tuyau de far avec le collier d 'at- 
tache de lappareil h\'draulique- 

Foumi avec manchon a rochet, joug et ecrou de garni- 
ture, forets et tarauds combines de }-z\ H'"' ^i"et 1", 
filetage Mueller, bouchons males, filetage Mueller, }-2'\ 
^i'\ ^.i" et 1", sellettes d'appui en fer pour tuyau de 
fonte de 4". 6", 8" et 10". petites et grandes garni- 
tures en caoutchouc pour tuyau de fer et de fonte, 
garnitures de caoutchouc pour sellettes, chainette a 
maillons ronds, ayant boulon a ceil et crochet, pour 
tuyau 12" et moins, cle a chaine, ciseau nettoyeur, 
huile lubrifianle et graisse pour le coupage- 

Tel que decrit. jusqu'a 90 lbs de pression. moins les 
forets $144.00 



OD 1952 



Grosseurs 



TARAUDS ET FOREFS COMBINES POUR FOREUSLS MOU^LE U 

^- ^6" %" 1" IM" 1^2" 

$5,50 



6.25 



7M(t 



O' 



9-00 



l^M 



14-70 



17.25 



MUELLER DRILLING AND TAPPING MACHINE 

MODEL B 



Plate OD 1952.— In this machine are embodies! all of 
the most recent improvements that have been made. 
Our new bcjrinK bar is constructed with a friction 
washer thai removes the object ionable feature of having 
the feed yoke bind on the collar. 
With standard equipment this machine will make 
tapping and insert cocks, from Vs" to 1" size pipe 
uncfer pressure, and will make laps only from ?j^"to2" 
in open or dry pipe, but will not insert a cock above 1"- 
This machine is intended for use on cast iron pipe but can 
be used fjn iron pipe in connection with water tapping 
machine scr\'ice clamps, 



Furnished with ratchet handle, feed nut and yoke, 
combined drills and taps, with Mueller thread ^o", 
''g'\ ^i", I" Male screw plugs with Muuller thread, 
*■/'. ■\".3.i"and 1" Ironsaddlesfor 1^'.6'\ 8"and 10" 
cast iron pipe, large rubber gas;kets for all sizes of 
wrought iron pipe, small rubber gaskets for top of 
saddles, round link chaiti with eyebolt and hook for 
pipe up (o 12". chain wrench, b<xly cleaning chisel, 
lubricating oil and cutting grease- 
As described, up to 90 lbs. pressure, less drills . SI44.00 



COMBINED DRILLS AND TAPS FOR MODKL B TAPPING MACHINE 



Sizes 



t/ 



S5.50 



6.25 



ft 



7.60 



/* 



1 



9.00 



IK" 

1.^.00 



I'j" 

14.70 



2" 
17.25 
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SPECIALITES POUR MUNICIPALITES — CORPORATION GOODS 




S:^ BODY 




OD 1954 



FOREUSE MUELLER 
MODfeLE E 



Gravure OD 1954. ^Cet apparei! est employe pour 
tous genres de per^age sur n'importe quel tuyau. II 
est de forte construction et avec outils appropries, 
ainsi que raccords a vis, il peut perforer destrousde 3^" 
a 1" sur loutes grosseurs de tuyau sous pression. 

Notre nouveau collet de friction sur la barre aleseuse 
est une caracteristique de cet appareil. Ce collet est 
fait de telle maniere qu'il reduit, a son minimum, la 
friction entre !e collet de la barre aleseuse et le joug 

alimentateur. 

L'outillage regulier de cet appareil comprend' 1 man- 
che a rochet. 1 chasse-foret, 1 barre aleseuse complete, 
bati complet et ecrou et joug de commande combines. 
Fournissans foret, porte-forets, et sans raccords a vis. 

Appareil complet tel que decrit $31,00 



MUELLER DRILLING MACHINE, 
. MODEL E 

Plate OD 1954. — This machine is used for making all 
kinds of drillint,^s on all kinds of pipe. It is of heavy 
constniction and with suitable tools and nipples will 
drill ^2" to 1 inch holes in any size pipe under pressure. 

Our new friction collar on the boring bar is a feature of 
this machine. This collar is so constructed that it 
reduces the friction between the boring bar collar and 
the feed yoke to a minimum. 

The regular equipment of this machine includes a 
ratchet handle, drift pin for removing drills from drill 
holders, boring bar complete, body complete and com- 
bined feed nut and yoke; but no drills, drill holders or 
nipples are supplied. 

Drilling machine complete, as described S3LO0 



FORETS POUR FOREUSE MUELLER, MODULE E 



Grosseurs 

5/16" 
7/16" 

^" 

9/16" 

^" 

11/16" 



Chacun 

$1.55 
1.74 
L98 
2.11 
2-U 
2.36 



Grosseurs 



'A" 



It 



15/16 
1" 
5/16 ' Ext. long. 
7/16" Ext. long. 



Chacun 

$2.48 
2.91 
3.10 
3.47 
1.74 
1.74 



DRILLS FOR MODFX E DRILLING MACHINE 



Sizes 

5/16" 
7/16" 

H" 

9/16" 
11/16" 



Each 

$1.55 
1.74 
1.98 
2.11 
2.11 
2.36 



Pizes 

H" 
15/16" - 

1" 
5/16" Ext. long. 
7/16" Ext. long. 



Each 

$2.48 
2.91 
3.10 
3.47 
1.74 
1.74 
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SPECIALITES pour MUNICIPALITES — CORPORATION GOODS 

TUYAU DE SERVICE MUELLER -SERVICE PIPE 

Gravure OD 1956. — Le tuyau de service Mueller*"" incorpore 

toutes les qualites desirables pour un conduit d eau parfait. 

II est fait de pur cuivre et resistera indefiniment. 

Le tuyau de service Mueller a ua avantage particulier sur le 

tuyau dc fer, c^est que la surface inlerieureen etant plusunie, il 

y a moins de perte de pression due a la friction. 

II peut etre pose facilement. par n'importe qui, s: 



ji • 



peut 
aucune. 



sans experience 



Prix sur demande 





OD 1956.— No, 2 



OD 1956.— No. 1 

VUxiv OD r>50. All ihr qu;itilirs mrrssary fr)r an idi ;il wiWvr 

confUitior art- ctmtainrrl in Mui-lltT siTvia* \n\yi\ 

ll is made of pure brass and ut!l last for yeneratiims 

Mut'lU-r service pipe has an afldidonal :idvamai;e over iron pipe 

hfcaiise there is less loss of [iressure due to friction, thi' inside 

surface bein^; snicKilher •* * 

It c:m easily he installed by inexperienced v^*3rknu■r^. I [_ L-.a] 

Price on a|jplitalu>n. 



Les trois gravures sur cette page, 
montrent comment faire un rac- 
cordemcnt avec le tuyau de ser- 
vice Mueller. 

PRK\llf:REME\T 

Coupez le tuyau a la longueur 
desiree avec une scie alternative, 
faisant une coupe bien drotte, 

DEUXifcMEMENT 

Grattez les ebarbures laissees 
par la scie a Tinterieur et a 
Texterieur du tuyau. Ceci peut 
etre fait avec un grattoir ou un 
couteau. 

TROISlfiMEMENT 

Placez lecrou d'accouplemcnt 
sur le tuyau avant Tevasage du 
tuvau, huilez et introduisez 
routil evaseur dans le tuyau, 
Frappez le bout expose de Toutil 
evaseur jusqu'a ce que le tuyau 
s'engage dans Tcpaulement de 
Tevaseur. 

II ne reste alors qu'a enlever 
Toutil evaseur et a faire le rac- 
cordement en fixant lecrou 
sotidemenL 




OD 1956— No. 3 



The ihree illustrations on this 
pajiie show how to m:ike a con- 
nection with Mueller service 
pipe. 

FIRST 

Cut the [>ipe with a hack saw 
lo the lenv^th you desire to use. 
taking care to keep the cut 
square, 

SECOND 

Trim ofT the burr left by the 
hack saw on the inside and out- 
side of the pipe. Tbi^ can he 
done with a scraper or a pocket 
knife. 

niiKD 

Place the coup'inv' nut on the 
pipe 'as it cannot be done after 
the pipe is flared out. > Oil and 
insert the flanging tool in the 
pipe. Strike the exposed end of 
the flani^ng tool with a hammer 
until the end of the pipe en- 
gages the shoulder in the flang- 
ing tool. Then remove the flang- 
ing tool and connect the coupl- 
ing, pull the nut up tic'ht. 
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SPECIALITES POUR MUNICIPALITES — CORPORATION GOODS 



Gravure OD I95S. 

— Robinet d'arret, 
filetage Mueller. 
avec Manchon d 'ac- 
couplemen t, cui- 
vre brut. 




Plate OD 1958.- 

Stop with Mueller 
thread, joint out- 
let, and sleeve type 
coupling rough 
brass. 



OD 1958 



Grosseurs — Sizes 14" %" 

Le 100— Per 100 -$114.75 155.55 



M' 



196.35 



1" 
306,00 



650.25 



// 



1^ 
1020.00 



2" 
1644.75 




^fUJiu 





OD 1959 



OD 1960 



Gravure OD 1959.— Robinets d'arret, cuivre brut, Plate OD 1959.— Rough brass stop, Mueller thread, 
filetage Mueller, accouplement pour tuyau de plomb. outlet and coupling for lead pipe. 



Grosseurs — Sizes ]4" H" 

Le 100— Per 100 §114.75 155.55 



GRAVURE OD 1959 — PLATE OD 1959 

1" 
306.00 



3/-" 
- 4 



196.35 



IM" 
650.25 



I'A" 



2" 



1020-00 1644.25 



f/ 



Grosseurs — Si^es 14" ^ 

Le 100— Per 100 S87.00 117.00 



GRAVURE OD 1960 — PLATE OD 1960 

H" 1" 



150.00 



240.00 



555.00 



1 1 -"" 



2" 



900.00 1500.00 



Gravure OD 1961.— Ro 

binet d'arret a cle ren- 
versee, cuivre brut, avec 
accouplement pour tuyau 
de plomb. 




Plate OD 1961.— Rough 

brass stop with inverted 
key, and with lead pipe 
coupling. 



OD 1961 



Grosseurs — Sizes i^" 

Le IOC— Per 100 $195.00 



254.80 



325.00 



1" 
488.80 



808.60 



1271.40 



2" 
2093.00 
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SPfiCIALITES POUR MUNICIPALITES — CORPORATION GOODS 



Gravure OD 1%2. Ro- 

binet d 'arret en cuivre 
brut, a cle reversible pour 
tuyau de plomb. 

Plate OD 1%2.— Rough 
brass inverted key stop, 
for lead pipe. 




Gravure OD 1963.— Le 

meme que OD 1962, avec 
vidage. 

Plate OD 1%3.— Same as 
OD 1962, except with 
waste. 



OD 1962 

GRAVURE OD 1962 — PLATE OD 1962 

Grosseurs— Sizes U" H" ^4" 1" 

Le 100— Per 100 S236.00 312.00 395.20 592.80 

GRAVURE OD 1963 — PLATE OD 1963 

Grosseurs— Sizes y>" ^" ^4" 1" 

Le 100— Per 100 S239.20 314.60 397.80 598.00 



990.60 



'/ 



1^4 

998.40 



1531.40 



I'A" 

1544.40 



2" 
2470.00 

2" 
2496.00 







OD 1964 

Gravure OD 1964.— Robinet d'arret, cuivre brut. 
poignee solide. Pour tuyau de plomb. 

Plate OD 1964. — Rough brass stop with solid handle. 
For lead pipe. 

GRAVURE OD 1964 

Grosseurs — Sizes ' ?" H" 

Le 100— Per 100 S197.60 270.40 

GRAVURE OD 1965 

Grosseurs — Sizes W ^'i" 

Le 100— Per 100 §200.20 273.00 

OD 1966 
Gravure OD 1965.— Meme que OD 1964, avec vidage. 
Plate OD 1965.— Same as OD 1964, with waste. 

GRAVURE OD 1966 

Grosseurs — Sizes W H" 

Le 100— Per 100 $124.80 215.80 

GRAVURE OD 1967 

Grosseurs^Sizes ''■i" H" 

Le 100— Per 100 .S127.40 218.40 




OD 1966 

Gravure OD 1966.— Pour tuyau de fer. 
Plate OD 1966. — For iron pipe. 

—5 PLATE OD 1964 

^4." 1" 

340.60 527.80 

— PLATE OD 1965 

3i" 1" 

343.20 533.00 



886.60 



1 1 <->" 
1375.40 



2" 
2236.00 



1388.40 



2" 
2260.00 



894.40 

OD 1967 
Gravure OD 1967. — Meme que OD 1966, avec vidage. 
Plate OD 1967.— Same as OD 1966. with waste. 

— PLATE OD 1966 

H"xl" 1" IK" 

296.40 384.40 699.40 

— PLATE OD 1967 

av'x 1" 1" IK" 

299.00 390.00 707.20 



IH" 

1011.40 



1024.00 



Gravure OD 1968.— Robinet 
d'arret, cuivrebrut, filetageMueller. 




Plate OD 1968 

Mueller thread, 



Rough brass stop, 



OD 1968 

GRAVURE OD 1968 — PLATE OD 1968 

Grosseurs-Sizes H" Vs" H" 1" 

LelOO— Per 100 $87.00 117.00 150.00 249.00 
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SPECIALITES POUR MUNICIPALITES — CORPORATION GOODS 




c 





OD 1970 

Gravure OD 1970.— Raccords droits coniques. 
Plate OD 1970.— Solderless straight connections. 



OD 1971 
Gravure OD 1971.— Raccord droit conique. 
Plate OD 1971.— Solderless straight connection. 



Grosseur^— Sizes JA 

Le 100— Per 100 S63.00 



'A" 



Grosseurs— Sizes ^^, «„ 

LelOO— Per 100 S*6,00 



85.00 
69.00 



%" 
92.00 

69.00 



1" 
121.00 

1" 
92.00 



253.00 

IK" 
184.00 



IH" 

299.00 
247.00 



0" 

454.00 

2" 
374.00 





CD 1972 OD 1973 

Gravure OD 1972.— Accouplemenl Mueller pour tuyau Gravure OD 1973.— Accouplement Mueller pour tuyau 
de fer et piomb. '^^ ^^'^• 

Plate OD 1972.- Mueller union coupling for lead and Plate OD 1973.— Mueller union couphng for iron pipe. 

iron pipfc. 

OD 1972 

LeToO-WrrOT:.-'.'.:..'. ■.'-:;;;: $54.00 £m 7600 SO.OO 176.00 225.00 337.00 

OD 1973 

2" 
639.00 



Grosseu rs^ — Sizes 
Le 100— Per 100 



S96.00 



%" 



106.00 



3^" 

123.00 



1" 
175.00 



IK" 

337.00 



416.00 



V. • 



Gravure OD 1974.— Col 
de Cygne avec bride en 
plomb et joint essuye. 




Plate OD 1974.— Goose 
necks with lead flange 
and wiped joint. 



OD 1974 



Grosseurs — Sizes W 

Chacun — Each $3.02 



3.60 



4.17 



1" 
6.19 



IK" 

11.23 



17.85 



2" 
27.93 



Gravure OD 1975.— Le mfme que OD 1971 sans Plate OD 1975.—Same as OD 1974, without stop, 
robinetd-arret. ^^,, ^^,, ^„ ^^, ^^^, ^^„ ^„ 

Chacun 52.65 3.11 3.60 5.30 9.33 14.49 22,17 Each 




fAP 



. c 



iA 




( 




7 — ^ 



1 



□ 




? 




^ 



□ 



cplWm 




SPECIALITES POUR MUNIGIPALITES — CORPORATION GOODS 



Gravure OD 1976, — Prise d'eau en cuivre 
avec deux raccords pour tuyau de plomb. 




Plate OD 1976- — ^Prass water connection 
with two lead pipe inlets- 









OD 


1976 


' 








Raccords 


F^accord 








Raccord 






pour p omb 


pour fer 


Chacune • 




Raccords 


pour ter 






Lead inlets 


Iron pipe in- 


Each 




3our p omb 


Iron pipe 


Chacune 






let 






Lead in eLs 


inlet 


Eac 1 


OD 1976 


M" 


H" 


$ 4.90 


OD 1986 


1 ' " 

72 ■ 


H" 


$ 4.09 


OD 1977 


H" 


M" 


4.76 


OD 1987 


H" 


H" 


4.62 


OD 1978 


%" 


1" 


5.25 


OD 1988 


H" 


Y%" 


5.95 


OD 1979 


H" 


I" 


5.60 


OD 1989 


H" 


H" 


4.20 


OD 1980 


%" 


Wa" 


7.00 


OD 1990 


H" 


H" 


4.83 


OD 1981 


%" 


IM" 


7.42 


OD 1991 


H" 


3-'" 
,'4 


4.97 


OD 1982 


1" 


li-4" 


H.05 


OD 199'^ 


H" 


1" 


6.30 


OD 1983 


IK" 


IM" 


8.75 


OD 1993 




1" 


6.40 


OD 198' 


1" 


1J4" 


K.92 


OD 1994 


H" 


1'.," 


9.34 


OD 1985 


2" 




15.95 


OD 1995 


1" 


IH" 


9.45 










OD 1996 


1" 


VA" 


9.80 



Gravure OD 1997, — Prise d'eau en 
cuivre avec trois raccords pour tuyau 
de plomb. 




Plate OD 1997. — Brass water con- 
nection with three lead pipe inlets. 









OD 


1997 












Raccord 








Raccord 






Raccords 


pour fer 






Raccords 


pour fer 






pour plomb 


Iron pipe 


Chacune 




pour plomb 


Iron >L le 


Chacune 




Lead in ets 


inlet 


Each 




Lead inlets 


inlet 


Each 


OD 1997 


%" 


IK" 


$7.00 


OD 2001 


H" 


3<" 


$ 7.00 


OD 1998 


3/" 


m" 


7.88 


OD 2002 


H" 


I" 


7.27 


OD 1999 


1" 


1J2" 


9.03 


OD 2003 


1" 


IH" 


10.43 


OD 2000 


IM" 


IK" 


10.50 











Gravure OD 2004.— Prise d'eau en 
cuivre avec quatre raccords pour 
tuyau de plomb. 




Plate OD 2004. — Brass water con- 
nection with four lead pipe inlets. 



OD 2004 



OD 2004 
OD 2005 
OD 2006 



Raccords 
pour plomb 
Lead inlets 

h" 

H" 
1" 



Raccord 

pour fer 

Iron pipe 

inlet 

m" 

2" 
2" 



Chacune 
Each 
S11.37 
11.90 
13.58 



OD 2007 
OD 2008 
OD 2009 



Raccords 
pour plomb 
Lead inlets 

IK" 
H" 
1" 



Raccord 

pour fer 

Iron pipe 

inlet 

2" 

1" 

2" 



Chacune 
Each 
$15.26 
9.27 
17.08 
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iSPECIALITES POUR MUNICIPALITES — CORPORATION GOODS 




OD 2010 ^^ ^^11 *^P 2**^^ 

Accouplements en cuivre pour robinets d'arret. Brass union couplings for Stop cocks. 

GRAVURE OD 2010 — PLATE OD 2010 

H" %" 



.36 



H" 

.45 



Grosseurs^Sizes 

Chacun — Each 5-30 

GRAVURE OD 2011 — PLATE OD 2011 

Grosseurs-Sizes V^' Vs' H" i; 

Chacun— Each S .30 .36 .45 .60 

GRAVURE OD 2012 — PLATE OD 2012 



H" 



Grosseurs — Sizes 

Chacun — Each $ .30 



// 



'8 

.36 



.45 





OD 2013 OY> 2014 OD 2015 

Accouplements en cuivre pour robinets d'arret. Brass union couplings for stop cocks. 

GRAVURE OD 2013 — PLATE OD 2013 

Grosseurs-Sizes }i" M'' 1" 1^'' 1^.' 

Chacun-Each S -48 .69 .90 1.35 1-80 

GRAVURE OD 2014 — PLATE OD 2014 

Grosseurs-Sizes H" H" 1'' ^4'' J^,' 

Chacun-Each ? .48 .69 .90 1.35 1.80 

GRAVURE OD 2015 — PLATE OD 2015 

Grosseurs-Sizes M" M" 1'' IK" YL 

Chacun-Each $ -48 .69 .90 1-35 1-80 

ODISOUES D'ACCOUPLEMENTS 
UNION COUPLING WASHERS 
OD 2016 CD 2017 

Gravure OD 2016.— Disque en fibre. Plate OD 2016.— Fibre washer. 

Grosseurs-Sizes ^s" W H" %" 1" IK" 1^2" 

Prix sur demande — Price on application 

Gravure OD 2017.— Disque en cuir. Plate OD 2107.— Leather washer. 

Grosseurs-Sizes H" Y^" 'A" M" 1" IM" IK2" 

Prix sur demande ^ Price on application 

272 




^ 
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SPECIALITES POUR MUNICIPALITES — CORPORATION SPECIALTIES 



BOITES DE SERVICE— SERVICE BOXES 

Gravure OD 2018. — Pour service d'eau, a tige stationnaire de 1". Cette boite 
est employee avec les robinets d'arret ayant J^" a 1" inclusivement. 



Longueur, pd 

3 

4 

i'A 
5 



Chacune 

$1.40 
1.62 
1.75 
1.84 

1.97 
2.06 
2.19 

2.28 



Longueur, pd 
6 

7 

8 ■ 

9 



Chacune 

$2.41 
2.49 
2.63 
2.71 
2.84 
2.93 
3.06 



Plate OD 2018.— For water, with 1" stationary rod. These boxes are used with 
cocks in sizes from K" to 1" inclusive. 



igth, ft. 


Each 


Length, ft. 


Each 


m 


SI. 40 


6 


S2.41 


2^4 


1.62 


ey2 


2.49 


3 


1.75 


7 


2.63 


3H 


1.84 


7y2 


2.71 


4 


1.97 


8 


2.84 


4^ 


2.06 


8>^ 


2.93 


5 


2.19 


9 


3.06 


5K 


2.28 

< 







OD 2018 




Gravure OD 2019. — Cle de fermeture pour boite de service. 

Longueur, pd 4 6 

Avec cle a couvercle S7.80 8.10 

Sans cle a couvercle 6.55 6.85 

Plate OD 2019.— Service box shut off rod. 

Length, ft 4 6 

With cover key 57.80 8.10 

Without cover key 6.5.5 6.85 



8 
8.30 
7.05 



8 
8.30 

7.05 



OD 2019 
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SPECIALITES POUR MUNICIPALITES — CORPORATION SPECIALTIES 




Gravure OD 2020.— Boite ajustable de 

soupapes, pour service d'eau ou de gaz. 

Extension Chacune 

AAA 17''Stationnnire,... S6.:?0 

AA l'10"a2'4" 7.60 

A 2'4"a3'4" 7.95 

B 3' a 1' 8.60 

C 3'6"a4'6" 9.00 

CC 4' a 5' 9.45 

D 3'6"5'6" 9.90 

E 4' a 6' 10.70 

F 5' a 7' 11,50 

G 6' a 8' 12.50 




OD 2021 

Tel que fourni 
As supplied 

Gravure OD 2021. Couvercle de re^ 
change pour boite de service. 

214" 3" 
Chacun $ .70 .85 

Plate OD 2021. — Service box repair lid. 

2^4" 3" 
$ .70 .85 




Plate OD 2020.— Adjustable valve box 
for gas or water service. 

Extension Each 

AAA 17" stationary S6.30 

AA I'lO" to 2'4" 7.60 

A 2'4" to3'4" 7.95 

B 3' to 4' 8.60 

C 3'6" to4'6" 9.00 

CC 4' to 5' 9.45 

D 3'6" to5'6" 9.90 

E 4' to 6' 10.70 

F 5' to 7' 11.50 

G 6' to 8' 12.50 




OD 2020 



Each 



OD 2022 

Gravure OD 2022.^<:olUer de fixage 

a double tirants. 

Plate OD 2022. — Double strap service 
clamps. 



A 
B 
C 
D 
E 
F 
G 
H 
I 

T 
J 

K 

L 

M 

N 

O 

P 

Q 

R 
S 
T 
U 



Genre et g"rosseur de tuyau. 
Kind and size of pipe. 

Per forge — diam. ext. Fonte 

Wrought L — out. diam. C. Iron A 

IH" l?'^"a-to 1-11/16" $1.20 

VA" m"a-lo2" 1.38 

2" 2M"a-to2!4" 1-68 

2M" 234" a -to 3" 2" 1.86 

3" 3H"a-io3]4" S" 1.98 

3H" 3^i"a-to4" 2.22 

4" 4M"a-to4i^" 2.64 

4H" 4H"a-to5" 4" 2.88 

5" 5i/i"a--to 5-9/16" 3.00 

5K"a-to6" 5" 3. .30 

6" 658"a-to6H" 3.42 

6H"a-to7" 6" 3.54 

7" 788"a-to75^" 3.72 

734"a-to8" 3.84 

8". 83s"a-lo8H" 4.38 

8^4"a-to9" 8" 4.74 

9^i"a-tol0" 5.82 

10" 103s"a-tolOH" 6.00 

lOH"^-loliys" 6.30 

llH"a-tol2" 10" 6.72 

12" 12 V a-to 1234" 7.26 



H 



Chacun, grosseur filetage. pees. 
Each, size tappings, inches. 

i IM 1^ 2 2y2 



VA 



1.20 
1.38 

1.68 
1.86 
1.98 
2.22 
2.64 
2.88 
3.00 
3.30 
3.42 
3.54 
3.72 
3.84 
4.38 
4.74 
5.82 
6.00 
6.36 
6.72 
7.26 



1.26 
1.44 

1.74 
1.92 
2.04 
2.28 
2.70 
2.94 
3.06 
3.36 
3.48 
3.60 
3.78 
3.90 
4.44 
4.80 
5.88 
6.06 
6.36 
6.78 
7.32 



r * 



1.80 
1.98 
2.10 
2.34 
2.76 
3.00 
3.12 
3.42 
3..'>4 
3.66 
3.84 
3.96 
4.50 
4.86 
5.94 
6.12 
6.42 
6.84 
7.38 



1.86 

2.04 

2.16 

2.40 

2.82 

3.06 

3.18 

3.48 

3.60 

3.72 

3.90 

4.02 

4.56 

4.92 

6.00 

6.18 

6.48 

6.90 

7.44 



2.94 
3.00 
3.30 
3.90 
4.20 
4.44 
4.68 
4.80 
5.10 
5.40 
6.30 
6.60 
6.96 
7.20 
7.44 
8.40 
8.88 



3.06 
3.12 
3.42 
4.02 
4.32 
4.56 
4.80 
4.92 
5.22 
5.52 



3.66 
4.26 

4.56 
4.80 
5.04 
5.16 

5.76 



5.64 
5.76 
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Gravure OD 2023. — Prises d eau "Genre Mathews" avec enveloppe incongelablc- 

Dianictre de soupape d'admission. , 4^" 5" 6" 

Grandeur de bride Hi'admission.... 3" a"4" 4" a 6" 4" a 6" 

Diametre interieur du conduit interne....... 4^4" 5M" 6M" 

Longueur rei^^uliere du pave au dessous du tuyau 5' 5' 5' 

Prix, avec un raccord a boyau 2^^" \ 

Prix, avec deux raccords a boyau 2^^" } Pnx sur demande, 

Prix, avec trois raccords a boyau 2^ j" J 

Ajoutez ou deduisez pour chaque 6" pour la difference de longueur du tuyau interne et de 

Tenveloppe. 

Peuvent aussi etre founis avec raccords a Tusage des navires. 

Donnez exactemenl la mesure du ftletage exterieur du boyau et le pas de vis au pouce. 

Plate OD 2023, — Mathews pattern hydrants, fitted with frost -proof casting. 

Diameter of inlet valve 4.U" 5" 6" 

Size of rtant[e connection on inlet 3" to 4" 4" to 6" 4" to 6" 

Inside diameter of stand pipe 4^4" 5K" &H'^ 

Standard length of pavement to bottom of pipe 5' 5' 5' 

Price with one 2^2" hose nozzle \ 

Price with two 2 "-2" hose nozzle [ Price on application. 

Price with three 2'/' hose nozzie J 

Can be furnished with steamer connections 3". 3' 2". -t''. 4U"- 5". 

Always be careful, in i^iving outside diameter of male hose thread and number of threads 

per inch. 



OD 2023 



'^PtH 



POTEAU INDICATEUR DE SOUPAPES— INDICATOR VALVE POST 

GravureOD2024.— Le poleau indique clairement a tons passants silasoupape estouverte 

ou fermee. 

Prix sur demande, 

Plate OD 2024.— This post shows plainly lo every passer-by whether the valve is open or 

shut. 

Price on application- 
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OD 2024 
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SPECIALITES DE MUNICIPALITES - CORPORATION SPECIALTIES 





CRANE POST 

With 



PRISE D'EAU AVEG ALIMENTATION D'ARROSEUSE 
HYDRANT WITH SPRINKLING CARTS SUPPLY ATTACHMENT 

Gravure OD 2026.— Cette prise d'eau avec alimentation pour arroseuse est 

une Ti§cessite absolue. 

A I'automne I'alimentateur peut etre enleve et remplace pour I'hiver par 
une capsule ordinaire, fournie avec cette prise d'eau. 

Prix sur demande. 



Plate OD 2026.^This hydrant with its attachment for supplying spnnkling 
carts is an absolute necessitv. In the fall of the year, the attachment can be 
removed and an ordinary cap supplied with this hydrant, is put m its place 
for the winter. 




Price on application. 



I- 



OD 2026 



SOUPAPE "VANNE" 
GATE VALVE 



Gravure OD 2028.— Soupape vanne a Collet; bati de fonte, monture en 
bronze. 

Pour toute pression de regime jusqu'a 150 lbs. 







Grosseurs en pouces 






2 


3 


4 5 "6 


7 


8 


$10.00 


14.00 


19.00 27,50 32.50 


45.00 


54.00 



Plate OD 2028.— Hub end Gate valve; iron body bronze mounted 
For all working pressure up to 150 lbs. 



•J 

SIO.OO ^ 14.00 



,-)»' 



Sizes in inches 








4 5 


6 


7 


8 


19.00 27.50 


32.50 


45.00 


54.00 




OD 2028 
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SPEGIALITES POUR MUNICIPALITES — CORPORATION SPECIALTIES 




OD 2030 
Gravure OD 2030.— Tuyau de fonte pour I'eau ou le Plate OD 2030. — Cast iron pipe for water or gas. 



gaz. 




Class A 


43 lbs. 


Press. 


Diam. Int. 


Epaisseur 


Pees 


Pee 


Inside diam. 


Thickness 


Inches 


Inch 


4 


.42 


6 


.44 


8 


.46 


10 


.50 


12 


.54 


14 


.57 


16 


.60 



Class A - 
43 lbs. Press. 
Pesanteur — Weight 
le pied la longueur 
per foot per length 



Class B 

86 lbs. Press. 

Diam. Int. Epaisseur 

Pees Pee 

Inside diam. Thickness 

Inches Inch 



Class B 
86 lbs. Press. 
Pesanteur — Weight 
le pied la longueur 
per foot per lenglli 



20.0 
30.8 
42,9 
57.1 
72,5 
89 6 
108.3 



2.40 
3.70 
5.15 
6.85 
8.70 
10.75 
13.00 



4 
6 
8 
10 
12 
14 
16 



45 
48 
51 
57 
62 
66 
70 



21,7 
33 3 
-17,5 
63.8 
82.1 
102,5 
125.0 



2.60 
4.00 
5.70 
7.65 
9.85 
12.30 
15.00 



N.B. 

Nous pouvons 

fournir tous 

les raccords 

s'employant 

avec ce 

tuyau. 



Class C 

130 lbs. Press. 

Diam. Int. Epaisseur 

Pees Pee 

Inside diam. Thickness 

Inches Inch 



Class C 
130 lbs. Press. 

Pesanteur Weight 

le pied la longueur 

per foot per length 



4 .48 




23.3 


2AG 


6 .51 




35.4: 


4.30 


8 .56 




52.1 


6.25 


10 .62 




70,8 


8.50 


12 .68 




91.7 


11.00 


14 .74 




116.7 


14.00 


16 .80 




143.8 


17,25 


Prix sur demande- 


— Price 


on appHcation 





N.B. 

We can 

supply all 

the 

fittings 

used with that 

pipe. 



Gravure OD 2032.— Tuyau de 
bois am6Uore pour aqueduc. 

Grosseurs, 2" a 24". 
Longueurs, 3 a 20 pds. 
Pressions, jusqu'a 350 lbs, 

Prix et informations supple- 
mentaires foumis sur demande. 

Un catalogue special sera en- 
voye aux inCeresses. 

Nous pouvons fournir tous les 
raccords s'employant avec ce 
tuyau. 




Plate OD 2032.— Perfected 
wood pipe for watenvorks. 

Sizes, 2" to 24". 
Lengths, 3 to 20 feet. 
Pressures, up to .350 lbs. 

Price and other informations 
given on request. 

Special catalogue sent to every- 
one interested. 

We can supply all the fittings 
used with that pipe. 



OD 3032 
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SPEGIALI TES POUR INCENDIE — FIRE SPECIALTIES 



Gravure OD 2034.-L'extincteur Pyrene est 
efficace pour tout genre de feu, quelle qu en soit 
la cause. C'est le seul extincteur qui puisse 
eteindre la flamme de la gasoline, du petrole. 
de la benzine, du gaz acetylene, etc.; il en est de 
meme pour les feux electnques, car il peut 
eteindre un arc enflamme de nimporte que 
voltage sans aucun danger pour 1 operateur. ii 
est eprouve, approuve et etiquete par la Under- 
writers Laboratories, Inc. 

Cuivre poli. avec applique ^H'JS 

Cuivre nickele. avec applique i^.uw 




Plate OD 2034.— The Pyrene extinguisher is 
efficient on all kinds of fire from different causes. 
It is the only type of extinguisher that will put 
out blazing gasoline, kerosene, benzine, ace- 
tylene gas, etc. The Pyrene is safe and certain 
on electric fires. It will extinguish a blazing arc 
of any voltage without danger to the operator. 
It is tested, approved and labelled by the Under- 
writers Laboratories Inc. 

Polished brass, with bracket $12.00 

Nickel-plated brass, with bracket 14.00 



OD 2034 




Gravure OD 2035.— Excellent pour 
tous feux causes par des liquide? 
inflammables, recommande surtout, 
pour etre place pres des reservoirs 
d'emmagasinage ou recipients con- 
tenant huile, gasoline, peinture, 
vernis, etc. 

Chacun $25.00 

Gravure OD 2036.— Pour etre 
employe la oii il n'y a ni huile, ni 
graisse, ni autres liquides inflam- 
mables. II ne vaut absolument 
rien pour les liquides enflammes. 
ou il fera plutot s'etendre le feu. 

Chacun S20.00 



Plate 2035.— Excellent for all kinds 
of inflammable liquid fires, parti- 
cularly recommended for installa- 
tion near storage tanks, or re- 
ceptacles containing oil, gasoline, 
paint, varnish, etc. 

Each $25.00 

Plate OD 2036.— For use in places 
not involving oils, greases or other 
inflammable liquids, etc. 
Not effective on burning liquids — 
if used likely to spread the fire. 

Each 520.00 




OD 2035 



OD 2036 



Gravure OD 2037.— Liquide pour extinc- 

teurs : 

Pour Pyrene, la pinte $2.00 

Pour Phomene, la pinte 2.00 

Pour Guardene, la pinte 2.00 




Plate OD 2037. — Fire Extinguisher liquid: 

For Pyrene, per quart $2.00 

For Phomene, per quart . . . ^ 2.00 

For Guardene, per quart 2.00 



OD 2037 
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SPECIALITES POUR INCENDIE — FIRE SPECIALTIES 



Gravure OD 2038.— Extincteur a pompe, 
incongelable, contenant cinq gallons de 
liquide. Excellent pour etre employe la 
ou il n'y a ni huile, ni graisse. II n est pas 
effectif pour les liquides enflammes— si on 
Temploie il tendra a faire etendre le feu au 
lieu de Teteindre. 

Prix sur demande. 



Gravure OD 2040-— 

Fait conformement 
aux specifications de 
toutes les associations 
des Underwriters. Le 
tissu de ce boyau est 
traite de maniere a 
resister a Thumidite. 

Le 100 piedsl$100.00 



Gravure OD 2042-— 

Coton bien t isse, re- 
vetement interieur de 
haute qualite- Ce 
boyau est recommande 
pour Institutions, Ho- 
tels. Fabriques, Ate- 
liers de chemin de fer 
et a beaucoup d'autres 
endroits ou on a be^in 
d un boyau leger, fort 
et durable. 



LelOOpieds. $125,00 





Plate OD 2038,— Pumps extinguisher, 
anti-freezing type. Excellent for use in 
places not involving oils and grease. It is 
not effective on burning liquids— if used 
is likely to spread the fire instead of 
extinguish it. 

Price on application- 



OD 2038 



BOYAU A IXCENDIE '*STAR'' FIRE HOSE 




Plate OD 2040,— 
Made in strict com- 
pliance with specifica- 
tions of al! associations 
of Underwriters, The 
fabric of this hose is 
specially treated to 
render it mildew-proof. 

Per 100 feet. , $100.00 



OD 2040 



BOYAU A INCENDIE "INSURANCE^' FIRE HOSE 




Plate OD 2042. —Cot' 
ton finely woven, lining 
is high grade. This 
hose is recommended 
for Institutions, Ho- 
tels» Factories, Rail- 
road shops and a va 
riety of other places 
where a strong light 
and very durable h<:)se 
is required. 

Per 100 feet. , S125.00 



OD 2042 
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SPECIALITES POUR INCENDIE — FIRE SPECIALTIES 



BOYAU D- INCENDIE POUR USINE 



Gravure OD 2044.— 

Boyau d'usine a revete- 

ment simple, gomme et 

cire. 

Le caoutchouc interieur 

est fort et souple. II 

donne invariablement un 

long service. 

Largement employe pour 

chemins de fer, mines, 

usines, compagnies houil- 

leres, constructeurs de 

navires, etc. 

Le 100 pieds 

1" UA" IVz" 

$80.00 90.00 100.00 



MILL FIRE HOSE 




itr 



130.00 



2H" 
160.00 



\ ■ 



Plate OD 2044.— Single 
jacket wax and gum treat- 
ed mill hose. 

Rubber lining is tough 

and resilient. 

Invariably gives very 
lengthy service, 

j Largely used by railroads, 
:■ mines, mills, coal com- 
panies, ship-builders, etc- 

Per 100 feet: 

1" IK" IM" 
$80.00 90.00 100.00 

2" 2K" 

130.00 160.00 



OD 2044 



VOITURK A BOYAU POUR VILLAGE 



VILLAGE HOSE CART 




OD 2050 



Gravure OD 2050. ^Le materiel employe, pour la 
construction de cette voiture, est de premiere quaiite. 
Elle est de pesanteur moyenne, tres forte, et resistera 
aux plus durs usages. 

Elle est montee sur roues en bois du meilleur genre, 
elle est pourvue d'un coffret a outils et d'un rouleau de 
friction a Tarriere, devidoir a cable, et cable de tirage, 
porte-lances sur la charpente et ardillon d'arret, 
Munie d'une hache et d'une pince a panne fendue, 
pour pompier, placees dans un support a ressorts- 
Les chapeaux de moyeu sont en cuivre poll ou nickele, 
au choix. 

La voiture est finie vermilion. 

Hauteur de roue, 5 pds. 

Largeur totale, 5 pds. 

Longueur totale, 9 pds- 

Pesanteur complete, 375 lbs. 

Pesanteur avec emballage, 450 lbs. 

Capacite, 500 pds de boyau de 2i^'" 

Prix sur demande- 



Plate OD 2050.— The material used in the construction 
of these carts is of the highest quality. It is of medium 
weight, very strong, and will endure extremely rough 
usage. 

It is mounted on wood wheels of the very best pattern, 
has a tool box and friction roller at rear, rope reel and 
drag rope, nozzle holders on frame and tongue rest- 
Equipped with fireman's axe and crowbar in spring 
holders. 

Hub caps are polished brass, or nickel-plated, if desired- 
Finished in Vermillion. 
Height of wheels, 5 feet. 
Extreme outer width, 5 feet. 
Extreme length, 9 feet, -; 

Weight, complete, 375 lbs. 
Weight, crated, 450 Ibs- 
Capacity, 500 ft, 2^^" hose. 

Price on application. 
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SPECIALITES POUR INCENDIE — FIRE SPECIALTIES 




OD 2052 



1- 
2- 

3- 
4 
5- 



Gravure OD 2052.— 

-Porte-boyau applique a genouillere. 
-Porte-boyau ameliore. 
-Porte-boyau en fer angulaire^. 
-Devidoir applique a genouillere. 
-Porte-boyau applique a genouillere, 



/ . 1 



En commandant s'il vous plait, mentionnez la grosseur, 
la longueur, et le genre de boyau. 

Prix sur demande 



Plate OD 2052.— 

l^Wall hose rack. 

2 — Improved hose rack. 

3 — Angle iron hose rack. 

4 — Swinging wall hose reek 

5— Wall hose rack- 
In ordering, please specify the kind of the hose, and 
give size and length of it. 

Price on application 
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SPECIALITES POUR INCENDIE — FIRE SPECIALTIES 




noti- 
ce R.CO LTO. 



OD 2054 



Gravure OD 2054.— 



Nol 
No 2 
No 3 
No 4 
No 5 
No 6 
No 7 
No 8 
Nos9, 
No 13 



Accouplement "New York" amrrliore.pour hoyaii 
Cle a oreille pour accouplement de boyau. 
Lance a bout fixe. 
Lance a bout visse. 
Lance a bout visse. 
Accouplement de boyau- 
Accouplement automaLique. 
Raccord siamois. 

10, 11, 12 Accouplement pour boyau a vapeur. 
Raccord a vis pour boyau. 

Prix sur demanrie 



Plate OD 2054.— 

No. 1 New York improved coupling. 

No. 2 Taber spanner. 

No. 3 Solid tip nozzle 

No. 4 Screw tip nozzle. 

No. 5 Screw tip nozzle. 

No. 6 Hose coupling. 

No. 7 Automatic coupling. 

No. 8 Siamese connection. 

Nos- 9, 10, 11, 12 Steam hose coupling 

No. 13 Hose nipple. 

Price on application 



Gravure OD 2055.— Lance 
a boyau faited'apres les spe- 
cifications des Underwriters 
et approuvee par eux. 

Prix sur demande 




OD 2055 




Plate OD 2055.— Made in 
strict conformity to Under- 
writer?.' specifications and 
approved by same. 

Price on application 



k^ j.^^ 



«■: (^i 



^ 



' Q 



■'^ 



J I 



\ 



a 



z^^ 






rzx 



SPECIALITES POUR L'ARROSAGE — SPRINKLING SPECIALTIES 




Gravure OD 2056. 

fort recommandabie. 



Le 100 pieds 



OD 2056 

■Un boyau de bonne qualite et Plate OD 20S6. — A hose of good quality that is very 

reliable. 

W H" 
S20.00 25.00 



W 



3^" 



Per 100 feet $20.00 25.00 




OD 2057 



Gravure OD 2057.— Un bon boyau a has prlx. 



U" 



H" 



r-'4 



Le 100 pieds $15.00 20.00 



Plate OD 2057.— A good hose at low price. 

Per 100 feet S15.00 20.00 




OD 2058 



Gravure OD 2058.— Devidoir a 

,boyau tout acier, pour 100 pieds de 

boyau. 

Chacun S5.00 

Plate OD 2058.— All steel hose reel, 

for 100 feet of hose. 

Each S5.00 





Gravure OD 2059.— Devidoir a 

boyau tout en bois pour 50 a 75 

pieds de boyau de %"- 

Chacun S2.50 

Plate OD 2059.— All wood hose 
reel for 50 to 75 feet %" hose 
Ear-h -S2.50 



OD 2060 

Gravure OD 2060.— Collier de 

serrage pour boyau, acier galvanise 

M" H" H" 1" 
La douzaine S .60 .65 .65 1.30 

Plate OD 2060.— Hose clamps, 

made of galvanized iron. 

}4" 'A" M" 1" 
Per dozen $ .60 .65 .65 1.30 



Gravure OD 206). — 

Accouplement a boyau, 
cuivre brut avec bouts 
canneles. 




Plate OD 2061. — Hose 

coupling, rough brass with 
corrugated endf. 



OD 2061 



La douzaine 



POUR BOYAU DE 

'A" 

. . S3.00 



3.00 



W 



3.00 



1" 
5.25 



Per dozen 



FOR HOSE OF 
3.00 



IX" 



S3.00 



%" 
3.00 



1" 
5.25 
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SPECIALITES POUR L^ARROSAGE — SPRINKLING ^SPECIALTIES 



Gravure OD 2062-— Joint a 
boyau. en fer galvanise ou en 
bronze. 




Plate OD 2062.— Hose men 

der, galvanized iron or 
bronze. 



Fer galvanise — Douzaine. . . 







OD 2062 


M" 


H" 


1" 


SI. 40 


1.60 


2.20 Ga 



Galvanized iron— Dozen 



Yi" 
51.40 1.60 



%" 



1" 
2.20 



Gravure OD 2063.- 
Lance a boyau Gem. 

La douzaine $ 12.00 




Plate OD 2063.— Gem 

Hose noz2le. 



Per dozen $12.00 



OD 2063 



ARROSEURS DE GAZON — LAWN SPRINKLERS 





OD 2064 

Gravure OD 2064.— Arroseur rotatif et oscillant. II 
faut le voir en fonction pour I'apprecier a sa vaUeur. 

Chacun $10.00 

Plate OD 2064.— Rotary and oscillating lawn sprinkler. 
It must be seen in action to be appreciated. 



OD 2065 

Gravure OD 2065.— Arroseur de gazon, de prix 
modc-re. il arrosera dans un circuit de 70 pieds de 
diametre si la pression est assez forte. 

Chacun $4.50 

Plate OD 2065.— Moderate priced lawn sprinkler, it 
will cover a circle of 70 feet in diameter according to 
the pressure available. 



Ea<-'h $10.00 Each $4.50 



Gravure OD 2066.— Arroseur de 

Kazon Ideal. i3 arrosera dans un 
cercle de 60 pieds de diamMre si la 
pression est suflisante. 

Chacun $4,50 



Plate OD 2066.— The Ideal lawn 
sprinkler, it will cover a circle of 60 
feet in diameter, according to the 
pressure a\'ailab!e. 



OD 2066 



Each 




$4.50 
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SPECIALITES POUR L^ARROSAGE - SPRINKLING SPECIALTIES 





OD 2068 

Gravure OD 2068. — Cet arroseur a ete fait pour 
grandes et petites pelouses; il arrosera dans un circuit 
de 60 pieds si la pression est suffisante. 

Chacun S4.75 



Plate OD 2068. — This sprinkler was designed for large 
or small lawns. It will cover a circle of 60 feet in 
diameter, according to the pressure available. 



Each 



S4.75 



OD 2069 



Gravure OD 2069. — Embouti d'une epaisse feuille de 
cuivre, diametre 8"; pour boyaii de H", H" ou H"- 

Chacun S1.50 



Plate OD 2069.— Stamped from heavy sheet brass, 
diameter 8"; for 14", H" ot H" liose. 

Each S1.50 





OD 2071 



OD 2070 Gravure OD 2071.— L 'arroseur "Water-Gun" est en 

meme temps une lance a boyau. I! est fait de cuivre 

Gravure OD 2070.— Cet arroseur est lait en deux ^o^"^^'- il est tres bien nickele, et chaque piece en est 

dimensions, 12 et 18 pouces. Chacun "^^^^'^^^ ^^^'^ precision. 

12 pouces $3.00 Chacun $1.50 

18 pouces 3.25 

Plate OD 2070.— This sprinkler is made in two sizes, Plate OD 2071.— The Water-Gun is both lawn 

12 and 18 inches. p^^l, sprmkler and hose nozzle. It is brass casting heavily 

h-acn nickel-plated, and each part is machined accurately. 

12 inches : S3.00 

18 inches 3.25 Each SI. 50 
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POMPES POUR TOUS USAGES 
PUMPS FOR ALL DUTIES 




i-^> 



GravLire OD 2072-— Les 

moulages de cette pompe 
sont tres forts et ceci pour en 
prevenir le cassage. Le levier 
peut elre ajuste en n'importe 
quelle position. 
Plate OD 2072-— The cast- 
ings of this pump are all extra 
heavy to guard against break- 
ages. Handle can be placed 
in any desired position. 
OD 2072 

Diametre du Grosseur 
Cylindre du Tuyau 
Diameter of Diameter of 



Cylinder 

Nol 2J'-2" 

2 3" 

3 3W 

4 4" 

5 4H" 



Pipe 

1" 

1 j'^ 



Chacune 

Each 
$4.25 
4.75 
5.25 
6.25 
9.50 



Cylinder 

Nol 2M" 

2 3" 

3 3M" 

4 4" 

5 4W' 



Grarure OD 2074. — La meme qu a 
la gravure OD 2072, mais ayant un 
cylindie plus long, donnant une plus 
grande portee au levier et un plus 
fort rendement. Une pompe Idoale 
la ou une grande quantite d'eau est 
require. 

Plate OD 2074.— Same as plate OD 

2072. except that the cylinder is 
longer allowing for longer stroke and 
thence greater capacity. An Ideal 
pump for use where a large quantity 
of water is required. 






Gravure OD 2073.— Cette 
vignette represente not re 
pompe a goulot coiivert. Le 
^ pulot est couvert afin d *eviter 
ie debordement de I'eau 
lorsqu'on pompe vivement. 
Plate OD 2073.— Cut shows 
our closed spout pump- 
Spout is closed to prevent 
water washing over when 
pumping fast. 



OD 2073 

Diametre du Grosseur du 

Cylindre Tuyau 

Diameter of Diameter of 



Pipe 

IK" 

IK" 



2" 



OD 2074 



OD 2075 



Gravure OD 2075- — Une pompe 
ideale pour la maison. En desser- 
rant la vis-pression on peut mouvoir 
Ie levier a n'importe quelle position, 
Les cylindres sont bien fores et 
polls, et la pompe fortement batie, 
assurant un service satisfaisant et 
une longiie duree, 

Plate OD 2075.— An ideal pump 
for house use. By loosening set 
screws the handle can be moved to 
any desired position. Cylinders are 
accurately bored and polished and 
the pump is strongly built through- 
out, assuring long and satisfactory 
service. 



Diametre du Grosseur du 



Diametre du Grosseur du 



Cvlindre 
Diameter of 

Cylinder 
No 2 3" 

3 wy^' 

4 4" 



Tuyau 

Size of 

Pipe 

1J4"-1H" 



IM" 



Cbacune 

Each 

$4,75 

5.25 

6.25 



Cylindre 

Diameter of 

Cylinder 

No 2 2M" 

3 234" 

4 3" 

5 3H" 

6 3J^" 



Tuyau 

Size of 

Pipe 

IK" 
W' 
IK" 
IH" 
1 k." 



Chacune 
Each 
S5.00 
5.75 
6.25 
6.75 
8.00 




Gravure OD 2076. — Celte pompe a un 
cylindre plaque de nickel. Elle ne 
peut etre utilisee que pour raspiration, 
et pour cet usage elle sera trouvee 
satisfaisante. Une seule dimension, 
pour tuyau de \\i" en fer. 

Chacune S6.25 



OD 2076 

Plate OD 2076.— This pump has a nickel-plated 
cylinder. It can be used as a lift pump only and for 
this duty it will be found a very satisfactory article. 
Made in one size only and fitted for 1,V-|" iron pipe. 



Each 



S6.25 



Gravure OD 2077.— Cette pompe 
foulante elevatoire. est la plus 
populaire. Les cylindres sont de 
cuivre plaque de nickel. Elle est 
fortement batie et bien finie. Avec 
elle Teau peut etre elevee a de plus 
hauts niveaux pour la baignoire ou 
autres utilites domestiques. On 
n'a qu'a enlever Ie bouchon du goulot 
pour en faire une pompe aspirante. 

Chacune S8.00 

Plate OD 2077.— This is the most 
popular force pump: cylinders are 
brass, nickel-plated. Pump is-attrac- 
tively finished and strongly built. 
With this pump water may be forced 

to higher levels for bath or other domestic purposes. 

If required as lift pump, only remove spout cap. 

Each $8.00 




OD 2077 
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POMPES POUR TOUS USAGES — PUMPS FOR ALL DUTIES 




Gravure OD 2080,— Cette 
pompe se vend le prix d une 
pompe ordinaire quoiqu>Ile 
ait un cylindre en cuivre, ei 
que le reste de la pompe soit 
emaille de bleu, 

Plate OD 2080.— This pump 
is sold at the same price as a 
common cast iron pump, but 
It has a brass cylinder and all 
other parts are enamelled in 
blue. 



Gravure OD 208K— Les 

oreilles defixage sont moulees 
au cylindre et la pompe est 
montee sur plateau de hois, 
de maniere a donner satis- 
faction, la ou une pompe sur 
base ne serait pas pratique. 
Pour tuvau aspirateur et 
debiteur de l]i". 

Chacune 517.00 



OD 2080 




OD 2081 



No 21 
41 



Diametre du 

Cylindre 

Diameter of 

Cylinder 

'3" 

4" 



Grosseur du 
Tuyau 
Size of 

Pipe 

IK" 



Chacune 
Each 
S4.50 
5.50 



Plate OD 2081- — The lugs of this pump are cast on the 
cylinder and pump is fitted on plank so that where a 
pump on a base would not prove practical this outfit 
will give satisfaction. Fitted for IJi" suction and 
discharge pipe. 
Each S17,00 




OD 2082 



Gravure OD 2082,— Cette pompe 
est tres populaire et est faite pour 
fonctionner sous toutes conditions. 
Le genre regulier est de fonte epaisse 
et les cylindres sont soigneusement 
aleses et polis. Pour tuyau de ly^" 
en fer. 
Chacune S6.00 

Plate OD 2082,— This pump is very 
popular and is built to stand up 
under all conditions. The standard 
type is of heavy cast iron and 
cylinders are accurately bored and 
polished. Fitted for IJ^" iron pipe. 
Each S6.00 





OD 2083 



Giaviire OD 2083.— Pompe fou- 
lante incongelable avec robinet. 
Le goulot de la pompe est de fonte. 
et le robinet est de cuivre rode sur 
le siege, rendant absolument etanche 
la fermeture. 
Chacune S17.00 

Plate OD 2083.— Anti-freexing 

force pump- Cock spouts supplied 
with this pump is iron with brass 
cock which is ground to a seat 
making it absolutely leak-proof. 
Each $17.00 



OD 2084 

Gravure OD 2084.— Cette pmipe 
foulante est faite des meilleurs 
materiaux; la plus entiere satisfac- 
tion sous toutes conditions, Re- 
gulierement fournie pour tuyau 
aspirateur et tuyau debiteur de 

IM"- 

Chacune S17,00 

Plate OD 2084-— This force pump 
i? strongly built from the best 
materials and will give the utmost 
satisfaction under all conditions. 
Regularly fitted for 134" suction 
and 1 Ij^" discharge pipe. 
Each S17,00 



Gravure OD 2085- — Cette pompe, qui 
fut premierement destinee au remplissage 
des reservoirs d'irrigation, peut cependant 
etre utilisee pour tout autre service, et 
est garantie donner satisfaction entiere, 

Diametre du cylindre, 5"^; course du 
piston, 5''; double action, 

Chacune $1S.75 



OD 2085 




Plate OD 2085.— This pump, which was 
primarily designed for the filling of 
thresher tanks can be used, nevertheless, 
as a general service pump and is gua- 
ranteed to give entire satisfaction. 

Diameter of cylinder, 5"; stroke 5"; 
double action. 

Each S15,75 
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OD 

2086 



POMPES POUR TOUS USAGES 
PUMPS FOR ALL DUTIES 

Gravure OD 2086.— Pompe clevatoire_ et 
foulante en cuivre, a double effet. Pour etre 
utilisee pour les eaux minerales et salees ou 
n'importe quelle eau. elle durera indefiniment, 

Diametredu Tuyau Tuyau 
Cylindre aspirateur debiteur Chacune 

3" Hi" IH" S16.00 

Plate OD 2086. — Brass lift and force pump, 
double acting. For mineral and salt waters 
or long life in any water. 

Diameter of Suction Discharge 
C\iinder Pipe Pipe Each 





OD 2087 



3" 



1,4 



f/ 



w 



n 



S16.00 




Gravure OD 2087.— Pompe aspirante a diaphragme 
avec orifice lateral d'aspiration; avec clapet en cuivre 
garni de caoutchouc, fournie pour boyau de caoutchouc 
ou tuyau de fer de 3 pouces. 

Chacune , $56.20 

Plate OD 2087.— Diaphragm suction pump with side 
suction inlet; with rubber faced brass valve. Supplied 
for 3-inch hose or iron pipe. 
Each $56.20 



OD 2088 



Gravure OD 2088.— Pompe demi-rotative a piston, 
a double effet ; avec levier fonctionnant horizontalement 
ou verticaiement. Le piston en cuivre est fait de fa^on 
a glisser parfaitement dans le cylindre. Toutes les 
soupapes et sieges de soupapes sont en cuivre et chaque 
soupape est ajustee sur son siege. Pour obtenir de 
bons resultats cette pompe ne devrait pas etre employee 
pour une profondeur de plus de 20 pieds. 



Plate OD 2088.— Double acting semi-rotary piston 
pump, with handle w^orking from either a vertical or 
horizontal position. The brass piston is ground to fit 
perfectlv in the cylinder. All valves and valve seats 
are brass and all valves on each individual pump are 
ground to the seat. To give good results this pump 
should not be used where the suction lift is over 20 feet. 




w^ 



OD 2089 



Gravure OD 2089.— Le belier hydraulique est une 
pompe automatique utilisant la force d'tme petite 
chute pour faire mooter I'eau a une elevation de beau- 
coup superieure a la chute faisant fonctionner le belier. 
La simplicite, I'efficacite et la durabilite de cet appareil 
en font un equipement des plus utiles et economiques. 

Plate OD 2089. — The hydraulic ram is a self acting 
pump which utilizes the momentum of a slight fall of 
water to force a part of the water to an elevation many 
times as high as the fall used to operate the ram. The 
simplicity, effectiveness and durability of this machine 
make it one of the most useful and economical equip- 
ment. 



Pour tuyau 
For pipe 

No 2 1" 

3 IK" 

4 IH" 

5.... IH" 



Chacune 
Each 

$10.95 
1.^.45 
16.00 

20.50 



No 3.. 
4.. 
5.. 
6.. 



Quantite 

approx. 

par heure 

Approx. 
delivery 

per hour 

Gals. 

,10 a-to 20 
.15 a-to 35 
.30 a-to 60 
.55 a-to 100 



Grosseur des tuyaux 
Sizes of pipes 



Conduc- 
teur 

Drive 

1" 

9" 



Debiteur 
Discharge 



// 



ft 



II 



IV," 



1" 



Chacun 

Each 

$19.50 
2S.00 
30.00 
49.00 




CZl 



t^M 



''•:,4- .-■■ 






PIECES DE RECHANGE POUR POMPES — PUMPS REPAIR PARTS 



Gravure OD 2090. 

— Cylindres de 
Pompes. 




Plate OD 2090.— 

Pump Cylinders. 



Gravure OD 2091. 

— P longeurs de 
Pompes. 




Plate OD 2091.— 

Pump Plungers. 



OD 2091 



Diam. 
Diam. 
2" 
2^" 
3" 
3^" 
4" 
4^" 
. ■ 2" 

2y2" 
3" 

3^ 
4" 

Diametre 

Genre A 
B 
C 



// 



// 



/' 



pouces 

inches 

xlO" 

xlO" 

xlO" 

xlO" 

xlO" 

X 10" 

X 12" 

X 12" 

X 12" 

xl2" 

xl2" 

xl2" 



2" 

SI. 05 
1.05 

1.50 



OD 2090 

GRAVURE OD 2090— PLATE 

Grosseur Tuyau Fer— Garni de cuivre 
Size of Pipes Iron— Brass Lined 

1" 

VA" $3.00 

IH" 3.68 

VA" 4.88 

I A" 6.75 

2" 9.40 

1" 

1'4" 4.50 

IH" 4.90 

6.30 

7.90 

2" 10.30 

GRAVURE OD 2091— PLATE 
■ 3" 3H" 4" 

1.35 1.50 1,90 

1.35 1.50 1.90 

1.95 2.10 2.65 



I'i" 

^/2 



2^" 
1.15 
1.15 

1.65 



OD 2090 

Revetement cuivre 
Brass Shell 

S6.60 

7.50 

8.85 
10.75 
16.50 

7.05 

7.90 

9.45 
12.15 
19.60 

OD 2091 



Coque en cuivre 

Brass Shell 

$6.00 

S6.40 

7.35 

8.65 

11.70 

14.70 

7.00 

7.35 

8.25 

10.35 

13.50 

19.50 



4H" 
2.70 

2.70 

3.60 



5" 
3.75 



6" 
5.25 



Diameter 
Type A 
B 
C 






Diam. ext. 
Out. diam. 

2^" 

3H" 

3W' 



Douzaine 

Dozen 

SI. 50 

1.90 

2.35 



OD 2092 OD 2093 

Gravure OD 2092. — Rondelles en cuir pour jiomises. 

Pour cylin- 

dre de 

For cylinder 

of 

NoO 2" 

1 2)4" 

2 3'' 

Gravure OD 2093. — Garnitures cuir pour soupapes. 

Pour cylin- 

dre de 
For cylinder 
of 
NoO 2" 

1 2H" 

2 3" 

Gravure OD 2094-— Cuirs emboutis. ^ 

Diametre 

du cylindre I" IH" IM" l%" 2" 214" 

La douzaine S0.90 1.25 1.50 1.70 2.35 2.70 

Gravure OD 2095. — Rondelles de capsule de cylindre 
de pompe. 

Diametre du cylindre 2" 2}4" 3" 3H" 
La douzaine S0.75 0.95 1.20 1.45 




OD 2094 



OD 2095 



Plate 



No 3. 
4. 
5. 

Plate 



OD2092.^Pump leather washers. 
Pour cylin- 
dre de 
For cylinder Diam. ext. 

of Out. diam. 

1 






II 



n 



4" 4^ 

4J^" 5K" 

OD 2093- — Pump leather washers. 
Pour cvhn- 



Douzaine 

Dozen 

S2.90 

3.60 

4.50 



Diam. ext. 
Out. diam, 

. 234" 
3K" 
3H" 



Douzaine 

Dozen 

SI. 50 

1.90 

2.35 



dre de 

For cylinder 

of 

4" 

41^" 



No 3 

4 

5 

Plate OD 2094.— Pressed cup leathers. 



Diam. ext. 
Out. diam. 

4-1 a6" 

4-9/16" 



3" 
3.40 

Plate 



33^" 

4.15 



'If 



4" 4J^" 5" 6 
4,85 5,60 7.35 10.10 

OD 2095. — Packing rings for pump 



Douzaine 

Dozen 

$2.90 

3.60 

4.50 

Diameter 

of cylinder 
Per dozen 

cylinder cap- 




Diameter of cylinder, 
Per dozen 




K-' 



V 




^ 



1 



n 



M 



m^ 



ii 



«t 






in 






tl 



ltWI 



Wllj 



4 





fi 




t 




kToV 



1 ; 




!!■ 



■\ 



t I 



: 
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SPECIALITES pour PUITS — WELL SPECIALTIES 



Gravure OD 2096.— Pointe de penetration pour 
puits artesiens, avec treillis en cuivre.- 

Toutes les grandeurs emmagasinees sent de 
jauge 60 ou 90; en commandant mentionnez 
la jauge requise. 

Prix cotes sur demande* pour pointes plus Ton- 
gues ou plus grosses. 



Plate OD 2096.— Drive point for tube wells; 
brass jacket. 

All sizes carried in stock in either Nn. 60 or 90 
gauges, specify which is required when ordering. 

Points larger in diameter or longer in length, 
quoted on application. 



OD 2096 



A. 
B. 
C. 
D 
E, 
F. 
G 
H 
I. 



ji 



II 



Diametre du tuyau 
Diameter of pipe 

IK 

IM 

V/o 

2" 
2" 



Longueur du tuyau 
Length of Pipe 
20" 
24" 
30" 
36" 
24" 
30" 
36" 
30" 
36" 



Trous d'aspiration 
Suction holes 

50 

60 

80 
100 

80 
110 
130 
140 
170 



Chacune 
Each 
S2.25 
2.70 
3.95 
4.20 
3.60 
4.50 
5.40 
5.40 
7.90 



CLAPETS DE PIED ET DE RETENUE — FOOT AND CHECK VALVES 






CD 2097 



Grosseur 
Size 

n 
I" 

IH" 

VA" 

2" 

ZM" 

3" 
3K' 

4" 

5" 

6" 

7" 

8" 

10" 

12" 



Peint 
Painted 



5 



1.15 

1.30 

1.40 

1.90 

2.40 

3.30 

3.90 

5.60 

7.30 

10.50 

11.25 

14.75 

35.00 

41.00 

64.00 

100.00 



Prix a la 

Galv. 

5 1.75 

2.00 

2.10 

2.85 

3.60 

5.00 

5.25 

8.50 

11.00 

15.75 

16.75 

22.00 

53.00 

62.00 

110.00 

155.00 



piece 

Grosseur 
Size 

H" 
1" 

IH" 

2" 

2Vt" 

3" 

3H" 
4" 

4H" 
5" 
6" 
7" 
8" 
10" 
12" 



OD 2098 

Peint 

Painted 

S 1.15 

1.30 

1.40 

1.90 

2.40 

3.30 

3.90 

5.60 

7.30 

10.50 

11.25 

14.75 

35.00 

41.00 

64.00 

100.00 



Price each 

Galv. 

$ 1.75 

2.00 

2.10 

2.85 

3.60 

5.00 

5.75 

8.50 

11.00 

15.75 

16.75 

22.00 

53.00 

62.00 

110.00 

155.00 



Grosseur 
Size 

1" 

lU" 

lU" 
2" 

1V^' 

3" 
3H" 

4" 
4?-i" 

5" 

6" 

7" 

8" 

10" 

12 



Ml 



OD 2099 

Peint 

Painted 

1.15 

1.30 

1.40 

1.90 

2.40 

3.30 

3.90 

5.60 

7.30 

10.50 

11.25 

14.25 

35.00 

41.00 

64.00 

100.00 



Galv. 

1.75 

2.00 

2.10 

2.85 

3.60 

5.00 

5.75 

8.50 

11.00 

15.75 

16.75 

22.00 

53.00 

62.00 

110.00 

155.00 



GRAVURE OD 2100 

CLAPET HORIZONTAL 
DE RETENUE 




PLATE OD 2100 

HORIZONTAL CHECK 
VALVE 




OD 2100 

Priv a \-\ niece Price each 

r.rn^seiirs 3 :'' V' iw'' 1^- 9" 9^" 3" 3^^" 4" 4U" 5" 6" 7" 8" 10" 12" Sizes 

PeSu $l'l5 1.30 1.40 1.90 2:40 3.30 3.90 5.60 7.30 10.50 11.25 14.75 35.00 41.00 64.00 100.00 Painted 

Galv 1.75 2.00 2.10 2.85 3.60 5.00 5.75 8.50 11.00 15.75 16.75 22.00 53.00 62.00 110.00 1^3.00 Galv. 
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□ 
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SYSTEMES HYDRAULIQUES 

Gravure OD 2104. — Syst^me electri- 
que automatique pour grandes maisons 
campagnardes ou suburbaines. 

L'Appareil complet comprend: 

1 Pompe Duro No 104 a double effet 
et double aspiration. 

1 Reservoir pneumatique special. 

1 Manometre. 

1 Tube de niveau avec garde. 

1 Soupape de surete Duro. 

1 Soupape angulaire. 

1 Jeu de raccords de tuyauterie reliant 
la pompe au reservoir, 

1 Base pour la pompe et fe reservoir 
(pour 42 et 80 gallons seulement). 

Pour etre utilise la ou la profondeur 
verticale, jusqu'a I'eau, n*excede pas 22 
pieds. 



Debit de la pompe Contenance du re^ 





300- A 3 . 
300-B 3 . 
300-C 3 . 
300-D 3 . 

300-E 3. 



par heure 

Pump capacity 
per hour 

400 galls. 
400 

400 
400 
400 



servoir 



Dimensions du re- 
servoir 



"DURO" 

WATER SYSTEMS 

Plate OD 2104.— Automatic, electric 
system for large size suburban and 
country home. 

The complete outfit includes: 

1 No. 104 "Duro" double acting, 
duplex suction pump. 

1 special pneumatic tank. 

1 Pressure gauge. 

1 Protected water gauge. 

1 Duro relief valve. 

1 Angle valve. 

1 Set of pipe fittings between pump and 
tank. 

1 Base for pump and tank (for 42 and 
80 gals, tank onlv.) 



2104 ^oi" i^se where vertical depth to water 
does not exceed 22 feet. 



Dimensions entieres Poids d'expedition 



1 1 



t< 



( t 



Tank capacity 

42 galls. 

80 
120 
220 
315 

Prix sur demande 



I i 



*t 



M 



1 t 



Tank dimensions 

16" X 48" 
20" X 60" 
24" X 60" 
30" X 72" 
36" X 120" 



Over all dimensions 
29" X 32" X 52" 
29" X 32" X 64" 
29" X 36"x64" 
30" X 44" X 76" 
60" X 120" X 36" (horiz.) 



Shipping weight 

260 lbs. 
315 

350 
550 
900 



1 1 



I i 



1 1 



it 



^Price on application 



Gravure OD 2105.— Le Systeme ^'Vertitank" Dur^ est 
reconnu comme le plus moderne appareil hydraulique, 
electrique et automatique, servant a Talimentation 
d'eau des maisons; soit d*un reservoir, 
d'un puits ou d'une source. 

L'Appareil complet comprend: 

1 Pompe "Duro" a double effet, avec 
moteur et regulateur automatique 
de pression., 

1 Reservoir galvanise 30 gals- 

1 Manometre. 

1 Tube de niveau avec garde, 

1 Soupape de surete Duro. , 

1 Soupape angulaire. 

1 Jeu de raccords de tuyauterie reliant la 
pompe au reservoir. 

1 Base sur pattes pour le reservoir et la 
pompe. 

Pour etre utilise la ou la profondeur ver- 
ticale, jusqu'a Teau, n'excede pas 22 pieds. 



Debit de la 
pompe par 

heure 

Pump capa- 
city per hour 

122 150 galls. 

192-.. 400 galls, 

362 400 galls- 




Plate OD 2105.— Duro ^Tertitank" system is re- 
cognized as the last word in electric and automatic 
water systems to supply the average home with cistern; 
^ well or spring water. 

Complete outfit includes; 

1 *'Duro" double-acting pump, motor and 
automatic pressure controller. 

1 — 30 gallon galvanized tank, 

1 Pressure gauge, 

1 Protected water gauge. 

1 Duro relief valve. 

1 Angle valve, 

1 Set of pipe fittings between pump and 
tank. 

1 Base with legs for pump and tank. 



Qjy For use where vertical depth, to water, 
2105 ^^^^ ^^^ exceed 22 feet. 



Aspiration 
Suction 



Debit 

Discharge 

H 
%" 



'// 



'// 



Cont. du 
reservoir 

Tank capacity 

30 galls. 
30 galls- 
30 galls. 



Prix sur demande— Price on application 



Dimensions 
entieres 

Over all 

dimensions 

26"x32''x47" 
29^' X 32^' X 47" 
29" X 32^' X 47" 



Poids d'expe- 
dition 

Shipping 
weight 

190 lbs. 
205 !bs. 
230 lbs. 
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SYSTEMES HYDRAULIQUES -DURO"-WATER SYSTEMS 



Gravure OD 2108. — Syst&me 
electrique automalique tres 
compact. 

Recommande pour I'alimenta- 
tion de reservoirs, et pour les 
petites residences campagnardes 
ou suburbaines. 

L'Appareil complet comprend: 

1 Pompe electrique Duro a 
double effet, avec moteur et 
re^lateur automatique de 

pression. 

1 Reservoir de pression galva- 
nise de 12 gallons. 

1 Manometre. 

1 Tube de ni\'eau avec garde. 

1 Soupape de surete Duro. 

1 Jeu de raccords pour la tuyau- 
terie, du reser\-oir a la 
ponine. 

1 Ease en fer pour ta pompe et 
le reservoir. 

Debit de la 
pompe a I'heure 
Pump capaci- 
ty per hour 

120 150 galls. 

180 200 galls. 

360 400 galls. 




Plate OD 2108. — Automatic 
electric system very compactly 
built. 

Recommended for supplying 
cisterns, and for small suburban 
or country homes. 

Complete outfit includes: 

1 "Duro" electric double-actirig 
pump, motor and automatic 

pressure controller. 

1 12-gallon galvanized pressure 

tank. 

1 Pressure gauge. 

1 Protected water gauge. 

1 Duro relief valve. 

1 Set of pipe fittings between 
pump and tank. 

1 Iron base for pump and tank. 



Aspiration 
Suction 



OD 2108 

Emission 
Discharge 



H" 

H" 
1" 



H" 
H" 



Contenance 

du resen-oir 

Tank capacity 

12 galls. 
12 galls. 
12 galls. 



Dimensions 


Poids d 'expe- 


totales 


dition 


Overa 1 


Shipping 


dimensions 


weight 


20" X 24" X 27" 


150 lbs. 


22" X 24" X 27" 


170 lbs. 


24" X 24" X 27" 


195 bs. 



Prix sur demande— Price on application 



Gravure OD 2109.— Cet appareil a 
moteur complet comprend: 

1 Pompe aspirante a pouvoir No 

2300 avec moteur. 
1 Reservoir special ^'Duro''. 
1 Tube de niveau. 
1 lyjanometre, 
1 Soupape de surety. 
1 Soupape angulaire ainsi que la 

tuyauterie et raccords reliant la 

pompe au reservoir, 
Le tuyau aspirateur est de 1", et le 

tuyau debiteur de ^4". 
La poulie a 16 pouces. 




Plate OD 2109-— This engine- 
driven system complete includes: 

1 No. 2300 Suction po^ver pump 

and enpne. 
1 Duro special tank. 
1 Water gauge. 
1 Pre^^ure gauge. 
1 Relief valve. 
1 Angle valve, and pipe and fittings 

between pump and tank. 
The suction pipe has 1" and the 

discharge pipe 3.l'^ 
The size of pulley is 16 inches, 



OD 2109 



240O-C . 
2400-D 
2400-R 
2400'H 



Debit de la pom- 
pe a rheure 
Pump capacity 

per hour 
400 galls, 
400 galls. 
400 galls. 
400 galls. 



Contenance du 

reservoir 
Tank capacity 

120 galls. 
220 galls. 
315 galls. 
525 galls. 



Dimensions du 
reservoir 

Tank dimensions 

13" X 60" 
30" X 72" 
36" X 72" 
36" X 72" 



Prix sur demande— Price on application 



Dimensions 

entieres 

Overall 

dimensions 

34" X 48" X 64" 

36" X 54" X 76" 

42" X 60" X 76" 

60" X 120" X 40" 

(Horiz.) 



Poids d 'expedi- 
tion 
Shipping weight 

420 lbs. 
620 lbs. 
675 lbs. 
950 lbs. 




,v 



la 



1 



1 
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systEmes hydraulioues " duro " — water systems 



Gravure OD 2112,— Appa- 
reil automatique electrique 
pour etre utilise pour les 
grandes maisons campagnar- 
des ou suburbaines, fermes a 
installations mecaniques, ser- 
res chaudes, fabriques, edi- 
fices a bureaux, cercles cam- 
pagnards, laiteries, ecoles 
campagnardes, etc. 




Plate OD 2112,— Automatic, 
electric system to be used for 
large suburban and country- 
homes, truck farms, green- 
houses, factories, office build* 
ings, country clubs, dairies, 
country schools, etc. 



OD 2112 



Tuyau aspirateur, 1>^". 

Tuyaux debiteurs, \y^" , cheque c6te de la chambre d'air, 

L'Appareil complet comprend: 

1 Pompe electrique "Duplex Duro" No 100, a double 

effet avec moteur et regulateur de pression. 
1 Reservoir pneumatique de pression, special. 
1 Manometry 
1 Soupape de surete Duro, 
1 Soupape Gate. 



Suction pipe, \}-^\ 

Discharge pipes, on each side of air dome, V4!\ 

Complete outfit includes: 

1 No. 100 "Duro" double-acting duplex electric pump 

with motor and pressure controller. 
1 Special pneumatic pressure tank. 
1 Pressure gauge, 
1 **Duro'' relief valve- 
1 Gate valve. 



Debit de la pom- 
pe par heure 
Pump capacity 
■ - per hour 

C-5 600 galls. 

D^5 900 galls. 

E-5 1200 galls. 

H-5 1500 galls. 



Contenance du 

reservoir 
Tank capacity 

120 galls. 
220 galls. 
315 galls. 
525 galls. 



Dimensions du 

reservoir 

Tank dimensions 

24" X 60'' 
30" X 72" 
36" X 72" 
36" X 120'^ 



Dimensions en- 

tieres 

Overall 

dimensions 

48"x62"x 54" 

54" X 74'' X 54" 

60" X 74" X 54" 

60" X 40" X 120" 



Poids d 'expedi- 
tion 
Shipping weight 

600 lbs- 

800 lbs- 

930 lbs- 

1150 lbs. 



Prix sur demande — Price on application 



Gravure OD 2113.— Get appareil "Du- 
ro" pour puits profonds assure aux mai- 
sons suburbaines ou campagnardes un 
aussi bon service d'eau que celui des villes. 
II est fait pour les puits ou la profondeur 
de Teau varie entre 22 a 300 pieds de 
la surface terrestre. 




Plate OD 2113.— This outfit furnishes 

city water service to suburban and country 

homes. 

It is suitable for wells where the depth to 

the water level ranges between 22 feet 

300 feet below the surface of the ground. 



Debit par 

heure 

Capacity per 

hour 

902 100 galls. 

930 130 galls- 

940 130 galls. 

942 130 galls. 

950 225 galls. 

960 225 galls. 

962 225 galls. 

971 325galls, 

972 325 galls. 



OD 2113 

Profondeur a C.V. du mo- 

I'eau teur 

Depth to water H.P. of motor 

C.A.— A.C. 



50' 
100' 
200' 
300' 

40' 
100' 
200' 

35' 

70' 



If 
ft 



H 
'A 

%" 

V2" 
%" 



Tige en bois de 

I'aspirateur 

Sucker wood 

rod 

IH" 

I'A" 

IVs" 
IH" 

lA" 

m" 
1 



v/ 



'// 



Tuyau aspira 

teur 
Suction pipe 

2" 

2^" 
3" 
3^' 



Tuyau debi- 

teur 

Discharge pipe 



ft 



if 



Va!' 
% 

1" 
1" 
\" 
\" 
1" 



Prix sur demande — Price on application 
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SYSTEMES HYDRAULIQUES * DURO '*— WATER SYSTEMS 






Gravure OD 21U.^Cet appareil a mo- 
teur complet pour puits profonds com- 
prend : 
1 Pompe No 900 E avec moteur, pour 

puits profonds. _ > ■ , ..^^ '■ 

1 Reservoir pneumatique special uuro . 

1 Tube de niveau. 
1 Manometre. 
1 Soupape de surete, 
1 Soupape Gate. 




Plate OD 2114.— This engine driven deep 

well system complete includes; 

1 No. 900 E deep well pump and engine. 

1 Duro special tank, 

1 Water gauge. 

1 Pressure gauge. 

1 Relief valve. 

1 Gate valve. 



jsjo Contenance du re- 

]s]q_ servoir 

Tank capacitv 

1000-EC iS?,^^!!'^- 

1000-ED ???S^ '■ 

1000-EF ?i5^^^ 

525 galls. 



OD 2114 

Dimensions du re- 
servoir 

Tank dimensions 
24" X 60" 
30" X 72" 
36" X 72" 
36" X 120" 



Dimensions entieres 
Overall dimensions 



Poids d'expedition 
Shipping weight 



1000-E H -J^ *^""prix sur demande-^Price on application 



30" X 46" X 64" 
36" X 52" X 76" 

42" X 58" X 76" 

58" X 120" X 40" (honz.) 



475 lbs. 
675 lbs. 

775 lbs. 
1025 lbs. 




GATE VALVE 

CEXD 




"OURO* fRE5H 
WATER VALVE 



OD 2118 



TAN« 



OD 2116 

Gravure OD 2116.— Get inlerrupteur est designe pour 
arreter automatiquement la pompe lorsque le reservoir 
est suflisamment plein. II fonctionne au moyen d'une 
flotle en cuivre; il est ajustable et absolument sur sous 

tous rapports. 

Pn\ sur demande. 

Plate OD 2116.— Automatic open tank f!oat switch. 
This switch is designed to stop pumping automatically 
when lank is full enough. 

It is operated by means of a copper float which can be 
adjusted and is thoroughly reliable in every respect. 

Price on application. 



Gravure OD 2118.— La soupape di'e d'eau fraiche 
■■Dure", iUustreeci-haut foumira de I'eau fraiche, pour 
boire ou pour la cuisine, directement du puits. L eau 
ne passe pas par le reservoir. 

Grace a cette soupape le systeme hydrauhque pneuma- 
tique est de beaucoup ameliore; car avec elle il est 
toujours possible d'avoir de I'eau fraiche et limpide 
de son puits. 

Plate OD 2118.— The Duro fresh water valve as 
illustrated above enables the user to get fresh, cool 
water direct from the well for drinkmg and cookmg 
purposes. The water does not enter m the tank. 
This valve increases the value of the pneumatic water 
system, as bv its use it is possible to get from the system 
a cool drink' of fresh sparkling water direct from the 

well. _ . ,- ^■ 

Prix sur demande— Pnce on application 
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ADOUCISSEUR D'EAU '^DURO" WATER SOFTENER 



Gravure OD 2120. — L'adoucisseur 
d*eau '*Duro" est une magnifique 
piece d'equipement- II est bien 
pratique et substantiellement construit. 

Son apparence est propre et attrayante, 
et une couche supplementaire d 'email 
gris, seche a Fair, lui donne un fini 
lustre. 

L'adoucisseur '*Duro" est fait, en 
entier, aux usines de la Duro Pump and 
Manufacturing Co. — les plus grands 
fabricants de systemes hydrauliques 
doraestiques du monde entier. 

II est d'operation si facile qu*un parfait 
novice peut le faire fonctionner sans 
instructions aucunes. 

Informations supplementaires et prix 
foumis sur demande. 




Plate OD 2120-— The Duro softener is 
a beautiful piece of equipment. It is 
well designed and substantially built. 
It is neat and attractive. 

An extra coat of gray air-dried enamel 
makes a glossy finish, 

Duro softener is entirely made in the 
factory of the Duro Pump Manu- 
facturing Co., the largest makers of 
household water supply systems in the 
world. 

It is so simple to operate that a total 
stranger without instructions could 
operate it. 

Other informations and price furnished 
on request. 



OD 2120 



FILTRE ^ DURO" POUR RESERVOIR- ^*DURO" CISTERN FILTER 



Gravure OD 2122. — Ce filtre ameliore 
est fabrique specialement pour purifier 
Teau du reservoir. L*eau de pluie 
entraine a sa suite, dans le reservoir, les 
saletes et poussieres des couvertures, 
rendant Teau brouillee et sale, Le filtre 
Duro la rendra, a nouveau, limpide et 
pure. 



La pleine capacite du Filtre Duro est de 
200 gallons a Theure, on ne peut done le 
poser avec une pompe ayant un plus grand 
debit horaire, que 200 gallons- 




'.^^Ce 



Plate OD 2122-^This improved cistern 
filter is designed especially to remove 
suspended matter from cistern water- 
The rain washes dirt and dust from the 
air and roof into the cistern. Thus the 
cistern water becomes cloudy and dirty- 
When filtered through the Duro filter it 
becomes clear and sparkling. 



The capacity limit of the filter is 200 
gallons per hour, and therefor, it should 
not be used with larger than a 200 gallon 
per hour pump. 



OD 2122 



Les raccords a vis et a brides sent fournis avec chaque 
appareiL On fournzt, de plus, gratis, des feuilles 
d'instructions, pour Tinstallation et le fonctionne- 
ment. Le filtre doit cependant etre pose entre la 
pompe et les appareils de la maison. 

Prix sur demande 



Nipples and unions are provided with each filter. Full 
installation and operation instructions are furnished 
free with each fixtur\ The filter should be installed 
between the pump and the house fixtures. 



Price on application 
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Gravure OD 2126.- Tuyaa de 

plomb. a I'eau, 



OD 2126 



Calibre 
Pouces — Inches 



Leger— Light 



^„ ^ 8 

*Fort— Strong Yf 

Ext- leger— Ext. light. . . .}-2 

Leger— Light Vj 

Moyen — Medium H 

*Fort— Strong Vi 

Ext. fort— Ext. strong. . . H 
Ext. leger- Ext. light. ...Vs 

L6ger— Light Vs 

Moyen— Medium H 

Fort— Strong Vs 

*Ext. fort — Ext. strong. . . H 
Ext. leeer— Ext. light.. . . K 

Leger— Light H 

Moyen — Medium ?4 

Fort— Strong H 

*Ext. fort -Ext. strong. , . % 

Ext. leger— Ext. light 1 

Leger- Light J- 

Moyen— Medium 1 

Fort— Strong 1 

*Ext. fort- Ext. strong. . , .1 
Double extra fort— 



Pesanteur a la verge, lbs. 
Weight Yard, lbs. 

3&4 

2V-, 3. 3M 
4 

4K 
5 &6 

7 &8 
4)^ 

5 
6 
7 

8 &9 
5 
6 
7 
8 

9 &10 
5 
6 
7 
8 

9 &10 



Calibre 
Pouces — Inches 



12 & 13 



Double extra strong . . . 
Pesanteurs standardisees pour Municipalites marquees 
d'un asterisque.* 



Gravure OD 2128.— 

Tuyau de chute on a ren- 
voi, en plomb. 




OD 2128 



Calibre 
Pouces — inches 

Leger— Light IK 

Moyen — Medium IM 

Fort— Strong IH 

Ext. fort— Ext. strong. .IM 

Leger — Light 1}4 

Moyen — Medium 1 M 

Fort— Strong IH 

Ext. fort— Ext. strong. .1^ 

L^ger— Light 2 

Moyen — Medium 2 

Fort— Strong 2 

Ext, fort— Ext. strong — 2 



Pesanteur a la verge, lbs. 
Weight per Yard, lbs. 

5 

6 

7 

8 
5^ 

7 

8 

9 

6 
8K 

lOM 
12 




< 



II 



Ext. leger— Ext. light... IM 

Leger— Light lU 

Moyen — Medium 1 ^4 

Fort— Strong 1 ^^ 

Ext. fort— Ext. strong. .114 
Ext. leger— Ext. light.. .13^ 

Leger — Light l}4 

Moyen — Medium IH 

Fort — Strong 1 H 

Ext. fort— Ext. strong . . 1 H 

Leger— Light IH 

Moven— Medium 1% 

Fort— Strong ,1% 

Ext. fort— Ext. strong. .IH 
Ext. leger— Ext. hght.....2 

Leger — Light 2 

Moyen^Medium 2 

Fort — Strong 2 

Ext. fort— Ext. strong- - • -2 

Leger— Light 2^ 

Moyen — Medium 214 

Fort— Strong 214 

Ext. fort— Ext. strong. .2li 

Leger^ — Light 3 

Moyen— Medium 3 

Fort — Strong 3 

Corporation standard weights marked with an asterisk. * 



H 



i 



Plate CD 2128.— Soil or 
waste lead pipe. 



Calibre 
Pouces — inches 

Leger— Light 2H 

Moven — Medium 2)4 

Fort— Strong 2}^ 

Ext. fort— Ext. strong...2H 

Leger— Light . , 3 

Moyen— Medium. , ..... .3 

Fort — Strong 3 

Ext. fort— Ext. strong 3 

Leger— Light 4 

Moyen — Medium 4 

Fort— Strong 4 

Ext. fort — Ext. strong — 4 



Pesanteur a la verge, lbs. 
Weight per Yard, lbs. 

8H 
13^ 

16 

23 

10 

16H 
■22^ 



13^ 

18 

24 




I 



; 



1 ^ 
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Calibre 
Pouces — Inches 



1 

1 

H 



Pesanteur au 

pied 

Onces 

Weight per foot 

Ounces 

U 

16 

16 

14 

11 

10 



Calibre 
Pouces — Indies 



'A 



Pesanteur au 

pied 

Onces 

Weight per foot 

Ounces 

9 

7 

10 

8 

6 

4^'A 



Calibre 
Pouces — Inches 



H 
K 



Pesanteur au 

pied 

Onces 

Weight per foot 

Ounces 

8 

6 

4 
6 



GRAVURE OD 2132 — PLATE CD 2132 



PLOMB EN FEUILLE— SHEET LEAD 



Lbs au pied 

carre 
Lbs. per sq. 



i: 



iH 



2M 

3 

4 



8 



10 



12 




Epaisseur 
Pouces 

Thickness 
Inches 

.016 

1/64 

1/43 

1/32 

1^24 

3 64 
1/16 

5/64 

3/32 

7/64 

'a 



Lbs au pied 

carre 

Lbs. per sq. 

ft. 



14 




Epaisseur 

. Pouces 

Thickness 

Inches 



7/32 



16 




H 



20 




5/16 



24 




H 



32 




H 





5/32 



3/16 



60 



OD 2132 




1 



Prix a la livre, sur demande. 



Price per pound, on application 
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Gravure OD 2134. 

Fibre de plomb- 

Le 100 lbs 

Prix sur demande. 




Plate OD 21 34.— Lead 

fibre. 

Per 100 lbs 

Price on application. 



OD 2134 



PLOMB A JOINTS— CAULKING LEAD 



m-^i^' 




OD 2135 



Gravure OD 2135.— 

Le 100 lbs 

Prix sur demande. 

Plonibiers 

Prenez avantage de ce nouveau precede de 
transport, il ne vous coute pas un sou. 



Plate OD 2135.— 

Per 100 lbs 

Price on application. 

Plumbers 

Take advantage of this new carrying device 
without any extra cost to you. 



OD 2135 



METAL ANTI-FRICTION— BABBITT METAL 




OD 2136 



Gravure OD 2136.— Pour usage general sur les petits 
et moyens paliers d'arbres de couche tournant a une 
vitesse moderee. 



Plate OD 2136.— For general use on light or medium 
bearings of shaft running at moderate speed. 



Le 100 lbs 



Per 100 lbs 



Prix sur demande, 



Price on application. 



Gravure OD 2137.— Metal anti- friction - 

Pour les paliers d'arbre tournant a grande vitesse 
et pour ouvrage dur. 



Plate OD 2137.— Babbitt metal. 

For the bearings of shaft running at high speed and 
for heavy work. 



Le 100 lbs 



Per 100 lbs 



Prix sur demande. 




Price on application. 




? ^ , 



lZ3 



I 



I 




^ 




r~-\ 



Gravure OD 2140.— Soudure a 
essuyer. 

Le 100 lbs 

Prix sur demande. 



Plate OD 2140.— Wiping solder. 

Per lOOIbs 

Price on applictition. 



OD 2140 



SOUDURE COMMERCIALE 



COMMERCIAL SOLDER 



Gravure OD 

2U2.—}4 X ^2- 




'ij'i. 
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^ Plate OD 2142 



— ^2XK. 



OD 2142 



Le 100 lbs 



Per 100 lbs 



Prix sur demande. 



Price on application. 



SOUDURE STRICTLY 



STRICTLY SOLDER 



Gravure OD 

2144.-3^ X 14- 



Plate OD 2144 



. M" ,..[,, 



".■z^, . 



i:.;..!^ -...■;»■:. 
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OD 2144 



&. ._9 -y2^y2. 



Le 100 lbs 



Per 100 lbs 



Prix sur demande. 



Price on^application. 



Gravure OD 2146.— La soudure 
broche est sous la forme la plus 
utile pour le mecanicien de 
boutique qui appreciera sa com- 
modite et son emploi economi- 
que. 



Le 100 lbs 

Prix sur demande. 




Plate OD 2146.— Wire Solder is 
the most useful form and the 
repair shop mechanics appreciate 
its convenience, because there is 
less possibility of waste. 

Per 100 lbs 

Price on application. 



OD 2146 



ETAIN FIN EN BARRE 



PURE BAR TIN 




OD 2148 



Le 100 lbs 



Per 100 lbs 



Prix sur demande. 



Price on application. 
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ALUMINIUM EN LINGOT— INGOT ALUMINUM 



ETAIN EN SAUMON 

Gravure OD 2149.— Etain 
en saumon de 28 et 56 lbs. 

Per 100 lbs 

Prix sur demande. 




BLOCK TIN 

Plate" OD 2149.— Block tin 
in 28^and 56 lbs. pigs. 

Le 100 lbs 

Price on application. 



OD 2149 



Gravure OD 
2150.— 

Le 100 lbs 




Plate OD 2150 

Per 100 lbs. 



OD 2150 



Prix sur demande. 



Price on application. 



ANTIMOINE — ANTIMONY 



ZINC COMMERCIAL — ZINC SPELTER 





OD 2152 

Gravure ODi21S2.— Antimoine en lingot de 28 lbs. 

Leioojbs 

Prix sur demande. 

PlatelODl2152.— Antimony in 28 pound slabs. 

Per 100 lbs 

Price on application. 



OD 2154 

Gravure OD 2154. — Zinc commercial en lingot de 50 lbs. 

Le 100 lbs 

Prix sur demande, 

Plate OD 2154.— Zinc spelter in 50 lb. slabs. 

Per 100 lbs 

Price on application. 
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SIPHONS EN PLOMB — LEAD TRAPS 

COUDES LONGS EN PLOMB-LONG LEAD BENDS 
Gravure OD 2156— Plate OD 2156 



Grosseurs 


IK" 


1?^" 


2" 


3" 


4" 


Sizes 


Ordinaire 


SO. 40 


.65 


1.05 


1.75 


2.40 


Standard 


Ex ;ra ort 


.65 


1.00 


1.35 


2.00 


3.00 


Extra heavy 



COUDES COURTS EN PLOMB— SHORT LEAD BENDS 
Gravure OD 2157— Plate OD 2157 



Grosseurs 


IM" 


IM" 


2" 


3" 


4" 


Sizes 


Ordinaire 


SO. 35 


.55 


.80 


1.50 


1.80 


Standard 


Ex ra fort 


.60 


.85 


1.10 


1.60 


2.25 


Extra heavy 




OD 2157 
Gravure OD 2160.— Siphon P. en plomb etire. Plate OD 2160.— Lead drawn P. Trap. 




Grosseurs 
Reguliers 

Extra forts 



S0.51 

.77 



.75 
1.09 



2" 
1.20 

1.57 



3" 
2.24 

2.58 



4" 
2.49 
3.25 



Sizes 
Standard 
Extra heavy 



OD 2160 

Gravure OD 2161. 

etire. 

Grosseurs 

Reguliers 

Extra forts 



-Siphon, ^4 S en plomb Plate OD 2161. — Lead drawn, "^/i S trap. 



IK" 

SO. 55 

.81 



.81 
1.15 



rt 



2" 
1.30 

1.73 



3" 
2.62 

2.97 



4" 
3.07 
3.95 



Sizes 
Standard 
Extra heavy 




OD 2161 




Gravure OD 2162. 

etire. 

Grosseurs 
Reguliers 
Extra forts 



-Siphon S, en plomb Plate OD 2162.— Lfad drawn S trap. 



IM" 
$0.58 

.87 



1^" 

0.90 

1.25 



2" 
1.38 

1.85 



3" 
2.69 

3.09 



4" 
3.25 
4.30 



Sizes 
Standard 
Extra heavy 



OD 2162 



Gravure OD 2163.— Siphon de Course, Plate OD 2163. 

plomb etire. 

Grosseurs 1^" IH" 2" 3" 

Reguliers S0.48 .72 1.13 2.09 

Extra forts .70 1.03 1.46 2.35 



■Lead drawn running trap. 



4" 


Sizes 


2-53 


Standard 


3.28 


Extra heavy 




OD 2163 




Gravure OD 2164.— Siphon "Bag", plomb Plate OD 2164.— Lead drawn Bag trap, 
etir^. 

Grosseurs IK'^ IH" 2" 3" 

Reguliers $0.68 1.08 1.73 3.35 

Extra forts 1.06 1.54 2.33 3.96 



4" 


Sizes 


4.77 


Standard 


6.30 


Extra heavy 



OD 2164 
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SIPHONS EN PLOMB — LEAD TRAPS 



Gravure OD 2166.— Siphonslbarillet en 
plomb; 4" x 8". 

Avec couvercle en cuhre ordinaire SI. 90 

Avec couvercle nickele. ordinaire 2.10 

Avec couvercle en cuivre et ventile tel 
qu'illustre ^■**** 

Avec couvercle nickele ventile tel qu'il- 
lustre ^•^" 




Plate OD 2166.— Lead drum trap; 4" x 8". 

With regular brass screw. $1.90 

With nickel-plated brass screw 2.10 

With brass vented screw, as illustrated 3.00 
With nickel-plated screw, as illustrated 3.30 



OD 2166 



SIPHONS CENTRIFUGES "IDEAL" CENTRIFUGAL TRAPS 







OD 2168 








SIPHON P. 






Grosseurs 

Chacun 


IH" 

:.. S1.25 


V4" 

1.50 


2" 
2.25 




p. IRAP 




Sizes 


VA" 


VA" 
1.50 


2" 


Each 


S1.25 


2.25 



OD 2169 

SIPHON S 

Grosseurs 1 M" 

Chacun S1.35 

S. TRAP 

Sizes VA" 

Each $1.35 

1 



VA" 
1.75 



9" 

2.50 



1^" 
1.75 



2" 
2.50 



Gravure OD 2170.— Siphon pour 
baignoire, avec couvercle nickele. 



*/ 



Grosseurs. . 1 K 
Chacun SI. 55 



VA" 
2.00 



2" 
2.50 




Plate OD 2170.— Bath trap with 
nickel-plated flanged top. 



Sizes, 
Each 



VA" 
S1.55 



'/ 



VA 
2.00 



2" 
2.50 



OD 2170 
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TUYAUX DE GRES VITRIFIES — VITRIFIED CLAY PIPES 



Gravure OD 2175 

pour^egouts. 



Tuyau de gres 




Plate OD 21 7S. — Clay sewer pipes, 



OD 2175 



Diametre 
Le pied 



4" 
$0.40 



5" 
.50 



6" 
.60 



8" 
.90 



9" 
.95 



10" 
1.05 



12"i 
1.35 



15" 
1.80 



18" 
2.50 



20" Diameter 
3.00 Per foot 





OD 2176 

Gravure OD 2176. — Branchement simple a jonction 

oblique. 

Plate OD 2176.— Single branch, bevel connection. 



OD 2177 

Gravure OD 2177.— Branchemert simple, jonction 

carree. 

Plate OD 2177. — Single branch, square connection. 



Diametre 4" 5" 6" S" 

Long. 3' S2.90 4.40 

Long. 2' $1.75 2.00 2.30 4.00 

Long 23 2' 1-75 2.00 2.30 4.00 



9" 
4.70 
4.30 

4.30 



10 



ff 



4.75 

4.75 



12" 15" 18" 20" Diameter 

3' length 
6.10 8.10 11.25 13.50 2' length 
6.10 8.10 11.25 13.50 2i:/length 





OD 2178 



OD 2179 



Gravure OD 2178.— Brandianent double, jonctions Gravure OD 2179. — Branchement double, jonctions 

obliques. carrees. 

Plate OD 2178. — Double branch, bevel connections. Plate OD 2179.— Double branch, square connections. 



Diametre 


4" 


5" 


6" 


8" 


9" 


10" 


12" 


15" 


18" 


20" 


Diameter 


Chacun 


$2.25 


3.00 


3.40 


6.10 


7.00 


7.35 


10.80 


14.40 


20.00 


24.00 


Each 



Gravure OD 2180— Raccord cutotte. 




Plate OD 2180.— Y branch. 













OD 2180 


1 










Diamfetre 


4" 


5" 


6" 


8" 


9" 10" 


12" 


15" 


18" 


20" 


. Diameter 


Chacun 


$2.25 


3.00 


3.40 


6.10 


7.00 7.35 


10.80 


14.40 


20.00 


24.00 


Each 



Prix foumis sur demande. pour tuyaux et raccords Prices furnished, on request, for pipes and fittings of 



/ V ayant plus gros diametre que ceux plus haut tarifes. 



larger diameter than those listed above. 
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TUYAUX DE GRES VITRIFIES--VITRIFIED CLAY PIPES 



Gravure OD 2182.- 
45*. 

- 


-Coude 


en gres 90' ou 




Plate OD 2182. 


r 






OD 2182 




niametre 4" 
90°Chacun SI. 60 
45° Chacun 1.60 


5" 
2.00 
2.00 


6" 8" 
2.30 4.00 
2.30 3.50 


9" 10" 
4,50 4.75 
4.00 4.20 


[12" 15" 
6.10 14.40 
5.40 7.20 



18" 20" Diameter 
20.00 24.00 Each. 
10.00 12.00 Each. 






OD 2185 



Gravure OD 2185.— Siphon de 
course. 



OD 2183 OD 2184 

Gravure OD 2183.— Siphon P. Gravure OD 2184.— Siphon S. 

Plate OD 2183.— P. Trap. Plate OD 2184.— S. Trap. Plate OD 2185.— Running trap. 

TOUS AU MEME PRIX— ALL AT SAME PRICE 

Diametre 4" 5" 6" 8" 9" 10" 12" 15" 18" 20" Diameter 



Chacun S3. 80 3.80 



5.00 



8.80 



10.00 



10.50 



18,00 Sur demande — On applica- Each 

tion 



Gravure OD 2186. 

visile. 


—Siphon 


avec trou de ^ 


OD 2186 


Diametre 4" 
Chacun S3. 80 


5" 
3.80 


6" 8" 
5.00 8.80 


?)" 10" 
10.00 IO.50 



Plate OD 2186.— Hand hole trap, 



12" 15" 18" 20" Diameter 

18.00 Prix sur demande — Price on Each. 

application 






OD 2187 



Gravure OD 2187. — Grossisseur. 



OD 2188 



OD 2189 

Gravure OD 2189.— Tuyau section- 

ne en biseau. 



Gravure OD 2188.— Reducteur. 

Plate OD 2187.— Increaser. Plate OD 2188.— Reducer. Plate OD 2189.— Slant pipe length 

Grossisseurs et Reducteurs au meme prix Increasers and Reducers at same price 

Diametre 6" 8" 9" 10" 12" 15" 18" 

Chacun $2.30 3.50 3.80 4.20 6.10 8.10 11.25 

Gravure OD 2189. -Plate OD 2189. 

Diametre 4" 5" 6" 8" 9" 10" 12" 15" 18" 20" Diameter 

Chacun $1.20 1.50 1.80 2.70 



20" 
13,50 



Diameter 
Each. 



2.85 



3.15 



4.05 



5.40 Sur demande Each. 

On application 

Prix foumis sur demande pour raccords avant plus gros Prices furnished on request for fittings of larger 

diametre que ceux deja tarifes. diameter than those listed above. 
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TUYAU DE FONTE A RENVOI 
ET RACCORDS 



CAST IRON SOIL PIPE AND 

FITTINGS 




OD 2200 



Gravure OD 2200.— Tuyau de fonte a un collet. 

Pesanteur Extra 

' ■ moyenne 

Medium 
weight 

2" le pied— per foot $0.32 

3" " " 0.50 

4" " " 0.68 



lourd 

Extra 

heavy 

$0.40 
0.65 
0.85 



Plate OD 2200. — Single hub cast iron pipe. 

Pesanteur 
moyenne 

Medium 
weight 

5" le pied— per foot S0.90 

6" " " 1.05 

8" 



€t 



II 



Extra 
lourd 

Extra 
heavy 

$1.15 
1.35 

2.25 




OD 2201 



Gravure OD 2201.— Tuyau de fonte a double collet 

Pesanteur Extra 
moyenne 

Medium 
weight 

2" le pied— per foot S0.38 

3" " " 0.56 

4" " " 0.74 



lourd 

Extra 

heavy 

.46 
0.71 
0.91 



Plate OD 2201.— Double hub cast iron pipe. 

Pesanteur 
moyenne 

Medium 
weig'ht 

5" le pied— per foot Sl-OO 

6" " " 1.20 

8" 



it 



It 



Extra 
lourd 

Extra 

heavy 

SI. 25 
1.50 

2.55 





OD 2202 
Gravure OD 2202.— Coude, un quart, simple collet. 



2" Chacun— Each 

3" 

4" 



It 



tt 



t i 



tt 



Pesanteur 

moyenne 

Medium 

weight 

$0.55 

0,85 

1.15 



Extra 

lourd 

Extra 

heavv 

$0.65 

1.00 

1.30 



OD 2203 

Plate OD 2202.— Quarter bend, single hub. 

Pesanteur 

moyenne 

Medium 

weight 

5^' Chacun-— Each S2.00 

6'' " *' 2.75 

8" 



i( 



tt 



Gravure OD 2203. — Coude un quart, a deux collets. 



2" Chacun— Each 

3" 

4" 



ii 



I i 
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i* 



Pesanteur 

moyenne 

Medium 

weight 

S0.85 

1.15 

1.45 



Extra 
lourd 
Extra 
heavy 
$1.10 
1.45 
1.85 



Plate OD 2203. — Double hub quarter bend. 

Pesanteur 



5" Chacun— Each 

6" 

8" 



tt 



(i 



I' 



It 



moyenne 

Medium 

weight 

$2.30 

3.05 



Extra 

lourd 

Extra 

heavy 

$2.20 

3.25 

5.00 



Extra 
lourd 
Extra 
heav7 
$2.80 
3.85 
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RACCORDS DE TUYAU DE FONTE A RENVOI — CAST IRON SOIL PIPE FITTINGS 



V 




r I 




OD 2204 



Gravure OD 2204. — Coude un quart avec orifice de 
2" sur cote droit ou gauche suivant le besoin. 

Pesanteur Extra 
moyenne lourd 

4" Chacun $2.15 $2.30 

Plate OD 2204.— Quarter bend with 2 inch side inlet 
on ritiht or left hand side as wanted. 

Medium Extra 
weight heavy 

4" Each S2.15 $2.30 




OD 2205 



Gravure OD 2205. — Coude un quart avec orifice de 2" 

a I'arriere. 

Pesanteur Extra 
movenne lourd 



4" Chacun $2.15 



$2.30 



Plate OD 2205.— Quarter bend with 2 inch heel inlet, 

Medium Extra 
weight heavy 

4" Each $2.15 $2.30 



Gravure OD 2206.— Lnng 
coude un quart. 

Prix la piece 




Plate OD 2206.— Long quar- 
ter bend. 

Price each 



Dimensions 
Pesan. moy. 



4"xl0" 4"xl2" 4"xl5" 4" x 18" 4" x 20" 4" x 24" 4" x 30" 4x36" 
S2.75 2.90 3.25 3.50 3.80 4.40 5.00 6.00 



Sizes 

Med. weight 



Gravure OD 2207.— 

Long coude un quart avec 
orifice de 2 pouces au 
talon. 

Pesanteur moyenne 

4" X 12" chacun ^.l.'m 
4"x 15" " ... 4.25 
4"x 18" '■ .... 4.50 




Plate OD 2207.~Long 

quarter bend with 2 inch 
heel inlet. 

Medium weight 

4" X 12" each $3.90 

4" X 15" " 4.25 

4"x 18" " 4.50 



OD 2207 



Gravure OD 2208. — 

Long coude un huitieme. 
Pesanteur moyenne. 




Plate OD 2208.— Long 
eighth bend. Medium 
weight. 



Dimensions 
Chacun 



4" X 12" 
12.90 



4" X 18" 
3.50 



4" X 24" 
4.40 



OD 2208 



4" X 30" 
5.00 



4" X 36" 
6.00 



Sizes 
Each 
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RACCORDS DE TUYAU DE FONTE A RENVOI— CAST IRON SOIL PIPE FITTINGS 
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OD 2210 



Gravure OD 2210.— Coude un Plate OD 2210.— One-fifth bend 

cinquieme. 

Pesanteur 

moyenne 

Medium 

weight 

2" Chacun— Each S0.55 

3" " " 0.85 

4" " " 1.15 

5" " " 2.00 

6" " " 2.75 

Of/ »< ft 



Extra 

lourd 

Extra 

heavv 

SO. 65 

1.00 

1.30 

2.20 

3-25 

5-00 



'. •^ 



Yl' 



Gravure OD 2211. — Coude un sixi^ 
me. 



Plate OD 2211.— One-sixth bend- 



2" Chacun- 

3" 

4" 

5" 

6" 

8" 



Pesanteur Extra 

moyenne louni 

Medium Extra 

weight heavy 

■Each SO. 55 SO. 65 

0.85 1.00 

1.15 1.30 

" 2.00 2.20 

" 2.75 3.25 

" 5.00 



.»'- 





Gravure OD 2212.— Coude un huitieme. Plate OD 2212.— One-eighth bend. 



OD 2212 



2" Chacun— Each 

3" 

4" 

5" 

6" 

8" 



4 I 
41 
li 



Pesanteur 


Extra 


moyenne 


ourd 


Medium 


Extra 


weight 


heavy 


SO. 55 


SO. 65 


0.^5 


1.00 


1.15 


1.30 


2.00 


2.20 


2.75 


3.25 




5.00 



Gravure OD 2213. — Coude un seizieme. Plate OD 2213. — One-sixteenth bend. 



2" Chacun— Each 

3" 

4" 

5" 

6" 

8" 



u 

tt 
it 
it 



Pesanteur 


Extra 


moyenne 


lourd 


Medium 


Extra 


weight 


heavy 


SO. 55 


$0.65 


0.85 


1.00 


1.15 


1.30 


2.00 


2.20 


2.75 


3.25 




5.00 




OD 2213 
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RACCORDS DE TUYAU DE FONTE A RENVOI -CAST IRON SOIL PIPE FITTINGS 




Gravure OD 2214.— Coude un huitieme 
a deux collets. Pesanteur moyenne. 

2" Chacun— Each SO. 85 

3" ■' " 1.15 

4" " " 1.45 




Plate OD 2214.— Double hub one-eighth 
m bend. Medium weight. 



5" Chacun— Each 

6" " 



M 



$2.30 

3.05 



OD 2214 



Gravure OD 2215.— Raccord en U 
Pesanteur moyenne. 

2" Chacun— Each S0.95 

3" " " 1.70 

4" " " 2.40 




Plate OD 2215.— Return bend. 

Medium weight. 

5" Chacun— Each $3.65 



:// 



(( 



(I 



4.50 



OD 2215 



Gravure OD 2216.— Raccord en U 

a double collet. Pesanteur mcvenne. 



2" Chacun— Each $1.25 

3" " " 2.00 




Plate OD 2216.— Double hub re- 
turn bend. Medium weight. 

4" Chacun— Each S2.70 

5" " " 3.95 

6" " " 4.80 



OD 2216 



Gravure OD 2217.— Branchements T.Y. 



Plate OD 2217.— T.Y. Branches. 



Dimensions 


Pesanteur 


Extra 


Pouces 


movenne 


lourd 


Sizes 


Medium 


Extra 


Inches 


weight 


heavy 


2x2 


SO. 85 


si.oo 


3x2 


1.45 


1.65 


3x3 


1.45 


1.65 


4x2 


2.10 


2.40 


4x3 


2.10 


2.40 


4x4 


2.10 


2.40 


5x2 


2.80 


3.30 


5x3 


2.80 


3.30 


5x4 


2.80 


3.30 


5x5 


2.80 


3.30 




OD 2217 





Chacun- 


-Each 


Dimensions 


Pesanteur 


Extra 


Pouces 


moyenne 


lourd 


Sizes 


Medium 


Extra 


Inches 


weight 


heavy 


6x2 


$4.00 


$4.50 


6x3 


4.00 


4.50 


6x4 


4.00 


4.50 


6x5 


4.00 


4.50 


6x6 


4.00 


4.50 


8x3 




9.00 


8x4 




9.00 


8x5 




9.00 


8x6 




9.00 


8x8 




9.00 
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RACCORDS DE TUYAU DE FONTE A RENVOI— CAST IRON^SOIL PIPE FITTINGS 



Gravure OD 2218, — Branchements en 

T.Y. avec raccords de 2 ponces sur cote 

droit ou gauche suivant besoin. 

Pesanteur Extra 
moyenne lourd 

4"x4" X 2" S3. 10 S3.40 



I ' 




Plate OD 2218.— T.Y. Branches with 2 
inch inlet on right or left hand side, as 
wanted. 

Medium Extra 
weight heavy 
4"x4"x2"...... S3.10 ?3.40 



OD 2218 



Gravure OD 2219.— Lon^ b 


ranc lem 


en T.Y. 








Prix la 


piece 


Dimensions 


Pesanteur 


Extra 


Pouces 


moyenne 


lourd 


4x IS 


S4.45 


S5.35 


4 X 24 


5.20 


6.10 


4x30 


5.95 


6.85 


4 X 36 


6.70 


7.60 


5x 18 


5.95 


7.10 


5x24 


6.95 


8.10 


5x30 


7.95 


9.10 


5xo6 


8.95 


10.10 


6x 18 


7.75 


8.75 


6x24 


8.75 


9.75 


6x30 


9.75 


10.75 


6x36 


10.75 


11.75 




Plate OD 2219. 


— Long T.Y. Branches. 




Price each 


Sizes 


Medium Extra 


Inches 


weight heavy 


4 x 18 


$4,45 S5.35 


4x24 


5.20 6.10 


4x30 


5.95 6.85 


4x36 


6.70 7.60 


5x18 


5.95 7.10 


5x24 


6.95 8.10 


5x30 


7.95 9.10 


5x36 


8.95 10.10 


6x18 


7.75 8.75 


6x24 


L75 9.75 


6x30 


9.75 10.75 


6x36 


10.75 11.75 



OD 2219 



Gravure OD 2220.— Branchements 
double T.Y. 




Plate OD 2220.— Double T.Y, 
Branches. 





Prix a piece. - 


~ Price each. 


OD 2220 


Prix la piece. - 


— Price each. 


Dimensions 


Pesanteur 


Extra 


Dimensions 


Pesanteur 


Extra 


Pouces 


Moyenne 


lourd 


Pouces 


moyenne 


lourd 


Sizes 


Medium 


Extra 


Sizes 


Medium 


Extra 


Inches 


weight 


heavy 


Inches 


weight 


leavy 


2x2 


$1.70 


$2.00 


6x2 


$6.00 


$6.75 


3x2 


2.40 


2.75 


6x3 


6.00 


6.75 


3x3 


2.40 


2.75 


6x4 


6.00 


6.75 


4x2 


3.10 


3.60 


6x5 


6.00 


6.75 


4x3 


3.10 


3.60 


6x6 


6.00 


6.75 


4x4 


3.10 


3.60 


8x3 




13.50 


5x2 


3.90 


4.45 


8x4 




13.50 


5x3 


3.90 


4.45 


8x5 




13.50 


5x4 


' 3.90 


4.45 


8x6 




13.50 


5x5 


3.90 


4.45 


8x8 


■ 


13.50 
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RACCORDS DE TUYAU DE FONTE A RENVOI — CAST IRON SOIL PIPE FITTINGS 



Gravure OD 2222.— Branchements 
doubles avec orifice de 2" sur cote droit 
ou gauche au besoin. 

Pesanteur Extra 
moyenne lourd 

4x4 $4.10 $4.60 





Plate OD 2222.— Double TY bran- 
ches with 2 inch side inlet, on left or 
right hand side, as wanted. 

Medium * Extra 
weight heavy 

4x4 $4.10 $4,60 



OD 2222 



Gravure OD 2223.— 
Branchements en Y. 

Plate OD 2223.— Y 

Branches. 



CD 2223 



Gravure OD 2224.— 

Branchements en Y 
avec orifice de 2" sur 
cote droit ou gauche, 
suivant besoin. 

Plate OD 2224.— Y 
branches with 2 inch 
inlet on right or left 
hand side as wanted. 




Dimensions 
en Pouces 

Sizes 

in Inches 



2 
3 
3 
4 
4 
4 
5 
5 
5 
5 



X 
X 

X 
X 
X 
X 
X 
X 
X 
X 



2 
2 
3 
2 
3 
4 
2 
3 
4 
5 



Prix a la piece. 

Pesanteur 
moyenne 

Medium 
weight 

.85 
1.45 
1.45 
2.10 
2.10 
2.10 
2.80 
2.80 
2.80 
2.80 



Gravure OD 2224.— 

Pesanteur Extra 

Moyenne lourd 

$3.10 $3.40 



— Price each 

Extra 

lourd 

Extra 
heavy 

$1.00 
1.65 
1.45 
2.40 
2.40 
2.40 
3.30 
3.30 
3.30 
3.30 



Dimensions 
Pouces 

4x4 



Dimensions 
en Pouces 

Sizes 

in Inches 



6x 

6x 

6x 

6x 

6x 

8x 

8 

8 

8 

8 



X 
X 

x 

X 



2 
3 

4 
5 
6 
3 
4 
5 
6 
8 



Prix la piece. 

Pesanteur 
* moyenne 

Medium 

weight 

$4.00 
4.00 
4.00 
4.00 
4.00 



Plate OD 2224. 

Sizes 

Inches 

4x4 



Medium 

weight 

$3.10 



OD 2224 

Price each. 

Extra 

lourd 

Extra 

heavy 

$4.50 
4.50 
4.50 
4.50 
4.50 
9.00 
9.00 
9.00 
9.00 
9.00 

Extra 

heavy 

$3.40 



Gravure OD 2225. — Longs branche- 
ments en Y. 





Pnx l£ 


piece 


Dimensions 


Pesanteur 


Extra 


Pouces 


moyenne 


lourd 


4x 18 


S4.45 


S5.35 


4 x24 


5.20 


6.10 


4x30 


5.95 


6.85 


4 x36 


6.70 


7.60 


5x18 


5.95 


7.10 


5x24 


6.95 


8.10 


5x30 


7.95 


9.10 


5x36 


8.95 


10.10 


6x18 


7.75 


8.75 


6x24 


8.75 


9.75 


6x30 


9.75 


10.75 


6x36 


10.75 


11.75 




Plate OD 2225.— Long Y branches. 





Price each 


Sizes 


Medium 


Extra 


Inches 


weight 


heavy 


4 X 18 


$4.45 


$5.35 


4x 24 


5.20 


6.10 


4x30 


5.95 


6.85 


4x36 


6.70 


7.60 


5x18 


5.95 


7.10 


5x24 


6.95 


8.10 


5x30 


7.95 


9.10 


5x36 


8.95 


10.10 


6x 18 


7.75 


8.75 


6x24 


8.75 


9.75 


6x30 


9.75 


10.75 


6x36 


10.75 


11.75 



OD 2225 
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RACCORDS DE TUYAU DE FOiNTE A RENVOI-CAST IRON SOIL PIPE FITTINGS 






OD 2228 



Gravure OD 2228. — Branchements doubles en Y, 

Extra 
* lourd 

Extra 

heavy 

$2.00 
2.75 
2.75 
3.60 
3.60 
3.60 
4.45 
4.45 
4.45 
4.45 



Gravure OD 2229.— Branchement double avec orifice 
de 2" sur cote droit ou gauche suivant besoin. 



Dimensions 
en Pouces 


Pesanteur 
moyenne 


Sizes 
in Inches 


Medium 
weight 


2x2 


$1.70 


3x2 


2.40 


3x3 


2.40 


4x2 


3.10 


4x3 


3.10 


4x4 


3.10 


5x2 


3.90 


5x3 


3.90 


5x4 


3.90 


5x5 


3.90 





OD 2229 


Plate OD 2228.- 


— Doub e Y bra 


Dimensions 


Pesanteur 


en Pouces 


moyenne 


Sizes 


Aledium 


in Inches 


weight 


6x2 


96,00 


6x3 


6.00 


6x4 


6.00 


6x5 


6.00 


6x6 


6.00 


8x3 




8x4 




8x5 


* 


8x6 




8x8 





Extra 

lourd 

Extra 
heavy 

$6.75 

6.75 

6.75 

6.75 

6.75 

13.50 

13.50 

13.50 

13.50 

13.50 



Plate OD 2229.— Double Y branch with 2 inch inlet 
on right or left hand side as wanted. 



Dimensions 
Pouces 

4x4 . 



Gravure OD 

demi-Y. 

Dimensions 
Pouces 

Sizes 

Inches 

2x2 
3x2 
3x3 
4x2 
4x3 
4x4 
5x2 
5x3 
5x4 
5x5 



Pesanteur 

moyenne 

$4.10 



2230. — Branchements 



Extra 
lourd 

$4.60 



Sizes 
Inches 

4x4 



Medium 

weight 

$4.10 



Extra 
heavy 

$4.60 



Plate OD 2230.— Half Y Branches. 



Prix a la 

Pesanteur 
moyenne 

Medium 
weight 

$0.85 
1.45 
1.45 
2.10 
2.10 
2.10 
2.80 
2.80 
2.80 
2.80 



piece. 

Extra 
lourd 

Extra 

heavy 

$1.00 
1.65 
1.65 
2.40 
2.40 
2.40 
3.30 
3.30 
3.30 
3.30 




OD 2230 





Price 


each. 


Dimensions 


Pesanteur 


Exra 


Pouces 


moyenne 


curd 


Sizes 


Medium 


-hx ra 


Inches 


weight 


heavy 


6x2 


$4.00 


S4.50 


6x3 


4.00 


4.50 


6x4 


4.00 


4.50 


6x5 


4.00 


4.50 


6x6 


4.00 


4.50 


8x3 




9.00 


8x4 




9.00 


8x5 




9.00 


8x6 




9.00 


8x8 




9.00 
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RACCORDS DE TUYAU DE FONTE A RENVOI-^CAST IRON SOIL PIPE FITTINGS 







OD 2232 

Gravure OD 2232.--Branchements demi-Y avec 
orifice de 2 pouces sur cote droit ou gauche au besom. 

Pesanteur Extra 

movenne lourd 

4x4 Si-10 S3.40 

Plate OD 2232— Half Y branches with 2 inch inlet on 
right or left hand side, as wanted. 

Medium Extra 

weight heavy 

4x4 S3.10 S3.40 





CD 2233 



Gravure OD 2233.— Longs branchements demi-Y. 



Dimensions 
Pouces 

Sizes— Inches 

4x18 
4x24 
4x30 
4x36 
5x 18 
5x24 



Prix a la piece— Price each 
Pesanteur 



nrioyenne 
Medium weight 

S4.45 
5.20 

5.95 
6.70 
5.95 
6.95 



Extra lourd 
Extra heavy 

S5.35 
6.10 
6.85 
7.60 
7.10 
8.10 



die y^u aoj. 


Prix a la piece — Price each 


Dimensions 


Pesanteur 




Pouces 


moyenne 


Extra ourd 


Sizes — Inches 


Medium weight 


Extra heavy 


5 x30 


$7.95 


$9.10 


5x36 


8.95 


10.10 


6x18 


7.75 


8.75 


6x24 


8.75 


9.75 


6x30 


9.75 


10.75 


6x36 


10.75 


11.75 



Gravure OD 2234.— Branchements 
doubles demi-Y. 




Plate OD 2234.— Double half Y 
branches. 



OD 2234 



Prix a la piece— Price each 



Prix a la pi&ce — Price eaci 



Dimensions 


Pesanteur 


Pouces 


moyenne 


Sizes— Inches 


Medium weight 


2x2 


$1.70 


3x2 


2.40 


3x3 


2.40 


4x2 


3.10 


4x3 


3.10 


4x4 


3.10 


5x2 


3.90 


5x3 


3.90 


5x4 


3.90 


5x5 


3.90 



Extra lourd 
Extra heavy 

$2.00 
2.75 
2.75 
3.60 
3.60 
3.60 
4.45 
4.45 
4.45 
4.45 



Dimensions 

Pouces 

Sizes — Inches 



6x 
6x 
6x 
6x 
6x 
8x 
8x 
8x 
8x 



2 
3 
4 
5 
6 
3 
4 
5 
6 



Pesanteur 
moyenne 

Medium weight 

$6.00 
6.00 
6.00 
6.00 
6.00 



8x8 



Extra lourd 
Extra heavy 

$ 6.75 

6.75 
■ 6.75 

6.75 

6.75 
13.50 
13.50 
13.50 
13.50 
13.50 
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RACCORDS DE TUYAU DE FONTE A RENVOI— CAST IRON SOIL PIPE FITTINGS 




Gravure OD 2236.— Branchements 
doubles demi-Y avec orifice de 2 
pouces sur cote droit ou gauche 
suivant besoin. 

Dimensions Pesanteur Extra 
Pouces moyenne lourd 

4x4 $4.10 $4.60 





Plate OD 2236.— Double half Y 
with 2 inch inlet on right or left 
hand side, as wanted. 

Dimensions Medium Extra 
Inches weight heavy 

4x4 $4.10 S4.60 



OD 2236 



Gra\ure OD 2237. — Branchement 
en T taraude pour tuyau de far. 



Plate OD 2237.— T branch, tapped 
for iron pipe. 



Gravure OD 2238.— Branche- 
ment en Y, taraude pour tuyau 
de fer. 

Plate OD 2238.— Y branch, 
tapped for iron pipe. 



OD 2237 

Dimen-'^ions 
Pouces— Inches 



Prix la pi^ce. 




2 
2 
2 
3 
3 
3 
4 



xlM 
x2 

xlK 
2 



X 

X 



4xlJ4 
4x2 



Pesanteur moyenne 
Medium weight 
SI. 60 
1.60 
1.60 
2.00 
2.00 
2.00 
2.60 
2.60 
2.60 



Price each. 








OD 2238 


Dimensions 


Pesanteur moyenne 


Pouces — Inc les 


Medium weight 


2xV4 


SI. 60 


2xiy2 


1.60 


2x2 


1.60 


3xlH 


2.00 


3xVA 


2.00 


cx2 


2.00 


4xlM 


2.60 


4x11^ 


2.60 


4x2 


2.60 



Gravure OD 2239-— Branche- 
ment double en TY, taraude 
pour tuyau de fer. 

Plate OD 2239.— Double TY 

branchi tapped for iron pipe. 




—:!^^t^MMSinii 



OD 2239 



GRAVURE OD 2239 




Gravure OD 324C.— Branche- 
ment en TY, taraude pour 
tuyau de fer. 

Plate OD 2240.— TY branch, 
tapped for iron pipe. 



Dimensions 


Pouces- 


—Inches 


2 


xlK 


2 


xl^ 


2 


x2 


3 


xlK 




xlM 



Prix a !a piece 
Pesanteur moyenne 
Medium weight 
S2.70 
2.70 
2.70 
3.20 
3.20 



GRAVURE OD 2240 ^ 

Dimensions Pesanteur moyenne 

Pouces — Inches Medium weight 

2x1^ .$1.60 

xlH 1.60 

x2 1.60 

X 13^ . 2.00 

X VA 2.00 



OD 2240 

PLATE OD 2239 

Price each 

Dimensions Pesanteur moyenne 

Pouces— Inches Medium weight 

3x2 S3.20 

4 X IM 3.90 

4x1^ 3.90 

4x2 3.90 

PLATE OD 2240 



2 
2 
3 
3 



Dimensions 

Pouces — I nches 

3 X 

4x 

-. 4x 

4x 



2 

IH 
2 




Pesanteur moyenne 

Medium weight 

S2.00 

2.60 

2.60 

2.60 
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RACGORDS DEITUYAU DE FONTE A RENVOI— CAST IRON SOIL PIPE FITTINGS 




Gravure OD 2242.— Branchement 
en Croix, taraude pour tuyau de 
fer, pesanteur moyenne. 

Plate OD 2242.— Cross branch, 
tapped for iron pipe, medium 
weight. 



Gravure OD 2243.— Branchement 
T, taraude pour tuyau de far, 
pesanteur moyenne. 

Plate OD 2243.— -T branch, tapped 
for iron pipe, medium weight. 




OD 2242 










OD 2243 


GRAVURE OD 


2242 




PLATE OD 2242 




Dimensions 
Pouces — Inches 

2xV4 

2xVA 
2x2 


Chacun 
h.ach 

S2.70 
2.70 
2.70 


Dimensions 
Pouces — Inches 

3xlK 
3x13^ 

3x2 


Chacun 
Each 

S3. 20 
3.20 
3.20 


Dimensions 
Pouces — Inches 

4xlM 
4x11^ 

4x2 


Chacun 
Each 

$3.90 
3.90 
3.90 






GRAVURE OD 2243 PLATE OD 


2243 




Dimensions 
Chacun 


— Pouces 


3x2x IH 3 
S2.20 


X 2x IK 3 
$2.20 


X 2 X 2 Sizes — Inches 
S2.20 Each 





Bif'jiiJii"iSM?^<M<r^^ 



Gravure OD 2244. — Branchement en Y 
a raccord inverse, pesanteur moyenne. 

2x 2 Chacun S1.25 

3x2 ■■ 1.75 

3x3 *' 1.75 

4x2 " 2.25 

4x3 " 2.25 




Plate OD 2244."Inverted Y branch, 

medium weight. 

2x2 Each $1.25 

3x2 " , 1.75 

3x3 " 1.75 

4x2 " 2.25 

4x3 " 2.25 



OD 2244 




Gravure OD 2245.— Branche- 
ment ventilateur, pesanteur 
moyenne. 

Plate OD 2245.— Ventilating 

branch, medium weight. 



Gravure OD 2246.— Branche- 
ment ventilateur, pesanteur 
moyenne, taraude pour tuyau 
de fer 

Plate OD 2246.— Ventilating 

branch, medium weight, tap- 
ped for iron pipe. 




OD 2245 



Dimensions — Pouces 

Chacun 



GRAVURE OD 2245— PLATE OD 2245 



2x2 
$1.25 



3x2 
$1.75 



3x3 
$1.75 



4x2 
$2.25 



4x3 
$2.25 



OD 2246 



Sizes — Inches 
Each 



GRAVURE OD 2246 



PLATE OD 2246 



4" X 2" Chacun $2.80 4" x 2" Each 



$2.80 
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RACCORDS DE TUYAU DE 
FONTE A RENVOI 



^ 



Gravure OD 2248. — Rejetons ordinaires. 




CAST IRON SOIL PIPE 
FITTINGS 







Prix a la piece 


Dimensions 


Rejet 


Pesanteur 


Extra 


Pouces 


Pouces 


movenne 


lourd 


Sizes 


Offset 


Medium 


Extra 


Inches 


Inches 


weie^ht 


heavy 


2 


2 


S0.95 


$1.15 


•5 


4 


1.10 


1.35 


2 


6 


1.25 


1.50 


2 


8 


1.40 


1.65 


2 


10 


1.60 


1.80 


2 


12 


1.75 


1.95 


3 


4 


1.60 


1.85 


3 


6 


1.75 


2.00 


3 


8 


1.95 


2.25 


3 


10 


2.20 


2.50 


3 


12 


2.40 


2.70 


3 


16 


3.50 


3.80 


4 


4 


1.80 


2.10 


4 


6 , 


2.05 


2.40 


4 


8 


2.35 


2.70 


4 


10 


2.60 


3.00 


4 


12 ■ 


2.95 


3.40 


4 


14 


3.80 


4.45 



OD 
2248 


Plate OD 2248 


—Plain Offsets 


' 






Price each 


Dimensions 


Rejet 


Pesanteur 


Extra 


Pouces 


Pouces 


moyenne 


ourd 


Sizes 


Of set 


Medium 


Extra 


Inches 


Inches 


weight 


heavy 


4 - 


16 


$4.20 


S4.85 


4 


18 


4.80 


5.65 


4 


20 


5.45 


6.50 


4 


24 


7.00 


8.75 


5 


4 


3.95 


4.50 


5 


6 


4.40 


5.00 


5 


8 


4.85 


5.50 


5 


10 


5.30 


6.00 


5 


12 


5.75 


6.50 


5 


14 


6.25 


7.00 


5 


16 


6.75 


7.50 


6 


4 


5.00 


6.00 


6 


6 


5.50 


6.50 


6 


8 


6.00 


7.00 


6 


10 


6.50 


7.50 


6 


12 


7.00 


8.00 


6 


14 


7.75 


9.00 


6 


16 


8.90 


10.25 




OD 2249 



Gravure OD 2249. — Viroles avec 
trous de visite et couvercle. 



Plate OD 2249.— Thimble with 
hand hole and cover. 

Prix la piece — Price each 
Grosseur Sans cou- Avec cou- 




OD 2250 



Gravure OD 2250. — Raccord ven- 
tilateur pour raccorder tuyau de fer 
et de fonte, taraude pour tuyau de 
fer 2". 

No 1 pour collet 2" $0.40 

No 2 " " 3" 0.60 




Pouces 


vercle 


vercle 


Sizes 


Without 


With 


Inches 


cover 


cover 


2 


S0.45 


SI. 05 


3 


0.70 


1.30 


4 


0.85 


1.45 



Plate OD 2250.— Vent fitting for 
connecting wrought iron and soil 
pipe, tapped for 2 inch iron pipe. 

No. 1 for 2 inch hub $0.40 

No. 2 *' 3 " " 0.60 



OD 2251 



Gravure OD 2251. — Manchon 
droit, pesanteur moyenne. 

Plate OD 2251.— Straight sleeve, 
medium weight. 

Grosseurs — Pouces Chacun 
Size— Inches Each 



2 
3 
4 
5 
6 



$0.45 
0.70 
0.85 
1.20 
1.45 



GRILLES DE TUYAU DE RENVOI 

Gravure OD 2252.— D'un seul 
morceau, pesanteur moyenne. 

Plate OD 2252. — Solid in one piece, 
medium weight. 





sur 



SOIL PIPE GRATES 

Gravure OD 2253.— Grille 
pattes, pesanteur moyenne. 

Plate OD 2253.— Soil grate with 
feet, medium weight. 



OD 2252 



OD 2253 



Grosseurs 
Chacun 



Grosseurs 
Chacun 



2" 
$0.40 

2" 
$0.40 



GRAVURE OD 2252— PLATE OD 2252 

3" 4" 5" 



$0.45 



S0.50 



.75 



GRAVURE OD 2253— PLATE OD 2253 
3" 4" 5" 

$0.45 $0.50 $0.70 



6" 
$1.00 

6" 
$1.00 



Sizes 

Each 



Sizes 
Each 





1 ■ 
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RACCORDS DE TUYAU DE FONTE A RENVOI — CAST IRON SOIL PIPE FITTINGS 




Gra-vure OD 2254.— Collet simple, 
Plate OD 2254.— Single hub. 



Gravure OD 2255.— Collet double. 
Plate OD 2255.— Double hub. 




OD 2254 



OD 2255 



Grosseurs — Pouces 
Chacun 



2" 
$0.45 



Grosseurs — Pouces 
Pesanteur moyenne 
Extra lourd 



2" 
S0.45 
0.50 



GRAVURE OD 2254— PLATE OD 2254 

Prix la piec^ — Price each 

3" 4" 5" 

$0.70 $0.85 $1-20 

GRAVURE OD 2255— PLATE OD 2255 

.Prix la piece — Price each 
3" 4" 5" 6" 



6" 
$1.45 



Sizes — Inches 
Each 



SO. 70 
0.80 



S0.85 
0.95 



SI. 20 
1.35 



$1.45 
1.60 



8" 
$3.50 



Sizes — Inches 
Mediun^ weight 
Extra heavy 




Gravure OD 2256.— Man- 

chon d'assemblage de tuyau. 

Plate OD 2256.— Pipe band. 



Gravure OD 2257.— Man- 

chon d'assemblage avec bran- 
chement T. 

Plate OD 2257.— Pipe band 
with T branch. 




OD 2256 



Grosseurs — -Pouces 
Chacun 



G rosseur s — Pouc es 
Chacun 



GRAVURE OD 2256— PLATE OD 2256 

2" 3" 4" 5" 6" 

$1.35 $1.70 $2.25 $3.00 $4.10 

GRAVURE OD 2257— PLATE OD 2257 

3x2 3x3 4x3 4x4 5x4 6x4 

$2.60 S2.60 S3.00 $3.00 $4.10 $5.25 



OD 2257 



Sizes — Inches 
Each 



Sizes — Inches 
Each 




Gravure OD 2258.— Collet sel- 
lette Connolly en Y. 

Plate OD 2258.— Y ConnoUy 

saddle hub. 



Gravure OD 2259.— Collet sellette 
Connolly, demi-Y. 

Plate OD 2259.— Half Y Connolly 

saddle hub. 




OD 2258 

Dimensions — Pouces 2x2 
Chacun $0.45 

Gravure OD 2260.— Reducteur. 



OD 2259 



3x3 
$0.70 



4x2 
S0.90 



4x4 
$0.90 



5x4 
$1.15 



6x4 
$1.55 



Sizes — Inches 
Each 



Dimensions 
Pouces 

Sizes 

Inches 



3 

4 
4 
5 
5 
5 



X 

x 
x 

X 
X 

X 



2 
2 
3 
2 
3 
4 



Prix la 

Pesanteur 
moyenne 

Medium 
weight 

50.85 
1.10 
1.10 
1.45 
1.45 
1.45 



piece 

Extra 

lourd 

Extra 
heavy 

$1.00 
1.25 
1.25 

1.75 
1.75 

1.75 



Plate OD 2260.— Reducer. 

Price each 




OD 2260 



Dimensions 


Pesanteur 


Extra 


Pouces 


moyenne 


lourd 


Sizes 


Medium 


Extra 


Inches 


weight- 


heavy 


6x2 


$1.75 


$2.25 


6x3 


1.75 


2.25 


6x4 


1.75 


2.25 


6x5 


1.75 


2.25 


8x4 




4.25 


8x5 




4.25 


8x6 




4.25 
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RACCORDS DE TUYAU DE FONTE A RENVOI— CAST IRON SOIL PIPE FITTINGS 



Gravure OD 2262. — Grossisseurs. 

Dimensions Longueur Pesanteur 
Pouces totale moyenne 



Sizes 

Inches 



2 
2 
2 
3 
3 
4 



X 
X 
X 
X 
X 
X 



3 

4 
5 
4 
5 
5 



Length 
overall 

10" 
10" 
10" 
lOH" 

10^" 
10^" 



Medium 

weight 

S0.85 
LIO 
1.45 
1.10 
1.45 
1.45 



Extra 
lourd 

Extra 
heavy 

SI. 05 
1.35 
1.70 
1.35 
1.70 
1.70 




Plate OD 2262. — Increasers. 

Dimensions Longueur Pesanteur 



Pouces 

Sizes 

Inches 

4x6 

5x6 
6x8 
4x6 

4x6 



totale 

Length 

overall 



12" 
12" 
36" 

36" 



// 



moyenne 

Medium 

-weight 

$1.75 
1.75 



Extra 
lourd 

Extra 
heavy 

S2,25 
2.25 
5,00 



OD 2262 



Taraudc — 2" — Tapped 8,00 



i\\ 



Gravure OD 2263.— 

Jonction inserable de bri- 
sure- 




LEAD 




Grosseurs 


Chacune 


9" 


SI. 40 


3" 


1.50 


4" 


1.80 


5" 


2.10 


6" 


2.60 


Plate OD 2263. 


— ^Scission 


insertab ejoint. 




Sizes 


Each 


2" 


$1.40 


3" 


1.50 


4" 


1.80 


5" 


2.10 


6" 


2.60 



OD 2264 

Pour 

tuyau 

Chacun 



Gravure OD 2264.— Crochet 

a tuyau, en fonte. 



Plate OD 2264.— Cast iron 

pipe hook. 



4" 
S0.15 



5" 
SO. 16 



6" 
SO. 18 



Pipe 
Each 



Gravure OD 2265.— Crochet_a 
tuyau en fer forge. 



Plate OD 2265.— Wrought iron 
pipe hook- 




CD 2263 



Pour 

tuyau 2" 3" 4" 5" 

Chacun S0.08 0.10 0.12 0.15 



OD 2265 



6" Pipe 
0.20 Each 



Gravure OD 2266.— Bouchon de tuyau. 




Plate OD 2266.— Pipe plug. 



Grosseurs — Pouces 

Chacun 



2" 
$0.20 



3" 
$0.30 



OD 2266 

4" 
$0.40 



5" 
$0.60 



6" 
$0.75 



Sizes — Inches 

Each 
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R.\CCORDS DE TUYAU DE FONTE A RENVOI— CAST IRON SOIL PIPE FITTINGS 




Gravure OD 2268.— Siphon S. 



Plate OD 2268.~S. Trap. 



OD 2268 



Dimensions — Pouces 
Sizes- — Inches 



2 
3 
4 
5 
6 
8 



'Pesanteur moyenne 
Medium weight 

$1.15 

1.90 
2.50 
4.25 
6.00 



Extra lourd 
Extra hea^'y 

S1.35 

2.25 

3.00 

4.75 

7.00 
13.00 



Gravure OD 22t>9 .—Siphon trois- Plate OD 2269 .—Three-quarter 
quarts de S. S trap. 



Dimensions — Pouces 
Size? — Inches 



2 
3 
4 
5 
6 
8 



Pesanteur moyenne 
Medium weight 

SI. 15 
1.90 
2.50 
4.25 
6.00 



Extra lourd 
E.Ktra heavy 

$1.35 

2.25 
3.00 
4.75 
7.00 
13.00 




OD 2269 




Gravure OD 2270.— Siphon P. ' Plate OD 2270.— P. trap. 



OD 2270 



Dimensions — Pouces 
Sizes — Inches 



2 
3 
4 
5 
6 
8 



Pesanteur movenne 

■ 

Medium weight 

SI. 15 
1.90 
2.50 
4.25 
6.00 



Extra lourd 
Extra heavy 

$1.35 

2.25 

3.00 

4.75 

7.00 
13.00 



Gnivure OD 2271.— Siphon 
de course. 



Plate OD 2271.— Running 
trap. 



Dimensions — Pees Pesanteur moyenne 
Sizes— Inches Medium weight 



2 
3 
4 
5 
6 
8 



$1.15 
1.90 
2.50 
4.25 
6.00 



Extra lourd 
Extra heavy 

$1.35 
2.25 
3.00 
4.75 
7.00 

13.00 




OD 2271 
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RACCORDS DE TUYAU DE FONTE A RENVOI— CAST IRON SOIL PIPE FITTINGS 




OD 2272 



Gravure OD 2272.— Siphon S PlateOD2272.— Strap with hand 
avec trou de visite et couvercle. hole and cover. 

Extra pesant 
Extra heavy 

S2.35 
3.25 
4.00 
5.75 
8.00 

14.00 



Dimensions — Pouces 
Sizes— Inches 


Pesanteur moyenne 
Medium weight 


2 
3 
4 
5 
@ 
8 


S2.15 
2.90 
3.50 

5.25 
7.00 



Gravure OD 2273.— Siphon trois- Plate OD 2273.— Three-quarter 

quarts S avec trou de visite et cou- S trap with hand hole and 
vercle. ©Over. 



Dimensions — Pouces 
Sizes— Inches 

2 
3 
4 
5 
6 
8 



Pesanteur moyenne 
Medium weight 

S2.15 
2.90 
3.50 
5.25 

7.00 



Extra pesant 
Extra heavy 

S2.35 

3.25 

4.00 

5.75 

8.00 
14.00 




OD 2273 



*^J<>'*. 




Gravure OD 2274.— Siphon P. Plate OD 2274.— P. trap with 
avec trou de visite et couvercle. hand hole and cover. 



Dimensions — Pouces 
Sizes — Inches 

2 
3 

4 
5 
6 
8 



Pesanteur moyenne 
Medium weight 

S2.I5 
2.90 

3.50 
5.25 
7.00 ' 



Extra pesant 
Extra heavy 

S2.35 

3.25 

4.00 

5.75 

8.00 
14.00 



OD 2274 



Gravure OD 2275.— Siphon de 
course avec trou de visite et cou- 
vercle. 



Plate OD 2275.— Running 
trap with hand hole and cover. 



Dimensions — Pouces 
Sizes — Inches 


Pesanteur moyenne 
Medium weight 


Extra pesant 
Extra heavy 


2 
3 
4 
5 
6 
S 


$2.15 
2.90 
3.50 
5.25 
7.00 


-- 


$2.35 
3.25 
4.00 
5.75 
8.00 

14.00 




OD 2275 
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RACCORDS DE TUYAU DE FONTE A RENVOI-CAST IRON SOIL PIPE FITTINGS 



n=i 



Gravure OD 2276. — Couvercles de siphon 
avec boulon. 




Plate OD 2276. — Trap covers with bolts. 



OD 2276 



Dimensions — Pouces 
Chacun 



2" 

$0.18 



3" 
$0.26 



4" 
$0.32 



5" 
$0.45 



6" 8" Sizes— Inches 

$0.62 $1.00 Each 





OD 2277 

Gravure OD 2277. — Siphon S avec orifice d'aerage 2" 

pour siphon de 2, 3 et 4"; et orifice de 4" pour siphon 
de 5 et 6". 

Plate OD 2277. — S trap with vent connection 2 inch 
for 2", 3" and 4" trap, 4" connection for 5 and 6 inch 



OD 2278 

Gravure OD 2278. — Siphon P avec orifice d'aerage, 
2" pour siphon de 2, 3 et 4"; et orifice de 4" pour 
siphon de 5 et 6". 

Plate OD 2278.— P. trap with vent connection, 2' 
for 2", 3" and 4" trap; 4" for 5 and 6 inch traps. 



ips. 

Dimensions 

Pouces 

Sizes — Inches 


Pesanteur 

moyenne 

Medium weight 


hxtra pesant 
Extra heavy 


Dimensions 

Pouces 
Sizes — Inches 

2 


2- 

3 

4 

5 

6 


$2.15 
2.90 
3.50 
5.25 
7.00 


$2.35 
3.25 
4.00 
5.75 
8.00 


3 
4 
5 
6 



Pesanteur 

moyenne 

Medium weight 

$2.15 

2.90 
3.50 

5.25 
7.00 



Extra pesant 
Extra heavy 

$2.35 
3.25 
4.00 
5.75 
8.00 



Gravure OD 2279.— Siphon de 
course avec orifice d'aerage. 

Les siphons de 2" et 3" ont un 
orifice de 2" et 3"; les siphons 
4, 5 et 6 pouces ont un orifice de 
4", et les siphons de 6 et 8 pouces 
ont un orifice de 6". 




Plate OD 2279.— Running trap 
with hub vent. 

The 2" and 3" traps have 2 and 
3" vent: the 4", 5" and 6" traps 
have 4" vent; and the 6" and 8" 
traps have 6" vent. 



Dimensions — Pees 


Pesanteur 


Extra pes 


Sizes — Inches 


moyenne 
Medium weight 


Extra he; 


2 


$2.15 


S2.35 




2.90 


3.25 


4 


3.50 


4.00 



OD 2279 

Extra pesant Dimensions — Pees 
v Sizes — Inches 



5 
6 
8 



Pesanteur 
moyenne 
Medium weight 


Extra pesant 
Kxtra heavy 


$5-25 

7.m 


■ $5.75 

8.0O 

14.00 
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RACCORDS DE TUYAU DE FONTE A RENVOI CAST IRON SOIL PIPE FITTINGS 



Gravure OD 2280,— Siphon P. 
profond. 

Dimensions Pesanteur Extra 
Pouces moyenne pesant 
4" $3.50 $4-25 




Gravure OD 2281.— Siphon de 
course pro fond , avec ori fice 
d'aerage de 4"* 

Dimensions Pesanteur Extra 
Pouces moyenne pesant 
4" $4,50 S5.50 



Gravure OD 2282.— Clapet Palmer 

pour repousser Feau de Teffout, 



Dimensions, pees 
Chacun 



3" 
$6.50 



Plate OD 2280.— Deep seal 

pattern P, trap. 

Sizes Medium Extra 

Inches weight heavy 

4" S3-50 S4.25 



OD 2280 




Plate OD 2281.— Running trap 
deep seal pattern, with 4" hub 
vent. 



Sizes 


Mec ium 


Extra 


Inches 


weight 


leavy 


4^' 


S4.50 


S5-50 



OD 2281 




Plate OD 2282.— Palmer trap for 
sewer water stopping. 



OD 2282 



4" 
$7.50 



6" 
$10.00 



8" 
SI 5. GO 



Sizes, inches 
Each 
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TUYAU EN LAITON ET EN CUIVRE ROUGE — BRASS AND RED COPPER PIPE 



Gravure OD 
2290. — Mesu- 

rements de tu- 
yau de fer. fc^ 

Prix 

sur 

demande 




Plate OD 2290. 

— Standard pipe 
sizes. 

Price 
on 

application 



OD 2290 

TABLEAU DES PESANTEURS— WEIGHT TABLE 
Regulier Regular 



Grosseur du 
tuyau ordinaire 


Diametre, pouces 
Diameter, inc les 


Epaisseur 

1 hick n ess 


T.ivres au pied 
founds per foot 


Standard Pipe 
Size 


Fxterieur 
Outside 


Interieur 
Inside 


Lai ton 
Brass 


Cuivre rouge 
Copper 


Vs" 
H" 
^i" 

'A" 

H" 
1" 

IH" 

2" 

2H" 
3" 

3 A" 
■ 4" 

4A" 

5" 

6" 


0.405 
0.540 

0.675 
0,840 
1 050 
1.315 
1.660 
1.900 
2.375 
2,875 
3.500 
4.000 
4.500 
5,000 
5.563 
6.625 


0.281 
0,375 

0.494 

0,625 

0.822 

1,062 

1,368 

1.600 

2.062 

2.500 

3,062 

3,500 ■ 

4.000 

4.500 

5 . 062 

6.125 

* 


. 0620 
0.0825 
0.0905 
. 1075 
0.1140 
0.1265 
0.1460 
0.1500 
0.1565 
0.1875 
0.2190 
, 2500 
0,2500 
, 2500 
0,2505 
. 2500 


0.246 
0.437 
0.612 
0.911 
1.24 
1.74 
2,56 
3.04 
4.02 
5,83 
8.31 
10.85 
12,29 
13.74 
15.40 
18,44 


0.259 
0.460 
0.643 
0.957 
1.30 
1.83 
2.69 
3.20 
4.23 
6.14 
8.75 
11.41 
12.94 
14.46 
, 16.21 
19,41 



TABLEAU DES PESANTEURS— WEIGHT TABLE 
Extra Pesant Extra Heavy 







Grosseur du 
tuvau crdinaire 


Diametre, pouces 
Diameter, inches 


Epaisseur 
Thickness 


Livres au pied 
Pounds per foot 


Standard Pipe 
Size 


Lxterieur 
Outside 


Interieur 
Inside 


Laiton 
Brass 


Cuivre rouge 
Copper 


W 

H" 

H" 

H" 
H" 

V' 
IM" 

iy2" 

2" 

2W 

3" 

3H" 
4" 

4M" 
5" 

6" 


0,405 
■ 0.540 
0.675 
0.840 
1.050 
1,315 
1.660 
1.900 
2.375 
2.875 
3.50O 
4.000 
4.50O 
5.000 
5.563 
6.625 


0.205 
0.294 
0,421 
0.542 
0.736 
0.951 
1.272 
1,494 
1 , 933 
2.315 
2.892 
3.358 
3.818 
4.250 
4.813 
5.751 


0,100 
0.123 
0.127 
0.149 
0.157 
0.182 
0.194 
0.203 
0.221 
0.280 
0,304 
0.321 
0.341 
0,375 
0,375 
0.437 


0.353 

0.593 

0.805 

1.19 

1,62 

2.39 

3.30 

3.99 

5.51 

8.41 

11.24 

13.67 

16.41 

20.07 

22,52 

31.32 


0.371 

0.624 

0.847 

1.25 

1.71 

2.51 

3.46 

4.19 

5.79 

8.84 

. 11.82 

14,37 

17.25 

21.10 

23.67 

32.93 



m 
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RACCORDS EN LAITON — BRASS FITTINGS 



Gravure OD 2292.— Coude en laiton 90 




Plate OD 2292.— Brass elbows 90 









OD 


2292 








Gross, pc. 


Cuiv. brut 


Cuu-. Fini 


Cu5v. Kick. 


Gross, po. 


Ouiv. brut 


Cuiv. Fini 


Cuiv. Nick 


Si2ts Inch- 


Rou. Brass 


Fin. Braas 


N, P. B. 


&izp3 Inch 


Rou, Brass 


Fin. Brass 


N. P. B. 


Vs 


$0.12 


so.io 


SO.. 36 


VA 


SI. 20 


S2.00 


$2.25 


H 


0.15 


0.35 


0.42 


2 


2.00 


3.00 


3.35 


H 


0.20 


0.45 


0.53 


■ 2Vo 


3.50 


5.50 


6.15 


H 


0.28 


0.56 


0.65 


3 


6.00 


9.00 


10.00 


H 


0.40 


0.75 


0.87 


W2 


8.00 


14.00 


16.00 


1 


0.63 


1.10 


1.25 


4 


10.00 


17.50 


20.00 


IK 


O.90 


1.55 


1.75 











Gravure OD 2293.— Coudes reducteurs 
en laiton 9C°. 



Plate OD 2293. — Reducing brass elbows 
90 ^ 



Gross, 


PC. 


Cuiv. brut 


Cuiv. Fini 


Cuiv. Nick 


Sizes Inch 


Rqu- Brass 


Fin. Bra.ss 


N. P. B. 


Va 




$0.19 


S0.44 


SO. 52 


H 




0.25 


0.55 


0.65 


V$ 




0.35 


0.70 


0.82 


34 




0.50 


0.95 


1.10 


1 




0.80 


1.40 


1.60 


I'A 




1.10 


1.90 


2.15 



Gross. pCp 


Cuiv. hnit 


Cuiv, Fini 


Cuiv. Nirk. 


Sizes Inch. 


Ron. Brass 


Fin. Brass 


K. 1\ B. 


IV, 


S1.50 


S2.50 


$2.85 


2 


2.50 


3.75 


4.15 


2M 


4.25 


6.75 


7.60 


; 


7.50 


11-25 


12.50 


3K 


10.00 


17.50 


20.00 


4 


12.50 


22.00 


25.00 



Gravure OD 2294.-<:oudes en laiton 45 




Plate OD 2294.— Brass elbows 45^ 





■ 




OD 


2294 








Gross, pr. 


Cuiv. hnit 


Cuiv. Fini 


Cuiv. Nick. 


Gros.s. pe. 


Cuiv. brut 


Cuiv. Fini 


Cuiv. Nick 


Sizes Inch. 


Rou. Brass 


Fin. Bcasa 


N. P. B. 


SizM Inrli, 


Roil. Bra^^fi 


Fin. Brass 


N. P. B. 


y& 


.SO. 16 


$0.38 


SO. 45 


11/, 


SI .20 


S2.20 


$2.55 


H 


0.20 


0.45 


0.53 


2 


2.00 


3.25 


3.65 


Vs 


0.25 


0.55 


0.65 


2^ 


3.50 


6.00 


6.85 


Yi 


0.31 


0.66 


0.78 


3 


6.00 


9.75 


11.00 


^ 


0.40 


0.85 


1.00 


3,^ 


8.00 


15.50 


18.00 


1 


0.63 


1.23 


1.43 


4 


10.00 


19.50 


22.50 


IM 


0.90 


1.70 


1.95 











Gravure OD 2295. — Coudes en laiton 
Filetage interieur et exterieur. 




Plate OD 2295.— Brass elbows. 
Inside and outside threads. 







■ 


OD 2295 








- 


Gross, pc. 


Cuiv, brut 


Cuiv. Fini 


Cuiv. Nick. 


OroE-'!. 


DC. 


Cuiv. brut 


Ciuv, Fini 


Cuiv- Nick 


>Size5 Incli. 


Rou, Brass 


Fin. Brass 


N. P. B. 


Si/ps Ijich. 


Rou, Bra3s 


Fin. Brass 


N. P. 3, 


H 


$0.25 


$0.47 


SO. 54 


IM 




51.50 


S2.30 


$2.55 


kt 


0.27 


0.52 


0.60 


VA 




2.00 


3.00 


3.35 


% 


0.33 


0.63 


0.73 


2 




3.25 


3.50 


4.90 


'A 


0.48 


0.S3 


0.95 


2H 




6.00 


8.50 


9.35 


H 


0.63 


1.08 


1.23 


3 




10.00 


13.75 


15.00 


1 


0.85 


1.45 


1.65 
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RAGCORDS EN LAITON 



Gravure OD 2296.— Tes en laiton 




BRASS FITTINGS 



Plate OD 2296.— Brass tees. 









OD 


2296 








Gross-, pc- 


Cuiv. brut 


Cuiv. fiiii 


Cuiv. Xick. 


Gross., pc. 


Cuiv. brut 


Cuiv, fini 


Cuiv. Nick 


Sizes, inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


Sizes, inch. 


Rou. Brass 


Fin. Drass 


N. P. B. 


ys 


S0.17 


$0.42 


SO. 56 


m 


$1.70 


$2.80 


$3.45 


H 


0.21 


0.49 


0.58 


2 


2,80 


4.20 


4.65 


% 


0.28 


0.63 


0.75 


2K 


5.00 


7.75 


8.65 


V2 


0.40 


0.80 


0.93 


3 


8.50 


12.75 


14.00 


H 


0.55 


1.05 


1.22 


3H 


11.00 


19.50 


22.30 


1 


0.85 


1.50 


1.70 


4 


14.00 


24.50 


28.00 


VA 


1.25 


2.15 


2.45 


■ 









Gravure OD 2297.— Tes reducteurs en laiton. 



Plate OD 2297. — Brass reducing tees. 



Gross., pc. 


Cuiv. brut 


Cuiv, fini 


Cuiv. Nick. 


Gross,, pc. 


Cuiv, brut 


Cuiv. fini 


Cui'-. Nick 


Sizes, iiK-h. 


Rou, Brass 


Fin, BriiPR 


N. p. B, 


Sizes, inch. 


Rou. Bra&s 


Fin, Brass 


N. P. B, 


H 


SO. 25 


SO. 60 


$0.72 


IM 


.S2.10 


$3.50 


$3.95 


H 


0.35 


0.77 


0-90 


2 


3.50 


5.25 


5.85 


yi 


0.50 


1.00 


1.15 


IVt 


6.25 


9.75 


10.90 


K 


0.70 


1.30 


1.50 




10.50 


15.80 


17.50 


1 


1.05 


1.85 


2.10 


Sli 


14.00 


24.50 


28.00 


\M 


1.55 


2.65 


3.00 


4 


17.50 


30.50 


35.00 



Gravure OD 2298. — Croix en laiton. 




Plate OD 2298.— Brass crosses. 









OD 2298 








Gross., pc. 


Cuiv. lirut 


Cuiv. fini 


Cuiv. Nick. 


Gross., pc. 


Cuiv. brut 


Cuiv. fini 


Cuiv. Nick 


Sizes, inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


Sizes, inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


H 


SO. 25 


$0.60 


50.72 


VA 


$2.40 


$4.00 


$4.50 


H 


0.30 


0.70 


0.84 


2 


4.00 


6.00 


6.70 


Vs 


0.40 


0.90 


1.05 


2H 


7.00 


11.00 


12.30 


H 


0.55 


1.10 


1.30 


3 


12.00 


18.00 


20.00 


H 


0.80 


1.50 


1.75 


3H 


16.00 


28.00 


32.00 


1 


1.25 


2.20 


2.50 


4 


20.00 


35.00 


40.00 


IM 


1.80 


3.10 


3.50 











Gravure OD 2299,— Croix reductrices en laiton. 



Plate OD 2299.--Brass reducing crosses. 



Gross,, pe. 

Sizes, inch. 

H 

Vi 

H 
1 



Cuiv. brut 
Rou. Brass 

$0.38 
0.50 
0.70 
1.00 
1.55 
2.25 



Cuiv. fini 
Fin. Brass 

$0.88 
1.10 
1.40 
1.85 
2.75 
3.85 



Cuiv. Nick 
N. P. B. 

$1.05 
1.30 
1.65 
2.15 
3.15 
4.35 



Gross., pc. 
Sizos. inch 

2 

2^ 
3 

VA 
4 



Cuiv. brut 
Rou. Brass 

$3.00 
5.00 
8.75 
15.00 
20.00 
25.00 



Cuiv. fini 

Fin. Brasa 

$5.00 
7.50 
13.75 
22.50 
35.00 
44.00 



Cuiv. Nick, 
N. P. B. 

$5.70 
8.30 
15.40 
25.00 
40.00 
50.00 






r - 



^;^ 



\ 
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RACCORDS EN LAITON 



Gravure OD 2302.— Bagues en laiton, fileta- 
ge"a droite. 




Plate OD 2302.— Brass^couplings, right hand 
threads. 







OD 2302 








Cuiv. brut 


Cuiv. fini 


Cuiv. Nick. 


Gross., pc. 


Cuiv. brut 


Cuiv. fini 


Cuiv. Nick. 


Rou. Brass 


Fin. Braas 


N- P. B. 


Sizes inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


$0.10 


$0.24 


$0.29 


Wi 


$1.00 


$1.60 


$1.80 


0.13 


0.28 


0.33 


2 


1.60 


2.35 


2.60 


0.17 


0.36 


0.42 


lYi 


2.50 


4.00 


4.50 


0.25 


0.46 


0.53 


3 


3.50 


5.75 


6.50 


0.37 


0.63 


0.72 


3>^ 


5.25 


9.75 


11.25 


0.55 


0.90 


1.00 


4 


7.00 


12.50 


14,25 


0.80 


1.30 


1.45 











Groa3„ pc. 

Sizes inch. 

IK 



Gravure OD 2303-— Bagues en laiton, filetage droite 
et gauche. 

Gross.- pc. 
Sizes inch. 



Plate OD 2303. — Brass couplings, rights and left 
threads. 



3^ 



Cuiv. brut 


Cuiv. fini 


Cuiv. Nic 


Rou. Bra33 


Fin. Brass 


N. P. B. 


$0.13 


SO. 31 


$0.37 


0.17 


0.37 


0.44 


0.22 


0.47 


0.55 


0.30 • 


0.58 


0.67 


0.45 


0.80 


0.92 


0.70 


1.15 


1.30 



Grosa.. pc. 


Cuiv. brut 


Cuiv. fini 


Caiv. Nick 


Sizes inch. 


Rou, Brass 


Fin. Rrass 


N. P. B. 


VA 


$1.00 


$1.65 


$1.85 


VA 


1.30 


2.10 


2.35 


2 


2.00 


3.00 


3.35 


2Y2 


3.10 


5.10 


5.75 


3 


4.50 


7.50 


8.50 



Gravure OD 2304.— Bagues rMuctrices en 
laiton. 




Plate OD 2304. — Brass reducing couplings, 









OD 2304 










Grose., pc. 


Cuiv. brut 


Cuiv. fini 


Cuiv. Nick. 


G 


ross., pe. 


Cuiv. brut 


Cuiv. fini 


Cuiv. Nick 


Sizes inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


S 


zes inch. 


Rou, Brass 


Fin. Brass 


N. P. B. 


H 


50.15 


$0.35 


$0.42 




l>i 


$1.10 


$1.90 


S2.15 


H 


0.20 


0.45 


0.53 




2 


1.75 


2.75 


3.10 


H 


0.28 


0.56 


0.65 




2^ 


2.75 


4.75 


5.40 


H 


0.40 


0.75 


0.87 




3 


4,00 


7,00 


8.00 


1 


0.60 


1.05 


1.20 




3M 


6.00 


12.00 


14.00 


IH 


0.90 


1.55 


1.75 




4 


8.00 


15.50 


18.00 



Gravure OD 2305. — Bouchons en laiton. 




Plate OD 2305.— Brass caps. 











OD 2305 










Gross., pc. 


Cuiv. brut 


Cuiv. fini 


Cuiv. Nick 


. ■ G 


ross., pc. 


Cuiv. brut 


Cuiv, fini 


Cuiv. Nick 


Sizes inch. 


Rou. Brass 


Fin. Briiss 


N. P. B. 


S 


Lzes inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


H 


$0.10 


$0.20 


$0.23 




IY2 


$0.80 


$1.50 


$1.75 


H 


0.13 


0.25 


0.29 




2 


1.25 


2.25 


2.60 


Vs 


0.16 


0.31 


0.36 




2Y2 


2.50 


4.00 


4.50 


Yt 


0.20 


0.40 


0.47 




3 


3.50 


5.50 


6.15 


% 


0.30 


0.55 


0.63 




3^ 


5.50 


8.00 


8.85 


1 


0.42 


0.77 


0.89 




4 


7.00 


10.00 


11.00 


IH 


0.60 


1.10 


1.25 














V 





□ 




i^l 



iL. 



till 



14 



111 



. 



h' 
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^ 
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RACCORDS EN LAITON ~ BRASS FITTINGS 



Gravure 


OD 


2306.— Ra 


c cords en 


^H 


compact. 








OD 2306^^ 


Gross, pc. 




Cuiv. brut 


Cuiv. Fini 


Cuiv. Nick 


Sizt^s inoh 




Uou. Brass 


Fin. Brass 


N. P. B. 


H 




S0.55 


SI. 30 


S1.55 


J4 




0.70 


1.55 


1.85 


H 




1.00 


2.05 


2.40 


1 




1.25 


2.65 


3.10 


IK 




1.80 


3.75 


4.40 




Plate OD 2306.^ — Close return bends. 



Gross, pc. 
Sizes inch. 


Cuiv. brut 
Rou. Brass 


Cuiv. Fini 
Fin, Brass 


Cuiv. Kick 
N. 1'. B. 


IVo 

2 

2H 

3 


S2.50 
4.25 
7.00 

10.00 


S4.'90 

7.25 

13.00 

19.00 


S5.70 

8.25 

15.00 

22.00 



Gravure OD 2307, — Raccords en U. ou- 
vert. 




Plate OD 2307.— Open return bends. 









OD 2307 ^^W 


^^^ 








Gross, pr. 
Sizes inch. 


Cuiv. brut 
Rou. Brass 


Cuiv. Fini 
Fin. Brass 


Ctiiv. Nir'k. 
C. P. B. 


Gross, pe. 
Sizps inch- 


Cujv, brut 
Rou. Brass 


Cuiv. Fini 
Fin. Brass 


Cuiv. Nick 
N. P. B. 


H 


SO. 60 


SI, 35 


SI. 60 


" VA 


S3. 00 


$5.40 


$6.20 




0.80 


1.65 


1.95 


2 


4.75 


7.75 


8.75 


1.10 


2.15 


2.50 


an 


8.25 


14.25 


16.25 


1 


1.40 


2.80 


3.25 


3 


11.00 


20,00 


23-00 


V^ 


2.15 


4.10 


4.75 








' 



N.B. — Pour raccords en U a filetage droite et gauche 
ajoutez 25% aux prix courants ci-haut donnes- 



N.B. — For return bends with right and left 
threads add 25% to above lists. 



hand 



Gravure OD 2308, — Accouplements 
bride en laiton. 



a 




Plate OD 2308. — Brass unions. 









OD 230^ ^m 


^ 








Gross, pc. 


Cuiv. brut 


Ctuv. Fini 


Cuiv. Xiek. 


Gross, pe. 


Cuiv, brut 


Cuiw Fini 


Cuiv. Nick 


Sizes inch. 


Rou. Brass 


Fin. Brass 


N. P. B. 


■ Sizes inch. 


Rou. Brass 


Pin, Brass 


N. P. B. 


Vs 


$0.40 


SO. 50 


S0.60 


lA 


S2.70 


S3.25 


$3.90 


K 


0.50 


0.60 


0.72 


2 


4.00 


5.00 


6.00 


Vs 


0.65 


0.85 


1.02 


2H 


7.50 


9.00 


10.80 


H 


0.85 


1.05 


1.26 


3 


11.50 


14.00 


16.80 


H 


1.15 


1.40 


1.68 


3M 


20.00 


25.00 


30.00 


1 


1.60 


1.90 


2.28 


4 


27.00 


33.00 


39.60 


Ik 


2.25 


2.75 


3.30 


, 









Gravure OD 2309.— Bouchons en laiton. 




Plate OD 2309-— Brass plugs. 



OD 2309 



Gross, pc. 
Sizes inch, 

Vs 

H 
Vs 

'A 

H 
1 



Cuiv. brut 
Rou. Brass 

S0.08 
0.10 
0.12 
0.15 
0.20 
0.30 
0.45 



Cuiv. Fini 

Fin. Brass 

so. 23 
0.30 

0.37 
0.43 
0.55 
0.75 
1.00 



Cniv. Nick. 
N. P. B. 

.SO. 28 
0.37 
0.45 
0.52 
0.67 
0.90 
1.20 



Gross, pe. 
Sizps inch. 

I'A 

2 

2^ 
3 

VA 

4 



Cuiv. hrut 
Rou. Brass 

SO. 60 
0.95 
1.50 
2.25 

3.75 
5.00 



Cuiv. Fini 
Fin. Brass 

$1.30 
1.95 
3.00 
4.25 
6.25 
8.00 



Cuiv. Nick, 
N. P. B. 

$1.55 
2.30 
3.50 
4.90 
7.10 
9.00 




^ 



CD 



i, 
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OD 


2310 








Grosseurs 


Cuivre brut 


Cuivre fini 


Cuivre 


Grosseurs 


Cuivre brut 


Cuivre fini 


Cuivre 


Pouces 


Rough brass 


Finishec 


nickele 


Pouces 


Rough brass 


Finished 


nicke 6 


Sizes 




3ras3 


N.P. brass 


Sizes 




brass 


N.P. brass 


Inches 








Inches 








H 


$0.10 


$0.24 


SO. 2^ 


IM 


S0.55 


.SI. 10 


SI. 30 


H ■ 


0.10 


0.25 


0.30 


2 


0.80 


1.60 


1.85 


H 


0.12 


0.32 


0.39 


2}4 


1.75 


3.25 


3.75 


H 


0.15 


0.40 


0.48 


*• 
^ 


2.75 


4.75 


5.40 


% 


0.20 


0.50 


0.60 


33^ 


4.00 


6.50 


7.35 


1 


0.28 


0.65 


0,77 


4 


5.00 


8.00 


9.00 


IH 


0.40 


0.85 


1.00 











Gravure OD 2311. — Des hexagonaux en 
laiton. 




Plate OD 2311. — Hexagon brass bushings 



•: 



OD 2311 



Grosseurs 

Pouces 

Sizes 

Inches 

H 

H 

¥2. 

H 
1 



Cuivre brut Cuivre fini 
Rough brass Finished 
, . brass 



SO. 10 
0.12 
0.15 
0.22 
0.35 
0.50 



S0.22 
0.27 
0.35 
0.47 
0.70 
1.00 



Cuivre 

nickele 

N.P. brass 

SO. 26 
0.32 
0.42 
0.55 
0.82 
1.15 



Grosseurs 

Pouces 

Sixes 

Inches 

2 

2H 
3 

3^ 
4 



Cuivre brut Cuivre fini 
Rough brass Finished 

brass 



SO. 70 
1.00 
1.50 
2.50 
3.75 
5.00 



S1.40 

2.00 
3.00 
4.50 
6.25 
8.00 



Cuivre 

nickele 

N.P. brass 

SI. 65 
2.35 
3.50 
5.15 
7.10 
9.00 



Gravure OD 2312. — Brides de plancher. 

H" ¥>'' Vx" 1" 
Chacune SO. 20 SO. 22 SO. 25 SO. 30 




Plate OD 2312.— Floor Flanges. 



3s 



// 



¥2 



M" 



Each $0.20 S0.22 S0.25 



1" 
SO. 30 



OD 2312 




BOUCHONS FUSIBLES 
FUSIBLE PLUGS 



OD 2313 

Gravure OD 2313.— Modele court a longueur re^uliere, 
Plate OD 2313.— Short Pattern regular length. 

Grosseurs H" H" 

Chacun $0,60 .75 

Chacun 1.20 1.50 




1" 
1.00 
2,00 



Sizes 
Each 
Each 



OD 2314 

Gravure OD 2314.— Bouchon 
fusible officiel du gouvernement. 

Plate OD 2314.— Government 
Standard fusible Plugs. 
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RACCORDS EN LAITON — BRASS FITTINGS 



Tt A SUCTION 

Gravure OD 2315. — Te a suction en 

laiton pour etre employe pDur installation 
de chauffe-eau a gaz ou a relectricite. 

Avec ce raccord toute Teau chaude emma- 
gasinee dans une bouilloire, dessert les 
robinets sans que j'eau froide circulant 
dans le chauffe-eau ne se melange a Teau 
chaude. 




SUCTION TEE 

Plate OD 2315, — Brass suction tee for 
use on gas or electric water heater installa- 
tion. 

By means of this fitting all the hot water 
stored in a boiler is delivered at the faucets 
without the possibility of any cold water 
being drawn through the heater and being 
mixed with it. 



Grosseurs 

Pour 100 lbs . Chacun 
de pressioa 

For 100 lbs. Each 
Pressure 

Pour 250 lbs. Chacun 
de pression 

For 250 lbs. Each 

p reinsure 



OD 2315 

14" K" 1" m" IM" 2" 2}4'' 3" 3>^" 4" 5" 6" Sizes 



Prix sur demande — Price on application 



JONCTIONS DE TUYAU EN LAITON — BRASS PIPE NIPPLES 








OD 2316 






OD 2317 
















Compacte — Close 


Courte — Short 






OD 


2318 




















. 


T-ongu( 


; — Long 






Grosseurs 


Compacte 






















pees. 
























Sizes, 
inches 


Close 


1^" 


2" 


2M" 


3" 


31/2" 


4" 


4M" 


5" 


SM" 


6" 


Vs" 


$ 0.11 


.13 


.15 


.17 


.19 


.21 


.23 


.25 


.27 


.29 


.31 


Ya!' 


.13 


.16 


.19 


.22 


.25 


.28 


.31 


.34 


.37 


.40 


.43 


Vs" 


.15 


.19 


.23 


.27 


,31 


,35 


.39 


.43 


.47 


.51 


.55 


'A" 


.23 


.25 


.30 


.35 


.40 


.45 


.50 


.55 


.60 


.65 


.70 


H" 


.28 


, 


.35 


.42 


.49 


,56 


.63 


.70 


.77 


.84 


,91 


1" 


.37 




.44 


.53 


.62 


.71 


.80 


.89 


.98 


1.07 


1.16 


IH" 


.60 






.75 


.88 


1.01 


1.14 


1.27 


1.40 


1.53 


1.66 


VA" 


.70 






.90 


1.05 


1.20 


1.35 


1.50 


1.65 


1.80 


1.95 


2" 


1.00 






1.20 


1.40 


1,60 


1.80 


2.00 


2.20 


2.40 


2.60 


23^" 


1.70 








2,00 


2.30 


2.60 


2,90 


3.20 


3,50 


3.80 


3" 


2.50 








2,90 


3.30 


3.70 


4.10 


4.50 


4.90 


5.30 


33^" 


4.00 












5,40 


6.00 


6.60 


7.20 


7.80 


4" 


4.75 












6.15 


6.85 


7.55 


8.25 


8.95 


4M" 


5.50 












7,20 


8.05 


8.90 


9-75 


10.60 


5" 


8,50 














10.60 


11.65 


12.70 


13.75 


6" 


11.50 














14.10 


15.40 


16.70 


18.00 



N,B.— Pour jonctions en cuivre fini, courtes et longues, 

plus-value de 25%. 

Pour jonctions nickelees, courtes et longues, plus-value 

de 50%. 



N.B.— For finished brass nipples, long and short, 
25% extra. 

For nickel-plated nipple, short and long, 50% extra. 
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TUYAU DE FER FORGE — WROUGHT IRON PIPE 



7 — \ 



CD 




OD 2330 



Gravure OD 2330.— Tuyau de fer, pour I'eau, 
la vapeur et le gaz. Noir et galvanise. 



Plate OD 2330. — ^Wrought iron pipe, for gas, steam 
or water. Black and galvanized. 



TABLEAU DES DIMENSIONS —TABLE OF DIMENSIONS 



Diamdtre 


Diam^tre 


inter. 


Exterieur 


poucea 


polices 


Inside 


Outside 


diameter 


diameter 


inches 


inches 


H 


.405 


H 


.540 


Vs 


.675 


'A 


,840 


H 


1.050 


1 


1.315 


IH 


1.660 


I'A 


1.900 


2 


2 . 2 75 


2y2 


2.875 


3 


3,500 


3^ 


4.0 


4 


4.5 


4^ 


5.0 


5 


5 . 56^ 


6 


6.625 


7 


7.625 


8 


8.625 


9 


9.625 


10 


10 , 75 


11 


11.75 


12 


12,75 



Diam^tre 

app.-int. 
pouces 

App. -ins- 
diameter 
inches 

.270 

.364 

.494 

.623 

.824 

1.048 

1.380 

1.611 

2.067 

2.468 

3 067 

3.548 

4.026 

4.508 

5.045 

6.065 

7.023 

7.982 

8.937 

10.019 

U.O 

12.0 



Circonference 

r i re umf prince 



Int^r- 
pouces 

Internal 
inches 

1.272 
1.696 
2.121 

2.629 

3.299 

4.131 

5.215 

5.969 

7.461 

9.032 

10.996 

12.566 

14.137 

15 . 708 

17.477 

20.813 

23.955 

27 . 096 

30.238 

33 . 772 

36. 914 

40 . 055 



Extcrieure 
pouces 

Extercal 
inches 



Aire tracsveraale 
Transverse aera 



.845 
1.144 
1.549 

1.954 

2.589 

3.289 

4.335 

5.058 

6.494 

7.750 

9.632 

11.146 

12 . 648 

14,162 

15.849 

19.054 

22.063 

25.073 

28 , 076 

31 . 472 

34 . 558 

37.70 



Ext^rieure 
pces- car_ 

Exterr^al 
sc\. inches 



.129 
.229 
.358 

,554 

,866 

1.358 

2.164 

2,835 

4.430 

6.492 

9,621 

12.566 

15 . 904 

19 . 635 

24.306 

34.472 

45 . 664 

58 . 426 

72.76 

90.763 

108 . 434 

127.677 



Int^rieure 
pces. ciLr. 

Internal 
sq. inches 



.0568 

.1041 
.1909 
.3039 
.5333 
.8609 
1.496 
2.038 
3 . 356 
4,780 
7.388 
9.887 
12.730 
15 961 
19 , 985 
28 . 886 
38 . 743 
50 . 021 
62 , 722 
78 , 822 
95 . 034 
113,098 



iletal 
pces. car. 

Metal 
sq. inc}i. 



.0720 
.1249 
.1669 
,2503 
3327 
,4972 
,6685 
,7995 
1.074 
1.712 
2.238 
2,680 
3,175 
3,675 
4,321 
5,586 
6,921 
8,405 
10,040 
11,940 
13,401 
14. 590 



Longueur de tayaux 
par pied carre 

Length of pipes 
per square foot 



ExtCT, 

Exter, 



9.440 

7.075 

5.657 

4,547 

3,637 

2.904 

2,301 

2.010 

1.608 

1.328 

1.091 

.955 

,849 

,764 

.687 

.577 

.501 

.443 

.397 

.355 

.325 

.299 



Inter, 
Inter 



14,15 

10.49 

7.76 

6,15 

4,635 

3,645 

2.768 

2,371 

1,848 

1,547 

1,245 

1,077 

.949 

,848 

,757 

.630 

.544 

,478 

.427 

.381 

,348 

.319 



Epais- 
nomin. 
pouces 

Nomin 
Thickn 
inches. 



.068 

.088 

.091 

.109 

.113 

.134 

.140 

.145 

.154 

.204 

,217 

,226 

,237 

,246 

.259 

.280 

.301 

,322 

,344 

.366 

,375 

.375 



Pesanteur 
nominale 
au pied. 

Nominal 

weight 

per fcotL 

.245 

.42 

.568 

.852 

1.134 

1.684 

2.281 

2.731 

3.678 

5.819 

7,616 

9,202 

10 , 889 

12 , 642 

14.810 

19 . 185 

23.769 

28.09 

34,188 

41, 132 

46 . 247 

50 . 706 



Nombre 

de ills 

fiu pouces 

Number 

of threads 

per inch 



27 
18 
18 
14 
14 
11 >^ 

11^ 
8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 



Prix sur demande 

Plus- value pour coupage en longueur limitee. 

Les tuyaux de VA" et plus petits sent expedies par 

paquets. 

Nous pouvons foumir les tuyaux a soudure bout a bout 
ou a recouvrement, des types Regulier, X Fort, 
XX Fort. 



Price on application 

Extra charged for cutting to length. 

Pipe IJ^" and under are shipped in bundles. 

We can supply buttweld and lapweld pipe?, in the 
following types: Standard, X Strong, XX Strong. 
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TUYAU DE FER FORGE — WROUGHT IRON PIPE 





OD 2332 



Gravure OD 2332. — Tuyiu de fer forge extra fort. Plate OD 2332. —Wrought iron pips extra trong, 



TABLEAU DES DIMENSIONS— TABLE OF DIMENSIONS 



Diamt-'tre 


DL;im^trr 


Di."^m''tro 


Circoiif«;^renee 


Aire transvcr^sale 


Ivongueurde tuvaux 


Epnis. 


Pesnnteur 


Nonibre 


int6r. 


cxt^riewr 


App. Int. 




— 


par pied carrfi 


noniiri- 


nomirtale 


de Bis 


pouces. 


pouces. 


POUCPS- 


Circumference 


Transverse area 


T «.^— *.l. ^t ^1^^^ 


poiires 


le pied. 


ftu pees 




— 








ij^iltVil IJI I^IU^L^ 














Ext^rieure 


Intt'rieur<* 


Ext. 


Int. 


M6tal per square ^oot. 








Tnsifio 


Outside 


App, insi* p 












Nomin. 


Somina] 


Number 


diiimrlf'i 


diamt'trr 


dianif^tfT 


pOUCcS- 

Externa 


pOUCPft 

Tiitf^rna 


External 


Internal 


■Metal 1 Ext. 


Int. 


Thickti 


weight 


ofthr'ds 


inches 


inches. 


mcnes. 


inrhes> 


inches. 


sQ. inches 


s'l. inches 


sq. inch- 

.323 


Externa 


Internal 


inches. 


per foot. 


per inch ^ 


H 


.840 


.542 


2.639 


1.703 


.554 


.231 


4.54T 


7.046 


.149 


1.087 


14 


M 


1.050 


.736 


3.299 


2,312 


.866 


.425 


.441 ' 3,637 


5.109 


.157 


1.473 


14 


1 


1.315 


.951 


4.131 


2.988 


1.358 


.710 


.&48 2.904 


4.016 


.182 


2.17 


IIJ^ 


IH 


1 660 


1.272 


5.215 


3.996 


2.164 


1.271 ! .893 2.301 


3-003 


.194 


3.0 


11?^ 


IM 


1.90 


1.494 


5.969 


4.694 


2-835 


1.753 1,082 2.010 


2.556 


.203 


3.63 


Ui^ 


2 


2.375 


1.933 


7.461 ' 6.073 


4.430 


2,935 


1.495 1.608 


1.975 


.221 


5.02 


IIH 


2H 


2.875 


2,315 


9.032 : 7.273 


6.492 


4,209 


2.283 1,328 


1-649 


,280 


7.67 


8 


3 


3,50 


2.892 


10.996 


9,086 


9.621 


6,569 


3,052 1.091 


1.328 


.304 


10-25 


8 



Les tuyaux de l?/2" et plus petits sent expedies par Pipe I'^-o"' and under are shipped in bundle, 
paquet. 



DETAILS CONCERNANT LES PAQUETS DE TUYAU — DETAILS REGARDING PIPE BUNDLES 

Regulier Standard 



Grossieurs 


Nombre de longueurs 


pouces 


par paquet 


Sizes 


Number of lengths 


inches 


per bundle 


H 


40 


H 


20 


H 


15 


Vz 


10 


% 


7 


1 


5 


IM 


3 


IM 


3 



Quantite appro.x. de 
pieds par paquet 
Approximate number 
of feet per bundle 

560 
300 
300 

200 
140 
100 

60 

60 



Pesanteur approximative 
par paquet 
Approximate weight 
per bundle 

135 lbs. 

126 

178 

170 

159 

169 

137 

164 



T) 



tc 



tt 



tt 
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Prix et informations supplementaires fournis sur Price and other informations furnished on request. 

demande. 



Plus-value pour coupage en longueur limitee- 



Extra charge for cutting to length. 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 



Gravure OD 2340.— Coude, 90°, filetage a 
droite. 




I 



^ 




Plate OD 2340.— EJbow, 90°, right hand 
thread. 



OD 2340 



Grosseurs 
Pouces 
Sizes — Inches 

H 



La piece — Each 



}4 



Hx 

^x 

^x 

%x 

% 

X 
X 
X 

1 

lJ4xl 

IM 

IHx 



1 
1 
1 



Va 



H 



Noir 

Black 

$0.10 
0.13 
0.08 
0.21 
0.11 
0.13 
0.19 
0.18 
0.18 
0.22 
0.26 
0.19 
0.40 
0.42 
0.29 
0.32 
0.44 
0.50 
0.55 
0.44 



Galvanise 
Galvanized 

SO. 13 

0.17 
0.12 
0.28 
0.17 
0.19 
0.28 
0,26 
0.26 
0.33 
0.39 
0.31 
0.59 
0.63 
0.47 
0.53 
0.71 
0.81 
0.89 
0.72 



Grosseurs 

Pouces 

Sizes — Inches 

IHx 1 

IH ■ 

2 X 1 
2 xlH 

2 xVA 
2 

2HxiH 

2Mx2 

3 X 2 

3 x2M 
3 

33-2 X 3 
314 

4 x3 

4 x3M 
4 
5 
6 



T,a piece 


— F.ach 


Noir 


Galvanise 


Black 


Galvanized 


SO. 56 


SO. 91 


0.63 


1.05 


0.68 


1.10 


0.71 


1.15 


0.88 


1.45 


0.97 


1.60 


1.05 


1.70 


1.35 


2.25 


1.40 


2.25 


2.10 


3.40 


2.15 


3.55 


2.50 


4.10 


3.10 


5.10 


4.15 


6.80 


4.35 


7.10 


5.10 


8.30 


5.65 


9.25 


5.20 


8.45 


8.50 


13.85 


14.95 


24.40 



Gravure OD 234L— Coude 90^ filetage droit 
et gauche. 




Plate OD 2341.— Elbow 90^ right and left 
threads. 



OD 2341 



Grosseurs 

Pouces 

Sizes — Inches 

M 



La piece — Each 



M 



Noir 
Black 

SO. 16 
0.24 
0.18 
0.30 



Galvanise 
Galvanized 



S0.27 
0.45 



Grosseurs 

Pouces 
Sizes — Inches 

1 

2 



La pi^ce — Each 



Noir 
Black 

$0.50 
0.55 
0.69 
1.05 



Galvanise 
Galvanized 

SO. 75 
0.90 
1.10 
1.70 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 



Gravure OD 2342.— Coude, 45°, filetage a 
droite. 



Oi 

I 



OD 2342 



Plate OD 2342.— Elbow, 45°, right hand 
threads. 



Grosseurs 

Pouces 

Sizes^Inches 

H 

% 

1 

IK 
1^ 

2" 



La piece — Each 



Noir 
Black 

S».08 
0.13 
0.19 

0.28 
0.50 
0.75 
0.86 
1.55 



Galvanise 

Galvanized 

SO. 12 
0.19 
0.28 
0.42 
0.74 
1.10 

1.30 

2.30 



Grosseurs 


La piece 

Noir 


— Each 


Pouces 


Galvanise 


Sizes — Inches 


Black 


Galvanizec 


W2 


$1.65 


$2.65 


3 


2.40 


3.95 


3M 


4.00 


6.50 


4 


3.95 


6.45 


4M 


5.05 


8.25 


5 


6.35 


10.35 


6 


9.60 


15.85 



GravureOD2343.— Coude. 90°, a filetage 
int^rieur et exterieur. 




Plate OD 2343.— Elbow, 90°, inside and 
outside threading. 



Grosseurs 

PoMces 

Sizes — Inches 

1, 



La piece 






1 

1 






X 
X 

1 

IKxl 



y2 



Noir 
Black 

SO. 08 
0.12 
0.22 
0.24 
0.30 
0.42 
0,47 
0.35 
0.44 
0.57 



OD 


2343 


Each 






Grosseurs 
Pouces 


Galvanise 


Galvanized 


Sizes — Inches 




IHxlK 


50.12 


Wi 


0.18 


2 xlK 


0.32 


1 yi\Y^ 


0.36 


2 


0.45 


iy% 


0.63 


2^Ax2 


0.70 


3 


0.58 


3 x2}4 


0.71 


4 


0.93 


4 x3 



La piece — Each 



Noir 
Black 

$0.64 
0.69 
0.91 
1.00 
1.20 
1.90 
1.85 
2.90 
2.95 
6.15 
6.00 



Galvanise 
Falvanized 

$1.10 

1.05 
1.50 
1.65 
2.00 
3.05 
3.00 
4.75 
4.80 
10.05 
9.80 



Gravure OD 2344.— Coude, 45°, a filetage 
interieur et exterieur. 




Plate OD 2344.— Elbow. 45°, inside and 
outside threading. 



OD 2344 



Grosseurs 




Pouces 


Noir 


Sizes— Inches 


Black 


H 




M 


$0.08 


H 


0.12 


H 


0.22 


H 


0.30 


1 


0.35 



La piece — Each 



Galvanise 
Galvanized 



.12 
0.18 
0.32 
0-45 
0.58 



Grosseurs 


j-w 


Pouces 


Noir 


Sizes— Inches 


Black 


IH 


$0.57 


VA 


0.69 


2 


1.20 


2H 


1.90 


3 


2.90 


4 


6.15 



La pi^ — Each 




. Galvanise 
Galvanized 

$0.93 
1.05 
2.00 
3.05 

4.75 
10.05 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 




Gravure OD 2346.— Coude a orifice 
lateral. 



^ 




Plate OD 2346.— Side outlet elbow. 









OD 2346 


. 




Grosseurs 
Pouces 


La piece 

Noir 


— Each 
Galvanise 


Grosseurs 
Pouces 


La pi6ce 


— Each 


Noir 


Galvanise 


Sizes — Inches 


Black 


Galvanized 


Sizes — Incies 


Black 


Galvanized 


?8 X SgX % 

1 ■> X '4 X H 

M X H X M 

^4 X 3.^ X ^S 
K X ^4 X 1 


$0.14 


$0.20 


1 xl X M 


$0.40 


SO-59 


0.13 


0.19 


1x1x1 


0.51 


0.76 


0.22 


0.33 


l^ixl^xl 


1.05 


1.60 


0.24 


0.36 


iKxiKx m 


1.10 


1.60 


0.34 


0.5O 


IJ^xli^xlj^ 


1.10 


1-65 


0.36 


0.53 


2 X 2 X 2 


1.65 


2.45 


H^H^H 


0.38 


0.56 
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Gravure OD 2347.— Coude de montage, 
filetage interieur. 




Plate OD 2347.— Drop Elbows, inside 
threading. 



OD 2347 



Grosseurs 
Pouces 

Sizes— Inches 



La piece — Each 



1 

3. 



i X h 






Noir 

Black 

SO. 10 

0.13 

0.18 



Galvanise 

Galvanized 

S0.14 

0.19 

0.26 



Grosseurs 
Pouces 

Sizes — Inches 
1^ 



La piece — Each 



•4 X , _ 



Noir 

Black 

SO. 27 

0.41 

0.46 



Galvanise 

Galvanized 

SO. 40 

0.61 

0-68 




COUDES DE MONTAGE 
DROP ELBOWS 




OD 2348 

Gravure OD 2348 
exterieur. 

Grosseurs 
Pouces 

Sizes — Inches 

Gravure OD 2349 

exterieur. 

Grosseurs 
Pouces 

Sizes — Inches 



— Coude^court, filetage interieur et 



La piece — Each 



OD 2349 

,— Short elbow, inside and outside 



La piece — Each 



Noir 
Black 
.11 
0.14 



Galvanise 
Galvanized 
$0.17 
0.20 



Noir 


Galvanise 


Black 


Galvanized 


SO. 34 


$0.50 


0.38 


0.57 



Coude long, filetage interieur et 
La piece — Each 



Noir 

Black 

$0.18 

0.22 



Galvanise 
Galvanized 
$0.27 
0.32 




Plate OD 2348 

thread, 

Grosseurs 
Pouces 

Sizes — Inches 

Plate OD 2349,— Long elbow, inside and outside 
threading. 

Grosseurs 
Pouces 

Sizes— Inches 

Hx % 

Hx K 



La piece — Each 



Noir 


Galvanise 


Black 


Galvanized 


$0.34 


SO. 50 


0.38 


0.57 
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RAGCORDS EN FER MALLEABLE ~ MALLEABLE IRON FITTING 



Gravure OD 2350.— Te de montage 
filetage interieur. 




Plate OD 2350.— Drop Tee, inside 
threads. 



OD 2350 



Gro&seurs 




Pouces 




Sizes — Inches 


Vh 


X Hx 


H 


H 


X ^gx 


H 


'A 


X Mx 


H 


A 


x^x 


H 


H 


X V^x 


y% 


% 


x3^x 


H 



La piece — Each 



Noir 
Blaclc 
$0.17 
0.19 
0.21 
0.22 
0.29 
0.35 



Galvanise 

Galvanized 

SO. 25 

0.28 

0.31 

0.32 

0.43 

0.52 



Grosseurs 
Pouces 

Sizes — Inches 



^^x^x 



^4 X >'4 X X4 

HxHxVs 



HxH 

HxHxH 

1 X 1x3^ 



La piece 


— Each 


Noir 


Galvanise 


Black- 


Galvanized 


so. 33 


S0.49 


0.31 


0.46 


0.35 


0.52 


0.39 


0.58 


0.58 


0.85 



Gravure OD 2351. — Te de montage, 
filetage interieur et exterieur. 




Plate OD 2351.— Drop Tee, inside and 

outside threads. 



Grosseurs 

Pouces 

Sizes — Inches 

}4x}4x H 

HxHx H 

rsxH-xVs 
HxHxH 



La piece — Each 



OD 2551 



Noir 

Black 

SO. 16 

0.18 

0.16 

0.22 



Galvanise 

Galvanized 

SO. 24 

0.27 

0.24 

0.32 



Grosseurs 

Pouces 

Sizes — Inches 



La piece — Each 



1 



3-s 
/- 8 



,'--■2 X ?-'2 X 

Hxy2xH 

HxH 

1 X 1 X 



X H 



H 



Noir 

Black 

SO. 19 

0.29 

0.30 

0.43 



Galvanise 

Galvanized 

$0.28 

0.43 

0.45 

0.64 



Gravure OD 2352.— Te de montage, 
long, filetage interieur et exterieur. 




Plate OD 2352.— Long drop Tee, inside 
and outside threads. 



Grosseurs 

Pouces 
Sizes — Inches 

Mx 



La piece — Each 






X 



Noir 

Black 

SO. 18 

0.46 



Galvanise 

Galvanized 

SO. 27 

0.69 



OD 2352 

Grosseurs 

Pouces 
Sizes — Inches 
1 X 1 x ^ 



La piece — Each 



Noir 
Black 
S0.49 

0.74 



Galvanise 
Galvanized 
$0.72 
1.10 





OD 2353 

Gravure OD 2353.— 

Crochet de candelabre, 
filetage exterieur. 

La lb S0.20 

Plate OD 2353.— Chan- 
delier hook, outside thread. 
Per lb $0.20 





OD 2354 

Gravure OD 2354.— 

Anneau de candelabre. 
filetage exterieur. 

La lb $0.20 

Plate OD 2354.— Chan- 
delier loop, outside thread. 
Per !b SO. 20 



OD 2355 

Gravure OD 2355.— 

Crochet de candelabre. 
filetage interieur. 

La lb S0.20 

Plate OD 2355.— Chan- 
delier hook, inside thread. 
Per lb S0.20 



op 2356 

Gravure OD 2356.— 

Anneau de candelabre, 
filetage interieur. 

La lb $0.20 

Plate OD 2356.— Chan- 
delier loop, inside thread. 
Per lb S0.20 
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RACCORDS EN PER MALLEABLE - MALLEABLE IRON FITTINGS 



Gravure OD 2358. — Rosace murale, noire. 




Plate OD 2358.— Wall plates, black. 



OD 2358 



Grosseurs— Pouces 

H 



Chacune 

so.u 

0.18 
0.33 



Sizes — Inches 
H 



H 



Each 

SO. 11 
0.18 
0.33 



Gravure OD 2359. — Bride de plancher, 
dit de fixation. 




Plate OD 2359.— Waste nut floor flange. 



Grosseurs 

Pouces 

Sizes — Inches 

H 
H 
H 



La pi^ce — 



Noir 

Black 

S0.03 
0,05 
0.08 
0.10 



h,aci 


OD 


2359 

Grosseurs 


Galvanise 

Galvanized 

$0.05 
0.07 
0.12 
0,14 


Pouces 

Sizes — Inches 

1 



La pi&ce — Each 



Noir 
Black 

$0.14 
0.22 
0.35 



Galvanise 

Galvanized 

$0.20 
0.32 
0.52 



Gravure OD 2360."Raccords de rallonee. 




Plate OD 2360.— Extension pieces, 









OD 


2360 








Grosseurs 


' ' La pi^ce 


— Each 




Grosseurs 
Pouces 


La 


jiece 


— Each 


Pouces 


Noir 


Galvanise 


Noir 




Galvanise 


Sizes— Inches 


Black 


Galvanized 




Sizes— Inches 


Black 




Galvanized 


y% 


$0.13 


80.19 




IH 


SO..iO 




.«0.45 


M 


0.16 


0.24 




m 


0.50 




0.75 


H 


0.20 


0.29 




2 


0.75 




1.20 


1 


0.25 


0.38 













Gravure OD 2361.— Tes en fer malleable. 




Pl:»te OD 2361.— Malleable iron Tees, 



Grosseurs 

Pouces 

Sizes— Inches 

% 

Mx Xs 
Va 



OD 2361 



Kx 

Mx 



Mx 
Hx 
?^x 



Y4 X 

Mx 
?4x 

Hx 



^x y^-x. 



3^x 

Mx 
Mx 
Mx 
Mx 
Mx 



H 
Hx 

^x 

Mx 

5^8 X 
?8 X 

^x 
Mx 

14 K 



H 
H 
H 
M 

M 
% 
M 
K 
% 
M 
H 
H 
H 



La piece 

Black 

§0.13 
0.14 
0.19 
0.11 
0.22 
0.09 
0.16 
0.37 
0.17 
0.18 
0.20 
0.30 
0.16 
0.18 
0.19 
0.26 
0.28 
0.22 
0.26 



Each 



Galvanise 

Galvanized 

$0.17 
0.19 
0.26 
0.17 
0.34 
0.13 
0.24 
0.49 
0.25 
0.26 
0.30 
0.46 
0.24 
0.26 
0.29 
0.40 
0.42 
0.34 
0.38 



Grosseurs 
Pouces 
Inches 



La piece — Each 



Vo 



Sizes 

Mx 
Mx 
Mx 
Mx 
Mx 
Mx 
H X 
M X 
M X H X 



'2 
'- X 

I ..- X 1 

H X 

^SX 

H X 
Mx 



H 
M 



Mx 
Mx 
Mx 
Mx 



Mx 
Mx 
M X 1 

Mx 



M 

I., 



M 



O 



- . M 
M X M X 3 s 
H X 

M 
Mx Mxl 

Ix Sgx 



M X 



1 



1 



<> 



Noir 

Black 

$0.24 
0.34 
0.46 
0.46 
0.34 
0..?7 
0.41 
0.54 
0.39 
0.29 
0.36 
0.37 
0.52 
0.32 
0.32 
0.35 
0.27 
0.36 
0.54 



Galvanise 
Galvanized 

.SO. 36 
0.50 
0.69 
• 0.69 
0.52 
0.55 
0.61 
0.81 
0.59 
0.43 
0.54 
0.55 
0.78 
0.48 
0.48 
0.53 
0.44 
0.60 
0.81 
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R.\CCORDS EN FER \L\LLEABLE — M-VLLE.\BLE IRON FimNGS 



TES EN FER ^L^XLEABLE ' contirmation> — VLUXEABLE IRON TEES continuatiem) 



I 





Grosseur^ 
Pouces 


La oiece 


— Eadi 


GfTissenrs 

PouL-es 


L3 oiece 


— Each 


1 
1 

i 




Noir 


Galvanise 


NoiT 


Gal\-an^ 




Sizes — Inches 


Black 


Galvanized 
$0.91 


Sizes — Inches 


Black 


Gal\'amzed ; 




1 X ^sx: L 


sa.6i 


li-xli--x2 


$1.15 


51.95 




•.72 


1.10 


•1 s Hx2 


l.SO 


2.70 




1 x ^ s ^ 


©.55 


0.83 


2 X 1^x1 


MJMk 


2,70 




1 K ^"^ H 


0.48 


0.72 


" s \x2 


Mjm 


1.70 




I X ^T H 


O.oO 


0.90 


2_ si x2 


1.30 


2.15 




1 X ^ xl 


0.58 


0.S7 


2 S 11-4X11-4 


1.20 


2.1)0 

« i 


1 




0.46 


a.h** 


2 xli^txlW 


1.15 


1.85 


1 


0.44 


O.bd 


2 s 1^4x2 


1.25 


2.10 




\ / , 1 K Kx K 


Q-i** 


O.tA 


2. slWsI 


o.n 


1-50 


\ 


^'J 1 X ^xl 
\^ L X '4x11-; 


0.4S 


0.74 


Z X 11-4x11-4 


1.M 


1.75 




0.5X 


0.35 


2- xli~>xlW 


1.15 


1-85 




A \ 1 X 1 X L^ 


1-35 


2.05 


2 xlUx2 


1.30 


2.15 




f \. 1 Xl X H 

f 1 1 xl X i-- 


9.66 


0.9*1 


2 x2 X K 


1.25 


1.85 

1.45 f ) 




0.62 


0.93 


2 x2 X ^4 


0.S9 




1 xl X 3." 


0.43 


0.70 


2x2x1 


1.05 


1.75 




1 


0.43 


0.70 


2 s2 xHi 


1.10 


Las 




1 si sl^i 


0.58 


0.95 


2 s2 xl^ 


1.2s 


2.05 




1 si sl^^ 


0.71 


X.15 


9 


1.4S 


X40 




i I xl sZ 


0.<H 


1.55 


2 X 2 s 2U 


1.90 


3.15 




l\x 55XIL4 

1^4, X ^^ si 


0.91 


1.35 


2 i2 i3 


2.40 


4.00 1 

1 




0.88 


1.30 


2i-» s 2 X 2H 


i,3Sh 


3.90 




IL^s ^--.sLL^ 


0.38 


1.30 1 


2i-»s2i-»x ^i 


L&Er 


2.75 , 




114 s 34 X 3^ 


0.52 


0.95 


2i-> s 21-. X I 


1.35 


2.25 




11-4 S 3.4 S I 


0.52 


0.86 


21--. s 21-. s 1 1-4 


1.80 


3. 00 




1^4X3-4 XIL4 


0.b3 


1.05 i 
1.05 


21.., X 21-1 xli-^ 


1.3S- 


2.25 






IKxl X fs 


0.70 


2L. X 2i-» s 2 
1 2J^.Tx2Cxm» 


2.35 


3.85 






ILjXl S I^ 


0.76 


1.15 


2.0O 


4.40 






mxl S ii 


0.43 


0.71 


2Us2l;x3 


3.25 


5.35 






;, || 1^x1 xl 

/ 11-4 xL xV~z 
, v/ li^sl^x H 

</\ li^xlHs 3,4 


0.64 


1.05 


.3 .x2 x3 


3.40 


5.3a ] h 




0.60 


1.10 


3 s3 X \ 


2.60 


4.30 




0.87 


1.45 


3x3x1 


i.&5 


5.00 




0.74 


1.10 


3 X-; xli-4 


3.00 


4.«0 




O.SO 


1.20 


3 X 3 X lJ-2 


2.55- 


4.15 




0.58 


0.95 


3 x3 x2 


3.05 


5.05 




A^ iHx 1.^4x1 


0.62 


1.05 


3 X 3 X 2^2 


3.25 


5.35 




f \ ^^i 


0.74 


1.20 


3 


4.15 


6.35 




11 l^i S IL4 s li-. 


0.7^ 


1.30 


3U, s3i-ox3H 


4.15 


6.S5 . i 




11-4X11^4X2 


0.<»2 


1.50 


31^x31-^x3 


5.05 




Il-o S ^s X 11"> 


1.30 


1.90 


31-. 


5.50 


9.05 1 




Ihs i->sli-o 


1.20 


1.75 


4 s3 x4 


6.10 


10.05 




11">S ^4 X 3,4 


0.73 


1.20 


4 s4 si 


4.45 


7.30 

1 




1 l'i>K 5^Sll.> 


0.78 


1.30 


4 x4 xlH 


i 4.70 


7.70 




! ILo X 1 X 1 


0.71 


1.15 


4 x 4 s 11-. 


4.50 


7.40 




! IL^sl Sll-4 


0.76 


1.25 


4 x4 i2 


4.50 


7.40 




! IL^sl xll-. 


0.83 


1.35 


4 X.4 X214 


5.40 


8.90 




11^ S 11-4 X ^4 


0.68 


1.10 


4x4x3 


6.25 


10.25 




i Il-»xll'4Sl 


0.69 


1.15 


4 x4 x3U 


7.3S 


U.40 




11-^x1^4X11-4 


0.78 


1.30 


* 


6.85 


11.30 




11^ X 11-4x11^ 


0.87 


1.45 


5 X D X 2 


6.50 


10.70 




11^X11-4X2 


1.15 


1.95 


5 X 5 X 3 


10.90 


18.00 




1.4 X 1^2 X ^8 


0.86 


1.30 


5 X a X 4 


13.00 


21.40 




IWxlhix W 


0.95 


1.45 


5 


U.20 


20.10 




li^xli->x H 


' 0.75 


1.25 


6 X 6 X 2 


10.60 


17.45 j 




l^axIHsl 


0.78 


1.30 


6 x6 x3 


11.15 


18.35 


1 
[ 






Il-^XI1-»X1V4 


0.S3 


1.35 


6 x6 s4 


13.25 


21.85 


! 




r^ 


1 

L_ 


0.% 


l.bO 


6 


17.35 


28.53 .1^— L 

r f 
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RACCORDS EN PER MALLEABLE — MALLEABLE IRON FITTINGS ^ 




Gravure OD 2362.— Tes a quatre voies. 




Plate OD 2362. ^Four-way tees, 



Grosseurs 

Pouces 

Sizes^Inches 

H 

H 

H 
1 



Chacun 

Noir 
Black 

SO. 18 
0.23 
0.34 
0.61 





OD 


2.U2 




Each 

Galvanise 

Galvanized 




Grosseurs 

Pouces 
Sizes^Inches 


Chacun 

Noir 

Black 


$0.28 
0.35 
0.52 
0.92 




V4 
2 


Sl.OO 
1.20 
1.90 



Each 

Galvanise 
Galvanized 

S1.50 
1.80 

2.85 



Gravure OD 2363. — Tes de ser\ice. 




Plate OD 2363.— Service tees. 



: \ 



Grosseurs 

Pouces 

Sizes^Inches 



1 
1 
1 
1 



Mx 
34 X 



Mx 
Vox 

3 



X 



/4 



X 

X 
X 
X 
X 
X 



H 



IMxl 



'A 

H 

H 
1 

1 
H 

X 1 

X IK 

^ixlK 
xl 

xVA 



X 
X 
X 

X 



Chacun 

Noir 

Black 

SO. 20 
0.26 
0.36 
0.39 
0.42 
0.48 
0.67 
0.39 
0.42 
0.4^ 
0.60 
0.68 



OD 

Each 

Galvanise 

Galvanized 

.SO. 30 

0.38 
0.54 
0.59 
0.62 
0.72 
1.00 
0.64 
0.68 
0.81 
0.98 
1.10 



2363 



Grosseurs 
Pouces 

Sizes — Inches 

l^x Kxm 

13-2x1 ^VA 

VA^nixVA 
2 X VA X 2 

2 X 2 X 2 
f^ X 2 X 2H 
2^x21.^x21^ 

3 X 2U 3 

3 x3 X 3 
3 X 3 X 4 



Chacun 

Noir 

Black 

S0.75 
0.82 
0.86 
0.89 
0.95 
1.45 
1.55 
2.20 
2.50 
2.95 
3.55 
3.90 



Each 
Galvanise 

Galvanized 

SI. 25 
1.35 
1.40 
1.45 
1.55 
2.40 
2.55 
3.60 
4.10 
4.90 
5.80 
6.40 




i 



Gravure OD 2364.— Croix en fer malle- 
able. - ■ 




Plate OD 2364. — Malleable Iron crosses 



OD 2364 



Grosseurs 




Chacune 


Pouces 




Noire 


Sizes — Inches 


Bacx 


H 




."50.10 


Hx Vsx 


H 


0.19 


Vs 




0.22 


Mx Hk 


H 


0.23 


3^x Hx 


Va 


0.24 


Kx Mx 


% 


0.24 


H 




0.32 


Hx ^x 


y?. 


0.46 


Hx 3^x 


H 


0.46 


5ix 3^x 


A 


0.48 


Hx 34 X 


% 


0.38 


%X %K 


H 


0.42 


H 




0.48 


X Hx 


% 


0.52 


X ?4 X 


''4 


0.50 


X 54 X 


A. 


0.70 


X ^ X 


% 


0.72 



Each 
Galvanisee 

Galvanized 

SO. 16 
0.29 
0.34 . 
0.35 
0.36 
0.36 
0.48 
0.69 
0.70 
0.73 
0.57 
0.64 
0.73 
0.79 
0.75 
1.05 
1.10 



Grosseurs 

Pouces 

Sizes— Inches 



1 X 

1 X 

1 X 

IKx 

IKx 

U4x 
IKx 
IMx 

IMx 

IMx 
l>^x 

iMx 

IHx 
IHx 



1 
1 
1 
1 
1 
1 

IK 
IK 

IK 

1 

IK 

K 



X 
X 
X 

X 

X 1 

X 

X 

X 

X 






K 



2 

A 
A 



X 

X 
X 
X 
X 



IK 

1 



Chacune 
Noire 
Black 

$0.58 
0.64 
0.78 
1.00 
0.48 
0.49 
0.86 
0.84 
0.83 
0.77 
0.79 
1.05 
1.05 
0.65 
0.84 
0.96 
1.15 



Each 
Galvanisee 
Galvanized 

$0.88 
0.97 
1.15 
1.50 
0.79 
0.82 
1.30 
1.25 
1.40 
1.30 
1.30 
1.75 
1.60 
1.10 
1.40 
1.60 
1.90 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 



Gravure OD 2364. 
CROIX EN FER MALLEABLE iContimtation) 



Plate OD 2364. 



MALLEABLE IRON CROSSES {Conlinualion) 



Grosseurs 
Pouces 

Sizes — Inches 
2 x2 X 1^ 



Chacune ^ Each 



2 
2 
2 
2 



x2 

x2 
x2 
X 2 



X ^ 
X 1 

xlK 



2}^x2J-^x2 
2>ix2'/^x2^ 
3 



Noire 

Black 

S1.50 
0.91 
1.15 
1.60 
2.00 
1.80 
2.60 
3.10 
3.40 



Galvanisee 
Galvanized 

S2.30 
1.50 
2.30 

2.65 
3.35 
3.00 
4.30 
5.20 
5.60 



Grosseurs 
Pouces 

Sizes — Inches 

3 x3 x2M 

3 X 3 X 3 
3M X VA X 3J^ 

4 x4 x2 
4 x4 x3 

4 
5 
6 



Chacune — Each 



Noire 
Black 

$3.90 
4,75 
5.50 
5.55 
5.70 
8.75 
14.95 
20.40 



Galvanisee 
Galvanized 



$ 



6.45 

7.85 

9.15 

9.20 

10.30 

14.55 

24.85 

33.90 



Gravure OD 2365.— Bague en fer mal- 
leable. 




Plate OD 2365.— Malleable iron coupling 



OD 2365 



Grosseurs 
Pouces 

Sizes— Inches 

3> 



Chacune — Each 



U 



1 

VA 

2 



Noire 

Black 

$0.06 
0.10 
0.18 
0.26 
0.30 
0.44 
0.52 
.83 



Galvanisee 

Galvanized 

SO. 09 
0.14 
0.27 
0.38 
0.49 
0.71 
0.85 
1.35 



Grosseurs 
Pouces 



Chacune — Each 



Sizes— Inches 

2H 
3 

SV2 
4 

m 

5 
6 



Noire 
Black 

S1.35 
2.10 
4.20 
4.95 
6.70 
7.60 

11.50 



Galvanisee 

Galvanized 

$2.20 
3.40 
6.25 
7.30 
9.90 
11.30 
17.05 



Gravure OD 2366.-Bague a filetage droite 
et gauche. 




Plate OD 2366.— Right and left coupling. 



Grosseurs 
Pouces 

Sizes — Inches 

H 
3, 



Chacune — Each 






Noire 

Black 

S0.07 
0.12 
0.16 
0.29 
0.33 



Galvanisee 

Galvanized 

$0.11 
0.18 
0.24 
0.43 
0.53 



OD 2366 






Grosseurs 


Chacune 


— Each 


Pouces 


Noire 


Galvanisee 


Sizes — Inches 


Black 


Galvanized 


IK 


S0.44 


S0.72 


m 


0.52 


0.85 


2 


0.83 


1.35 


2H 


1.30 


2.10 


3 


1.75 


2.90 



Gravure OD 2367.— Bague de tige de 
pompe. 




Plate OD 2367.— Pump Rod Coupling, 



OD 2367 




Grosseurs 
Pouces 

Sizes — Inches 

7/16 x Vs 
7/16 



La livre — Per pound 



Noire 
Black 

$0.16 
0.16 
0.16 



Galvanisee 

Galvanized 

$0.20 
0.20 

0.20 



Grosseurs 
Pouces 

Sizes— Inches 

Vs 
i 



La livre — Per pound 



Noire 

Black 

$0.16 
0.16 
0.16 



Galvanisee 

Galvanized 

$0.20 
0.20 
0.20 




' 




^ 





- 




RACCORDS EN FER 
MALLEABLE 

Gravure OD 2368. — Hague reductrice. 



Chacune — Each 




MALLEABLE IRON 
FITTINGS 

Plate OD 2368.— Reducing coupling, 





OD 2368 



I 



r ! 



Grosseurs 


Pouces 


Sizes — Inches 


Kx 


'A 


Kx 


H 


^x 


i4 


J^x 


1/^ 


Kx 


H 


^x 


% 


Hx 


K 


%x 


^-^ 


?ix 


f^ 


1 X 


H 


1 X 


% 


1 X 


H 


1 X 


K 


lJ€x 


^/^ 


IKx 


'A 


IKx 


% 


IKx 


1 


l^x 


^ 


U^x 


«^ 


l^x 


1 


13^ X 


1^ 


2 X 


^ 


2 X 


M 



Noire 
Black 
$0.13 
0.14 
0.10 
0.29 
0.13 
0.15 
0.21 
0.18 
0.22 
0.32 
0.33 
0.35 
0.40 
0.40 
0.36 
0.26 
0.33 
0.56 
0.39 
0.42 
0.50 
0.94 
0.68 



Galvanise 
Galvanized 
SO. 17 
0.19 
0.14 
0.38 
0.19 
0.23 
0.31 
0.27 
0.33 
0.47 
0.49 
0,52 
0.59 
0.59 
0.53 
0.42 
0.53 
0.83 
0.64 
0.68 
0.81 
1.45 
1.10 



Grosseurs 
Pouces 



Sizes- 
2 
2 
2 

ZVi 
2M 
2^ 

2K 

3 

3 

3 

3 

3 

33/2 



4 
4 
4 
4 
4 
4 
4 



/2 



-Inches 
xl 
xlK 
xlH 

X 1 

xlM 

xl^ 

x2 

xl 

xlJi 

xlM 

x2 

x2H 
x2 

X2i^ 

x3 

xl 

xl3^ 

X IM 

x2 

x2M 
x3 

x33^ 



Chacune 


— Each 


Noire 


Ga vanisee 


Black 


Galvanized 


$0.66 


SI. 10 


0.68 


1.10 


0.68 


1.10 


1.10 


1.80 


1.00 


1.65 


0.95 


1.55 


1.15 


1.90 


1.45 


2.35 


1.45 


2.35 


1.45 


2.40 


1.55 


2.55 


1.60 


2.65 


1.65 


2.70 


2.10 


3.40 


2.35 


3.80 


2.50 


4.05 


2.50 


4.10 


2.40 


3.95 


2.45 


3.95 


2.50 


4.10 


2.90 


4.75 


3.25 


5.30 



i <\ 



V 





Gravure OD 2369, — Bague en fer forge. 




Plate OD 2369.— Wrought iron coupling. 




OD 2369 



I 




rrj. 



Grosseurs 


Chacun 


e — Each 




Grosseurs 
Pouces 


Chacune 


— Each 


Pouces 


Droite, noire 


Droite 


. ealvanisee 


Droite et gauche, 


Droi :e et gauche, 


Sizes — Inches 


Rt- hand thread 


Rt. hand thread. 


Sizes — Inches 


noire 


ga vanisee 




Back 


ffa vanized 






Right and left 


Right and eft 


y» 


S0.05 


o" 


$0.06 






thread, black 


thread, galvanized 


r O 


0.05 




0.06 


Vs 




S0.07 


$0.08 


y% 


0.06 




0.08 


li 




0.07 


0.08 


Yi 


0.07 




0.10 


Vs 




0.08 


0.10 


Ya. 


0.10 




0.13 


Y, 




0.11 


0.14 


1 


0.13 




0.18 


K 




0.15 


0.18 


IK 


0.17 




0.25 


1 




0.20 


0.23 


lY 


0.21 




0.32 


IM 




0.25 


0.33 


2 


0,28 




0.40 


IM 




0.30 


0.41 


2Y 


0.40 




0.55 


2 




0.50 


0.62 


3 


0.60 




0.80 


23^ 




0.85 


1.00 


3M 


0.80 




1.05 


3 




1.20 


1.40 


4 


1.00 




1.40 


3^2 




1.60 


1.90 


w 


1.50 




2.00 


4 




2.00 


2.40 


5 


1.65 




2.25 


4H 




8.20 


8.75 


6 


2.40 




3.25 


5 




9.00 


9.65 


7 


3.25 




4.20 


6 


- 


12.50 


13.35 


8 


4.25 




5. .50 


7 
8 




13.00 
17.00 


13.95 
18.25 


Gravure OD 2370.— Raccords de 


croise- 


^ 


^^^ 








ment. 


$0.20 SO. 30 


1" ■ 
$0.45 




^^ 


^ 


Plate 

Black 


OD 2370.— Cross 

Y 
— hach... $0. 


covers. 


Noir — Chacun. . 




r 
nHPVf 


3^" 1" 

20 $0.30 $0.45 


Gal — Chacun. . 


0.25 0.40 


0.60 




^ 


^^^1 * ^^^^H 


Galv. 


—Each.. . 0.25 0.40 0.60 




OD 


2370 



\ 




1 



rt 



1 




□ 



1 h 

■ i . 






m\f 




m\i ^ 




1 



' 



I. 



iiliiiiii: i 



I F . h I I I I 



f. 



1 



: I 



I I 





OJi 



f 




^ 



J 



RAGCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 



Gravure OD 2372-— Des d 'accouple- 
ments hexagonaux. filetage a droite. 




Plate OD 2372.— Hexagon bushings, 
right hand thread- 



OD 2372 



Grosseurs 

Pouces 
Sizes — Inches 

H 



Chacun — Each 



H 



'it 

1 

2 
3 



Noir 

Black 

S0.04 
0.04 
0.04 
0.05 
0.0(. 
0.07 
0.09 
0.14 
0.21 
0.30 



Galvanise 
Galvanized 

S0.08 
0.08 
0.08 
0.10 
0.12 
0.14 
0.18 
0,28 
0.42 
0.70 



Grosseurs 

Pouces 

Sizes— Inches 

4 

AH 

5 

6 

7 

8 

9 
10 
12 



Chacun — Each 



Galvanise 
Galvanized 

S0.80 
1.00 
1.50 
1.86 
2.50 



Gravure OD 2373. — Desd'accouplements hexagonaux, 
a iiletage droite et (gauche. 



Grosseurs 

Pouces 
Sizes — Inches 

H 

}4 

H 

1 

IK 
2' 

2H 
3 

3K 



Chacun — Each 



Noir 
Black 

SO. 08 
0.08 
0.10 
0.12 
0.14 
0.18 
0.28 
0.42 
0.60 
0.80 



Galvanise 

Galvanized 

S0.16 
0.16 
0.20 
0.24 
0.28 
0.36 
0.56 
0.84 
1.20 
1.60 



Plate OD 2373, 

threads. 

Grosseurs 

Pouces 
Sizes— Inches 

4 

4^ 

5 

6 

7 

8 

9 

10 

12 



Noir 
Black 

$0.40 
0.50 

0.75 
0.93 
1.25 
1.87 
2.75 
3.25 
3.75 
5.00 



-Hexagon bushings, right and Uf 



Chacun — Each 



Noir 
Black 

SI .00 
1.50 
1.86 
2.50 
3.74 
5.50 
6.50 
7.50 

10.00 



Galvanise 
Galvanized 

$2.00 

3.00 

3.72 

5.00 

7.48 
11.00 
13.00 
15.00 
20.00 



Gravure OD 2.^74.— Dcs d'accouplements 
de niveau. 




Plate OD 2374.— Face bushings. 









OD 2374 






Grosseurs 


Chacun 


— Each 


Grosseurs 
Pouces 


Chacun 


— Each 


Pouces 


Noir 


Ga vanise 


Noir 


Galvanise 


Sizes— Inches 


Black 


Galvanized 


Sizes— Inches 


Black 


Galvanized 


Vs 


S0.08 


S0.12 


4 


$1.50 


$2.25 


H 


0.09 


0.14 


4^ 


2.10 


3.15 


H 


0.11 


0.17 


5 


2.60 


3.90 


1 


0.13 


0.20 


6 


3.75 


5.60 


V4 


0.17 


0.25 


7 


8.00 


12.00 


114 


0.22 


0.33 


8 


9.00 


13.50 


2 


0.32 


0.48 


9 






21/2 


0.48 


0.72 


10 






3 


0.70 


1.05 


12 






3H 


1.20 


1.80 









Pour des a filetage gauche ou droite et gauche, doublez 

la liste ci-dessus. 



For left or right and left bushing, double above list. 






□ 



r I, 





^*. 




m. 



RACCORDS EN FER 
MALLEABLE 

Gravure OD 2376. — Bouchons. 




MALLEABLE IRON 
FITTINGS 

Plate OD 2376."Caps. 







OD 


2376 






Grosseurs 


Chacun 
Noir 


— Each 

Galvanise 


Grosseurs 
Pouces 


Chacun 


— Each 


Pouces 


Noir 


Ga vanise 


Sizes^lnches 


Bacv 


Galvanized 


Sizes— Inches 


Black 


Galvanized 


H 






2 


S0.59 


. S0.97 


H 


S0.04 


$0.06 


2y^ 


0.99 


1.60 


H 


0.06 


0.08 


3 


1.55 


2.50 


¥l 


0.13 


0.19 


« 


2.05 


3.35 


Va, 


0.16 


0.24 


4 


2.45 


4.00 


1 


0.30 


0.45 


5 


3.95 


6.45 


IK 


0.30 


0.48 


6 


6.65 


10.85 


IM 


0.36 


0.59 









Gravure OD 2377.^ — Accouplements a 
brides. 




Plate OD 2377.— Unions 







OD 


2377 






Grosseurs 


Chacun 


— Each 


Grosseurs 
Pouces 


Chacun - 


— Each 


Pouces 


■ ■ - Noir 


Galvanise 


Noir 


Ga vanise 


Sizes— Inches 


Black 


Ga vanized 


Sizes — Inches 


Black 


Ga vanized 


H 


SO. 18 


SO. 27 


IM 


S0.58 


S0.90 


K 


0.18 


0.27 


2 


0.75 


1.15 


H 


0-20 


0.30 


2J^ 


1.55 


2.35 


H 


0.22 


0.33 


3 


2.10 


3.15 


H 


■ 0.27 


0.40 


SJ4 


3.65 


5.50 


1 


0.33 


0.50 


4 


4.35 


6.50 


IH 


0.46 


0.70 









Gravure OD 2378.— Deux-tiers d'accou- 
plement a bride. 




Plate OD 2378.— Two-thirds unions. 



Grosseurs 

Pouces 
Sizes — Inches 

H 

'i 



Chacun 



Noir 
Black 
SO. 12 
0.14 
0.16 
0.19 
0.22 
0.30 



OD 


2378 


Each 


Grosseurs 


Galvanise 


Pouces 


Galvanized ' 


Sizes^ Inches 


SO. 18 


VA 


0.20 


2 


0.22 


2H 


0.25 


3 


0.35 


3y2 


0.50 


4 



Chacun — Each 



Noir 
Black 
$0.40 
0.50 
1.00 
1.40 
2.40 
3.00 



Galvanise 

Galvanized 

SO. 60 

0.75 

1.60 

2.10 

3.70 

4.35 



Gravure OD 2379. — Coudes a brides 




Plate OD 2379.— Union elbows. 



OD 2379 



Grosseurs 

Pouces 
Sizes — Inches 

H 

H 
I 



Chacun — Each 



Grosseurs 



Chacun — Each 



Noir 
Black 
$0.38 
0.40 
0.42 
0.54 
0.63 



Galvanise 
Galvanized 
$0.57 
0.60 
0.63 
0.81 
0.95 



Pouces 
Sizes— Inches 

IK 

2 
2H 



Noir 

Black 

$0.90 

1.05 

1.55 
2.85 



Galvanise 

Galvanized 

$1.35 

1.58 

2.35 

4.30 





V 



/ 




□ 



i^a 



>.: 




ir 



t." 



■ . 



1 : 






>t 



ii 



I 



I 



V 



i: 



u 




^{9 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 



Gravure OD 2380.~Coudes a bride. 



Plate OD 2380.— Union elbows. 



Grosseurs 


Chacun 


Pouces 


Noir 


Sizes — Inches 


Black 


H 


S0.38 


H 


0.40 


M 


0.42 


K 


0.54 


1 


0.63 



Each 

Galvanise 

Galvanized 

$0.57 
0.60 
0.63 
0.81 
0.95 



Grosseurs 

Pouces 

Sizes — Inches 

9 

2k 



Chacun 

Noir 
Black 

.^0.90 
1.05 

1.55 
2.85 



Each 

Galvanise 
Galvanized 

51.35 

1.58 
2.35 
4.30 



Gravure OD 2381. 

fi etage exterieur. 


— Coudes 


Grosseurs 

Pouces 

Sizes — Indies 


Chacun 

Noir 
Black 


H 

H 


S0.43 
0.45 
0.48 
0.62 
0.72 



a bride, 




Plata OD 2381.— Union elbows, outside 
threads. 



OD 


2381 






Each 


Grosseurs 


Chacun 


Each 


Galvanise 


Pouces 


Noir 


Galvanise 


Ga vanized 


Sizes — Inches 


Black 


Galvanized 


$0.65 


IK 


$1.05 


$1.60 


0.70 


IH 


1.20 


1.80 


0.72 


2 


1.80 


2.70 


0.93 


%H 


3.30 


4.95 


1.08 









Gravure OD 2382. 

interieur. 



-Tes a bride, filetage 




Plate OD 2382.— Union tees, inside 
threads. 



Grosseurs 


Chacun 


Pouces 


Noir 


Sizes — Inches 


Black 


M 


S0.40 


M 


0.43 


K 


0.45 


¥ 


0.57 


1 


0.70 





OD 2382 






Each 


Grosseurs 


Chacun 


Each 


Oa vanise 


Pouces 


Noir 


Ga vanise 


Cj a 1 vanized 


Sizes— Inches 


Black 


Galvanized 


S0,60 


IM 


SO. 95 


$1.45 


0.65 


IH 


1.15 


1.75 


0.68 


' 2 


1.70 


2.55 


0.86 


^Vz 


3.20 


4.80 


1.05 









Gravure OD 2383 

exterieur. 



.^Tes a bride, filetage 




Plate OD 2383.'-Union tees, outside 
threads. 



2383 



Grosseurs 

Pouces 

Sizes — Inches 

% 

K 
1 



Chacun 
Noir 
Black 

$0.48 
0.50 
0.52 
0.65 
0.80 



Each 

Galvanise 
Galvanized 

$0.72 
0.75 
0.78 
1.00 
1.20 



Grosseurs 

Pouces 

Sizes— Inches 

IK 

2 
2H 



Chacun 

Noir 

Black 



Each 

Galvanise 

Galvanized 






'J Of 

41 



; t 



/ 





RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 



Gravure OD 2384. — Coudes a bouilloire. 




Plate OD 2384.— Boiler elbows. 



OD 2384 



G rosseurs — Pouces 

Filetage 

InterieuT — Exterieur 

V^ X H X 1 

34 X 34 X 1 



Chacun 
Galvanise 
$0.40 
0.40 
0.40 



Sizes — Inches 

Threads 

Inside — Outside 

J/3 X H x\l 



H 



X y4 



X 1 



Each 
Galvanized 

$0.40 
0.40 
0.40 



':. <• 







Gravure OD 2385.— Coudes 
pour bouilloires. 



a brides 




Plate OD 2385.— Boiler elbows with 
union. 



f 



G rosseurs — Pouces 

Filetage 
Interieur— Exterieur 

H X H X 1 

Mx ^xl 

• 54x^x1 





OD 2385 






Sizes — ^Inches 




Chacun 


Threac s 


Each 


Galvanise 


Inside — Outside 


Galvanized 


SO, 60 


H X ^ X 1 


$0.60 


0.75 


M X 3^ X 1 


0.75 


0.75 


H^H^l 


0.75 



Gravure OD 2386.— Accouplements a 
bride pour bouilloires. . 




Plate OD 2.'i86.— Boiler couplings with 
union. 



Grosseurs— Pouces 
Filetage 

I nterieur— Exterieur 
)^x Hxl 
M X H X 1 



%x ^x 





OD 


2J86 


Sizes — Inches 




Chacun 






Threads 


Each 


Ga vanise 






Inside — Outside 


Galvanized 


SO. 60 






14 X y2 xji 


.$0.60 


0.75 






H X H xii 


0.75 


0.75 






H X M X 1 


0.75 




/ 



Gravure OD 2387.— Coudes a bride, 
nouveau genre, pour bouilloires. 




Plate OD 2387.— New style boiler 
elbows with union. 



1 



OD 2387 



G rosseurs— Pouces 

Filetage 
Interieur— Exterieur 

3^ X 1^ X 1 
?4 X 1^ X 1 
HxKxl 



Chacun 

Galvanise 

SO. 60 

0.75 

0.75 



Sizes— Inches 

Threads 

Inside— Outside 

J^2 X J^ X 1 

M X 1^ X 1 



^x 



34 X 



Each 
Galvanized 

$0.60 
0.75 
0.75 



CD 



I 



i._ki 



■ I 



■'1 
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I 






p 
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RACCORDS EN PER 

MALLEABLE 

Gravure OD 2388.— Accouplements a 
bride, nouveau genre, pour bouilloires. 



G rosseurs — Pouces 

Filetage 
I n t erieur — Exterieur 



Gravure OD 2389.— Raccords a brides 
Dart. 



MALLEABLE IRON 
FITTINGS 

Plate OD 2388 .—New style boiler 
coupling with union. 

Sizes — Inches 



Galvanise 
Chacun 


F^ 


Thrpflds 
Inside — Outside 


Galvanized 
Each 


SO. 60 
0.75 
0.75 


CD 2388 


Mx ^xl 


$0.60 
0.75 
0.75 


- 









Plate OD 2389.— Dart unions 



'\->^ 



• I 



^; , rHi'-_^ 



> 



(I 






»l 



\ 



\ 



If 



^1 



EZH 



OD 2389 



Grosseurs 

Pouces 
Sizes — Inches 

H 

y% 



La piece — Each 



Noir 
Black 

$0.30 
0.30 
0.40 
0.50 
0.60 
0.80 
1.20 



Galvanise 
Galvanized 

$0.39 
0.39 
0.52 
0.65 
0.78 
1.04 
1.56 



Grosseurs 

Pouces 
Sizes — Inches 

2 

3 

3M 
4 



Noir 
Black 

$1.60 
2.00 
3.20 
4.80 
7.20 

10.80 



La pi^e — Each 



Galvanise 
Galvanized 

$2.08 

2.60 

4.16 

6.24 

9.36 
14.04 



Gravures OD 2390-2391.— Coudes a bride "Dart" 
Plates OD 2390-2391. "Dart" elbow unions. 



OD 239( 


» 




Prix la piece. 


— Price each. 






OD 2391 


Grandeurs— Pouce 


s li 


y% 


M % 


1 IM 


VA 


2 


Sizes — Inches 


Noir 


$0.45 


so. 60 


$0.75 $0.90 


91.20 $1.80 


S2.40 


$3.00 


Black 


Ga vanise 


0.59 


0.78 


0.98 1.17 


1.56 2.34 


3.12 


3.90 


Galvanized 



Gravure OD 2392.— Tes 
a bride Dart 





Plate OD 2393,— Dart 

tee unions- 



Prix la pi^ce. 




OD 2392 




OD 2393 






Price each. 


Grosseurs — Poucf-? 

Noir 

Galvanise 


$0.50 
0.65 


50.66 $0.82 
0.86 1.07 


% 
$0.99 

1.29 


1 IM 
$1.32 $1.98 

1.72 2.57 


92.64 
3.44 


2 

53.30 
4.30 


Sizes — Inches 

Black 

Galvanized 




'! 




B 



la 



' 



I 





1 — \ 




RACCORDS EN FER MALLEABLE 
MALLEABLE IRON FITTINGS 

Gravure OD 2394.— Tes a bride Dart. Gravure OD 2395.— Tes a bride Dart. 



Plate OD 2394.— Dart union tee. 



Plate OD 2395.— Dart union tee. 




OD 2394 

G rosseurs— Pouces 

Noir 

Galvanise 



Prix la piece — Price each 

Va H Vi K 1 li< 

$0.50 S0.66 $0.82 $0.99 $1.32 SI. 98 
0.65 0.86 1.07 1.29 1.72 2.57 



OD 2395 



IK' 


2 


Sizes — Inches 


S2.64 


$3.30 


Black 


3.44 


4.30 


Ga vanized 



Gravure OD 2396-^Accouple- 
ments a bride "Dart'' a filetage in- 
terieur et exterieur, 

Plate OD 23%-— Inside and outside 
thread Dart unions. 



Prix la piece 





Gravure OD 2397,— Accouple- 
ments a bride reducteurs Dart, 
filetage interieur et exterieur. 

Plate OD 2397.— Reducing Dart 
unions, inside and outside threads. 



Price each. 



G rosseurs 

Noir 

Galvanise 

G rosseurs- 

Noir 

Galvanise 



$0.38 
0.52 

Pouces 



It 



'8 

S0.50 
0.65 



OD 2396 OD 2397 

GRAVURE OD 2396— PLATE OD 2396 

$0.62 S0.7.S Sl.OO SI. 50 .$2.00 
0.81 0.98 1.30 1.95 2.60 

GRAVURE OD 2397— PLATE OD 2397 



2" 

$2.50 
3.25 



2K" 

$4.00 

5.20 



3" 
$5.00 

7.80 



Sizes 

Black 

Galv. 



$0.90 
1.17 



-4 



1 X 1 i<i 

$1.20 

1.56 



1 xiy2 

SI. 80 
2.34 



iKx 2 
$2.40 
3.12 



Sizes — Inches 

Black 

Galvanized 




Gravure OD 2398.— Rac- 

cords en U, compact, filetage 
a droite. 

Plate OD 2398.— Close re- 
turn bends, right hand thread. 



Gravure OD 2399.— Rac- 

cords en U, mi-ouvert, fileta- 
ge a droite. 

Plate OD 2399.— Medium 
return bends, right hand 
threads. 




OD 2398 



OD 2398 



Grosseurs 
Sizes 



// 



\" 

W" 
2' 



M" 



% 
'^ 



Centre en 

Centre 
Centre to 

Centre 

1" 

2-3/16^' 
2H 



II 



Noir 
Black 

$0.29 
0.38 
0.72 
0.75 
1.00 
1.55 



Gravure OD 2400. — Raccord compact, 
et gauche. 

Plate OD 2400.— Right and left threads. 

Centre en 

Centre Noir 

Centre to Black 
Centre 

1" $0.58 

VA" 0-39 

VA" 0.73 

\%" 1.20 

2-3/16" 1.55 

2M" 2.50 



Galvanise 
Galvanized 

$0.43 
0.57 
1.05 
1.20 

1.65 

2.55 

filetage droite 



Grosseurs 
Sizes 

W 
1" 

2" 



OD 2399 

Centre en 

Centre 
Centre to 

Centre 

IK" 

iy2" 

3" 



ri 



II 



Grosseurs 
Sizes 

^" 
1" 

\y^' 
1" 



Galvanise 
Galvanized 

$0.76 
0.58 
1.10 
1.75 
2.30 
3.70 



Gravure OD 2401. — ^Raccord mi-ouvert, 
et gauche. 

Plate OD 2401. — Medium return bends, 
threads. 

Centre en 

Centre 

Centre to 

Centre 

IK" 
1^" 

2W 
3" 



OD 2399 

Noir Galvanise 

Black Galvanized 

SO. 32 $0.43 

0.42 0.62 

0.93 1.40 

0.95 1.40 

1.05 1.70 

1.85 3.05 

filetage droite 
right and left 



Grosseurs 
Sizes 

H" 

K" 
1" 

IK" 
IK" 
2" 



Noir 
Black 

$0.64 
0.43 
0.94 
1.35 
1.65 
2.90 



Galvanise 
Galvanized 

.$0.85 
0.64 
1.40 
2.00 
2.40 
4.25 



V 



V 



\ 




n 





M 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 




Gravure OD 2407.— Coude a 
rampe. 



Gravure OD 2408.— Coude 

rampe avec orifice lateral. 



OD 2407 




Grosseurs — Pees 


Noir 


Sizes— Inches 


Black 


H 


SO. 15 


M 


0.18 


1 


0.20 


li/i 


0.35 


IH 


0.45 


2 


0.72 



iling elbow. 


Plate 


OD 2408.- 


— Rai ing elbows 






with side outlet. 






Prix la piece - 


— Price 


each 




OD 2408 


Galvanise 


Grosseurs — Pees 


Noir 


Galvanise 


Galvanized 


Sizef 


, — Inches 


Black ■;,, 


Ga vanized 


SO. 23 




H 


SO. 20 


$0.30 


0.27 




H " 


0.23 


0.35 


0.30 




1 


0.25 


0.38 


0.53 




IM 


0.40 


0.60 


0.68 




IM 


0.50 


0.75 


1.08 




2 


0.80 


1.20 



Gravure OD 2409.— Tes a rampe, 
Plate OD 2409,— Railing tees, 





Gravure OD 2410. — Tes a rampe 
avec orifice lateral. 

Plate OD 2410.— Side outlet railing 



Grosseurs — Pees 
Sizes — Inches 

H 

1 

2 





OD 2409 


OD 2410 


es. 




Prix a piece. 


— Price each 




Frix la piece - 


—'Price each- 


Noir 


Galvanise 


Grosseurs — Pees 


Noir 


Galvanise 


Black 


Galvanized 


Sizes— Inches 


Back 


Ga van i zee 


S0.20 


S0.30 


H 


S0.30 


S0.45 


0.23 


0.35 


H 


0.33 


0.50 


0.25 


0.38 


1 


0.35 


0.53 


0.40 


0.60 


IH 


0.45 


0.68 


0.50 


0.75 


114 


0.55 


0.83 


0.75 


1.13 


2 


0.90 


1.35 




Gravure OD 2411.— Croix a ram- 
pe. 

Plate OD 2411.— Railing crosses. 



Gravure OD 2412. — Croix a ram- 
pe, avec orifice lateral. 

Plate OD 2412.~Side outlet railing 
crosses. 




OD 2411 

Grosseur s — Pees 
Sizes — Inches 

H 
1 

IK 
2 



Noire 
Black 

SO. 30 
0.33 
0.35 
0.45 
0.58 
1.00 



Galvanisee 


Grosseurs — Pees 


Noire 


Galvanized 


Sizes — Inches 


Black 


SO. 45 


H 


$0.35 


0.50 


H 


0.38 


0.53 


1 


0.40 


0.68 


IK 


0,50 


0.87 


IM 


0.65 


1.50 


2 


1.35 



OD 2412 

Galvanisee 
Galvanized 

$0.53 
0.57 
0.60 
0.75 
0.98 
2.03 



Gravure OD 2413 

rampe. 

Grosseurs — Pees 
Sizes — Inches 

H 



— Boules ornemen tales a 



Noire 

Black 

$0.16 
0.18 
0.20 



Galvanisee 

Galvanized 

S0.24 
0.27 
0.30 




Plate OD 2413.— Railing ball ornaments. 




Grosseurs — Pees 
Sizes — Inches 

V4 
2 



Noire 
Black 

SO. 25 
0.35 
0.90 



Galvanisee 
Galvanised 

S0.38 
0.53 
1.35 



OD 2413 
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: I 
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RACCORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS 





OD 2414 



GravTire OD 2414. — Brides de plancher pour rampe. 
Plate OD 2414.— Railing floor flanges. 



Grosseiirs — Pees 
Sizes — Inches 

H 

% 

1 

IH 
2 



Noire 
Black 

90.14 
0.15 
0.15 
0.20 

0.28 
0.30 



OD 2415 

Grarure OD 2415.— Brides de plancher pour rampe. 
Plate OD 2415.— Railing floor flanges. 



Galvanisee 
Galvanized 

0.24 
0.27 
0.30 
0.60 
0.75 
1.35 



Galvanisee 


Grosseurs— 


-Pees 


Noire 


Galvanized 


Sizes— Inches 


Black 


S0.21 


M 




SO. 16 


0.23 


H 




0.18 


0.23 


1 




0.20 


0.30 


IK 




0.40 


0.42 


IK 




0.50 


0.45 


2 




0.90 





OD 2416 



G^avu^^ OD 2416.— Brides de plancher. 



Plate OD 2416.— Floor flanges. 



Grosseurs — Pees 
Sizes — Inches 

H 

H 

H 

H 
1 

IK 
IK 

2 

2H 

3 



Noire 
Black 

SO. 16 
0.24 
0.J4 
0.33 
0.42 
0.58 
0.73 
0.88 
1.65 



OD 2417 



Gravure OD 2417.— Jonctions de tuyau a centre 

hexagonal. 

Filetage droite et gauche. 

Plate OD 2417. — Pipe nipples nith hexagon centre. 
Right and left threading. 



Galvanisee 
Galvanized 

$0.30 
0.30 
0.30 
0.38 
0.45 
0.60 
0.75 
1.05 
1.65 
2.25 
2.85 
3.60 





Grosseurs— 


-Pees 


Noire 


Galvanisee 


Sizes — Inches 


Black 


Ga vanized 


H 




$0.20 


$0_24 


H 
H 




0.20 
0.20 


0.36 


H 




0.25 


0.5O 


1 




0.30 


0.54 


IK 




0.40 


0.68 
0.94 
1.20 


2 ' 
2H 




0.50 
0.70 
1.10 


1.45 
2.65 


3 

3K 




1.50 

1.90 


, 


4 




2.40 



t ' 



'\\ 



I , 



■ ; 



I , 



n : 



1 I 




z^^ 
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RACGORDS EN FER MALLEABLE — MALLEABLE IRON FITTINGS ^^^ 



No 70 



No 71 



OD 2418 



OD 2419 ^ 



RACCORDS AJUSTABLES POUR RAMPE 



Prix la piece 



// 



No 70 Coiide 

Noir SI. 10 SI. 25 

Galvanise 1.65 1.88 

No 71 Te 

Noir 1.30 1.50 

Galvanise..., 1.95 2.25 

No 72 Te d 'esca- 

lier 

Noir 1.30 1.60 

Galvanise ... . 1.95 2.40 

No 73 Croix 

Noire 1.50 1.75 

Galvanisee. . . 2.25 2.63 



114" 1?^" 



2" 



SI. 70 S2.25 
2.55 3.38 



2.00 
3.00 



2.50 
3.75 



2.15 
3.23 



2.35 

3.53 



2.50 
3.75 



2.75 
4.13 



No 74 





OD 2423 
OD 2422 

RACCORDS AJUSTABLES POUR RAMPES 

1" \}4" 13^" 2" 

No 74 Croix d'es- 
calier 

Noire S1.50 SI. 85 S2.50 S2.75 

Galvanisee. . . 2.25 2.78 3.75 4.13 

No 75 Te de pa- 
lier d'escalier 

Noir 0.90 1.10 1.50 2.15 

Galvanise.... 1.35 1.65 2.25 3.23 

No 76 Croix de pa- 
lier d'escalier 

Noire 1.00 1.20 1.60 2.40 

Galvanisee... 1.50 1.80 2.40 3.60 

No 79 Bride 

Noire 1.65 1.75 1.90 2.50 

Galvanisee... 2.48 2.63 2.85 3.75 



No 72 



No 73 





OD 2420 Q^ 2421 

ADJUSTABLE RAILING FITTINGS 

Price each 



U 



No. 70 Elbow 

Black SI. 10 

Galvanized.. . 1.65 

No. 7] Tee 

Black 1.30 

Galvanized.. . 1.95 

No. 72 Stair tee 

Black 1.30 

Galvanized., , 1.95 

No- 73 Cross 

Black 1.50 

Galvanized. , . 2.25 



SI. 25 
1.88 



1.50 
2.25 



1.60 
2.40 



1.75 
2.63 



S1.70 
2.55 



2.00 
3.00 



2.15 
3,23 



2.35 
3.53 



2" 

$2.25 
3.38 



2.50 
3.75 



2.50 

3.75 



2.75 
4.13 



No 76 



No 79 





OD 2424 



OD 2425 



ADJUSTABLE RAILING FITTINGS 

1" IK" IH" 

No. 74 Stair cross 

Black SI. 50 S1.85 S2.50 

Galvanized... 2.25 2.78 3.75 

No. 75 Stair land- 
ing tee 

Black 0.90 1.10 1.50 

Galvanized. . . 1.35 1.65 2.25 

No. 76 Stair land- 
ing cross 

Black 1.00 1.20 1.60 

Galvanized 1.50 1.80 2.40 

No. 79 Flange 

Black 1.65 1.75 1.90 

Galvanized... 2.48 2.63 2.85 



i/V 



S2.75 
4.13 



2.15 
3.23 



2.40 
3.60 



2.50 

3.75 




O 



A 
il 

V 




/ \ 



□ 




r' 



r* 






Id a 



4? 



\ ' 



m^\ 



i: 



^ 






JONCTIONS DE TUYAU EN FER FORGE —WROUGHT IRON PIPE NIPPLES 






OD 2428 
Compacte — Close 



OD 2429 
Courte — Short 



OD 2430 
Longue — Long 



NOIRES, FILETAGE A DROITE - BLACK, RIGHT HAND THREADS 















1 


Prix pour jonctions extra longues 






Loneueur — Poi i ces 


1 




Pnx 
Prices 


Prices of Extra Long Nipples 








Length 


m Inches 




^ t 


Longueur — Pouces 




















T -ength 


m Inches 
















(;oni- 


































p.T etc 






















Com- 

pacte 


U f- 

- 




T.one;iie 




— :>: 


on 
foiirtc 


Lon- 


4 


5 


6 


7 


8 


9 


10 


11 


12 


Close 






Lon^ 






Close 


Long 






















h 










Or 
Short 


S c 


S c 


Sc 


S C 


$ c 
























J C 


S c 


S c 


S c 


S c 


$ c 


H 


m 


? 


9M 


3 


3U 


J^ 


.04 


.06 


.07 


.08 


.10 


.12 


.14 


.15 


.17 


.18 


.19 


H 


1 V2 


9 


9M 


3 


3U 


H 


.04 


.06 


.07 


.08 


.10 


.12 


.14 


.15 


.17 


.18 


.19 


1 


1 1^ 


2 


2H 


3 


31/; 


Vs 


.04 


.06 


.07 


.08 


.10 


.12 


.14 


.15 


.17 


.18 


.19 


IH 


1 1^ 


2 


2M 




K. 


3Vo 


¥2 


.05 


.07 


.08 


.10 


.12 


.14 


.16 


.18 


.20 


.22 


.23 


IH 




2M 


0' 


3U 


4 


H 


.06 


.09 




.11 


.13 


.17 


.18 


.20 


.22 


.24 


.26 


1^ 


?. 




3 


3^/; 


4 


1 


.08 


.13 




.15 


.18 


.23 


.25 


.28 


.31 


.34 


.36 


1% 


:>i.^ 


3 


3H 


4 


41^ 


l'-4 


.11 


.17 




.20 


.24 


.29 


.33 


.36 


.40 


.44 


.47 


w 


?M^ 




31^ 


4 


4M 


IK2 


,13 


.20 




.25 


.29 


.36 


.40 


.45 


.50 


.54 


.59 


?. 


?Mn 


3 


31^ 


4 


4 ¥7 


2 


.18 


.27 




.32 


.38 


.50 


.54 


.59 


.65 


.72 


.77 


2Yo 


^^ 


?,v-> 


4 


41^ 


5 


2^-^ 


.39 


.59 






.68 


.90 


.97 


1.06 


1.17 


1.26 


1.35 


2^2 

2% 
3 


3 


31-) 


4 


41^ 


5 


3 


.48 


.72 






.85 


1.0« 


1.20 


1.33 


1.45 


1.58 


1.70 


4 


4H 
4K 

4J^ 

r- 


5 


6 


3U 


.75 


1.05 








1.30 


1.45 


1.60 


1.75 


1.90 


2,05 


4 


5 


5v; 


6 


4 


.85 


1.20 








1.52 


1.69 


1.87 


2.05 


2.22 


2.40 


3 


4 


5 


514 


6 


4'-;; 


1.25 


1.70 








2.25 


2.50 


2.75 


2.95 


3.17 


3.40 


3^^ 


4J^ 
4U 


5H 
5H 


6 


6U 


5 


1.55 


2.45 








2.58 


2.83 


3.10 


3.35 


3.60 


3.85 


3M 
33^ 


r 

o 


6 




6 


1.85 


2.90 








3.05 


3.35 


3.70 


4.00 


4.30 


4.65 


5 
5 
5 
5 

5 




*-' > £ 






7 

8 

9 

10 

12 


3.20 

3.55 
5.25 
6.75 
8.00 








3.60 


4.05 

4.55 


4.45 
5.05 
6.50 
8.25 
10.00 


4.90 
5.50 
7.10 
8.90 
10.80 


5.30 
6.00 
7.75 
9.70 
11.75 


5.75 

6.50 

8.40 

10.40 

12.70 


6.15 
















4.05 


7.00 


4 
















9.00 


4 




















11.15 


4 


. . ' . 1 




r 


, - - - 




- . , . 




, . , . 




13.65 





NOIRES, FILETAGE DROITE ET GAUCHE- 


BLACK, RIGHT 


AND T EFI 


' THREADS 














Prix pour jonctions extra longues 




Lonfmeur — Pouces 






Prix 
Prices 




Prices of Extra Long Aipples 




Length in Inches 




'T. £ 






Longueur ^Pouces 








"1 

-J. . 








Length in Inches 










Com- 






























pacte 






















Coni- 

prictc 




Loncue 




^X 


fnurte 


Lon- 


4 


5 


6 


7 


8 


9 


10 


11 


12 


C osc 


ox 


Lcing 






C osp 

or 
Short 


Long 








$ c 


























S c 


S c 


$ 


c$ c 


$ c 


$ c 


$ c 


S c 


$ c 


5 c 


3/f 


lU 


2 


2U 


3 


3U 


Vs 


.05 


.08 


.0 


9 .11 


.13 


.16 


.18 


.20 


.23 


.25 


.27 


H 


lU 


2 


2U 


3 


3U 


M 


.05 


.08 


.0 


9 


11 


.13 


.16 


.18 


.20 


.23 


.25 


.27 


1 


m 


2 


2V. 


3 


3U 


H 


.05 


.08 


.0 


9 


11 


.13 


.16 


.18 


.20 


.23 


.25 


.27 


IK 


iH 


9 


2U 


3 


3U 


H 


.07 


.10 


.1 


1 


13 


.16 


.18 


.21 


.24 


.27 


.29 


.31 


l^■ 


2 


2'-. 


3 


3H 


4 


M 


.08 


.12 




. 


15 


.17 


.23 


.25 


.27 


.29 


.32 


.35 


IH 


2 


2U 





3U 


4 


1 


.11 


.18 




. 


20 


.24 


.31 


.33 


.37 


. .41 


.45 


.48 


1% 


2K 
2H 


3 
3 


3'A 
3K 


4 
4 


4M 


V4 
IH 


.15 
.18 


.23 
.27 






27 
.34 


.32 
.39 


.39 

.48 


.45 

.52 


.50 
.60 


.55 
.67 


.60 
.72 


.65 
.80 


2 


2K 


3 


3U 


4 


A ¥7 


2 


.24 


.36 






.43 


.51 


.67 


.72 


.80 


.87 


.96 


1.03 


2H 


3 
3 


3Vi 
3'/, 


4 

4 


VA 

4Vo 


5 
5 


23^ 
3 


.52 
.65 


.79 
.96 








.91 
1.13 


1.20 
1.44 


1.30 
1.60 


1.40 

1.77 


1.55 
1.93 


1.68 
2.10 


1.80 




• ' ■ 




2.27 


2H 

3 


4 
4 


4H 
4H 


5 
5 


5M 
5'/> 


6 
6 


3H 

4 


1.00 
1.15 


1.40 
1.60 










1.75 


1.95 


2.15 


2.35 

2.75 


2.55 
3.00 


2.75 


.... 


. _ . 


- - 


.... 


2.00 


2.25 


2.50 


3.25 




□ 



I 




yL. ^ JONCTIONS DE TUY.\U EN FER FORGE — WROUGHT IRON PIPE NIPPLES 





EZl 



cm 





4^ n ' < ■ 



OD 2432 
Compa cte — CI ose 

GALVANISEES, FILETAGE A DROITE 




OD 2433 
Courte— Short 



OD 2434 
Longue — Long 

— GALVANIZED, RIGHT H\ND THREADS 











1 


Prix pour 


ionctions extra longu 


es ga 


vanisees 




Longueur — Pouces 
Length in Inches 




. n 


Pr 
Pri 


ix 


Prices Extra Long Galvani 


zed Nipples 






ces 




Longueur— Pouces 












01 -:^ 


1 




Length in Incies 
















Com" 




















1? 








jjactc 


















Com- 
pacts 


Longue 
Long 




Cx 


ou 
courte 


Lon- 
gue 4 


5 6 


7 


a 


9 


10 


11 


12 


Close 


UX 






Close 


Long 


























Short 
























1 




S c 


$ c$ c 


S c$ 


c$ c 


$ c 


$ c 


$ c 


$ c 


$ c 


H 


m 


2 


2'.; 


3 


31.., 


1. 


.06 


.11 .12 


.15 


17 .21 


.24 


.26 


.29 


.31 


.34 


% 


m 


2 


21., 


3 


31. 


il 


.06 


.11 .12 


.15 


17 .21 


.24 


,26 


.29 


.31 


.34 


1 


lu 


2 


21 


3 


31. 


*. 


.06 


.11 .12 


.15 


17 .21 


.24 


.26 


.29 


.31 


.34 


l^ 


11/; 


9 


21., 


3 


314 


1:, 


.06 


.11 .13 


.16 


18 .23 


.26 


.28 


.31 


.33 


.36 




9 


:>io 


3 


3 1 ■■, 


4 


3., 


.08 


.14 


.18 


21 .26 


.29 


.32 


.35 


.38 


.41 


2 


21., 


3 


31-. 


4 


1 


.11 


.19 


.24 


28 .34 


.38 


.42 


.47 


.51 


.55 


IH 


^U 


3 


31-. 


4 


41., 


Hi 


.17 


.29 


.32 


38 .45 


.51 


.57 


.63 


.69 


.75 


1^ 
2 


2"'o 


o 


31. 


4 


41:, 


11., 


.21 


.35 


.39 


46 .55 


.63 


.70 


.77 


.84 


.91 


21 -i 


3 


3U 


4 


41.. 


?. 


.27 


.47 


.52 


61 .74 


.83 


.93 


1.03 


1.13 


1.23 


2J4 

2K 

2% 
3 


3 


.su 


4 


4U 


j- 



?M 


.56 


.86 


1 


00 1.26 


L41 


1.56 


1.71 


1.86 


2.01 


3 


.S 1 . 


4 


41. 


S 


3 


.70 


1.10 


1 


30 1.60 


L80 


2.00 


2.20 


2.40 


2.60 


4 


4U 


-S 


5i-.> 


fi 


31., 


1.20 


1.70 




.. 2.10 


2.35 


2.60 


2.85 


3.15 


3.40 


4 


4U 


5 


5U 


fi 


4 


1.35 


1.87 




, . 2.30 


2.60 


2.90 


3.20 


3.50 


3.80 


3 


4 


4i.> 


5 


5V^ 


6 


4U 


1.85 


2.60 




. . 3.30 


3.65 


4.05 


4.45 


4.85 


d.2d 


3?^ 
3K 


AH 

4H 
5 

5 


5 


51 


fi 


fii., 


5 


2.30 


3.15 




. , 3.75 


4.20 


4.60 


5.00 


5.40 


5.85 


5 


5h 


fi 


fii'o 


fi 


2.80 


4.25 




. 4.50 


5.00 


5.55 


6.05 


6.60 


7.15 


4 

4 


6 
6 








7 
8 


4.25 






5.65 
6.65 


6.35 
7.50 


7.05 
8.35 


7.75 
9.25 


8.45 
10.10 


9.20 




■ ■ r • ■ 




5.00 1 


10.95 






.=; 
















rTr> rv r* 


I rf^ ¥ IT 


» mh 


3P i riC 





T nnOTiPiir 


^— Pmires 




Oin 


Prix 


Prix pour jonctions 
Prices of hxtra Lc 


extra longues 
mg Nipples 

-Pouces 

nches 


Length in Inches 


Prices 


Longueurs- 
Length in I 


Com- 
pacte 
Cloae 




Long lie 

Long 


Cotn- 
pnctc 

oil 
Courte 

Closp 
or 

$ c 

.08 

.08 

.08 

.11 

.13 

.18 

.24 

.29 

.39 

.83 

1.04 

1.60 

1.84 


l.on- 

KlIG 

Long 


4 


5 


6 


7 


8 


9 


10 


11 


12 


H 

1 

IVs 

IH 

VA 

m 
2 

2H 
3 


VA 

IH 

2 
2 

2J^ 

2H 

2A 

3 

3 

4 

4 


2 
2 
2 
2 

2li 

2 A 
3 

3 

3 

3V2 

3M 

41^ 

4H 


2H 

2M 
2H 

2A 

3 

3 

3M 

3M 

4 
4 
5 
5 


3 
3 
3 
3 

Wi 

4 

4 

4 

4M 

^A 
SA 


^A 
3H 

3^2 

4 
4 

4^2 

4M 

4K2 
5 

5 

6 
6 


H 

A 

^' 
1 

VA 
2 

2H 
3 

3H 

4 


S c 

.13 

.13 

.13 

.16 

.19 

.29 

.37 

.43 

.57 

1.25 

1.54 

2.24 

2.56 


S c 
.15 
.15 
.15 
.18 


$ c 
.18 
.18 
.18 
.21 
.24 
.32 
.43 
.54 
.69 


$ c 
.21 
.21 

.21 
.26 

.27 
.38 
.51 
.62 
.82 
1.46 
1.81 


S c 

.26 

.26 

.26 

.29 

.37 

.50 

.62 

.77 

1.07 

1.92 

2.30 

2.80 

3.20 


$ c 

.29 

.29 

.29 

.34 

.40 

.53 

.72 

.83 

1.15 

2.08 

2.56 

3.12 

3.60 


S c 
.32 

.32 

.32 

.38 

.43 

.59 

.80 

.96 

1.28 

2.24 

2.83 

3.44 

4.00 


$ c 

.37 

.37 

.37 

.43 

.46 

.66 

.88 

1.07 

1.39 

2.48 

3.09 

3.76 

4.40 


S c 

.40 

.40 

.40 

.46 

.51 

.72 

.96 

1.15 

1.54 

2.69 

3.36 

4.08 

4.80 


$ c 

.43 

.43 

.43 

.50 

.56 

.77 

1.04 

1.28 

1.65 

2.88 






3.63 






4.40 








5.20 





■v 




■ I 







■11 li 



fc3 



□ 



r 1 



I-' 



M^ 



p 




RACCORDS EN FONTE — CAST IRON FITTINGS 






Gravure OD 2436.— Coudes en fonte, 90 




Plate^OD 2436.— Cast iron elbows, 90 



OD 2436 



Grosseurs — Pees 

Sizes — Inches 



'i 




/ 



nii'iii 



'A 

% 

H 
1 

1 

1 

1 

IM 

IM 
IH 
IK 

IH 

1 H 



H 

3, 



'8 

y% 

H 

% 



X 

X 
X 
X 

X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
U-2 X 1 

VA^V/2 
2 X H 
2 xl 

2 xV4 
2 xVA 
2 x2 

2MxlH 
2^2x2 



H 

1 

H 
Vi 

H 

1 



Prix la piece 

Noir 
Black 

$0.05 

0.05 

0.07 

0.06 

0.09 

0.09 

0.08 

0.12 

0.12 

0.12 

0.101^ 

0.18 

0.18 

0.18 

0.18 

0.16 

0.23 

0.23 

0.23 

0.20 

0.32 

0.32 

0.32 

0.32 

0.28 

0.60 

0.60 



Price each 
Galvanise 

Galvanized 

$0.10 
0.10 
0.14 
0.12 
0.18 
0.18 
0.16 
0.24 
0.24 
0.24 
0.21 
0.36 
0.36 
0.36 
0.36 
0.32 
0.46 
0.46 
0.46 
0.40 
0.64 
0.64 
0.64 
0.64 
0.56 
1.20 
1.20 



Grosseurs — Pees 
Sizes — Inches 



2H 

3 

3. 

3 

3K 

3y2 

4 
4 
4 
4 

5 
5 
5 

6 
6 
6 

7 
7 
8 

8 
8 
9 

10 
12 



X 2H 
x2 

X 2J^ 
X 3 
X 3 

3^ 

2 

2M 

3 

3M 

4 

4 

43^ 

3 

4 

5 

4 

5 

6 

6 

7 

6 

7 

8 
X 9 
xlO 
xl2 



X 
X 
X 
X 

X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 



Prix la piece 

Noir 
Black 

S0.50 
0.85 
0.85 
0.75 
1.20 
1.05 
1.40 
1.40 
1.40 
1.40 
1.20 
2.00 
1.75 
2.30 
2.30 
2.00 
3.15 
3.15 
2.75 
5.40 
4.70 
7.75 
7.75 
6.75 
9.00 
13.50 
20.00 



Price each 

Galvanise 
Galvanized 

$1.00 

1.70 

1.70 

1.50 

2.40 

2.10 

2.80 

2.80 

2.80. 

2.80 

2.40 

4.00 

3.50 

4.60 

4.60 

4.00 

6.30 

6.30 

5.50 

10.80 

9.40 

15.50 

15.50 

13.50 

18.00 

27.00 

40.00 




I - 



i 



t I I 



Ih 

I 



lill 



Gravure OD 2437. — Coudes en fonte, 
90", filetage droite et gauche. 




Plate OD 2437. —Cast iron elbows, 90° 
right and left threads. 



OD 2437 



Grosseurs — Pees 
Sizes — Inches 

y% 

H 
1 



Prix la piece 
Noir 
Black 

S0.06 
0.06 
0.07 
0.09 
0.12 



Price each 
Galvanise 
Galvanized 

$0.12 
0.12 
0.14 
0.18 
0.24 



Grosseurs — Pees 
Sizes — Inches 

IK 

2 

2H 
3 



Prix la piece — Price each 

Noir Galvanise 

Black Galvanized 



$0.18 
0.23 
0.32 
0.60 
0.85 



-I 



$0.36 

0.46 
0.64 
1.20 
1.70 



: ! I 



Prix sur demande, pour coudes galvanises, a filetage 



/ \, droite et gauche- 



Price on application for galvanized right and left 
elbows- 




I 




RACCORDS EN FONTE — CAST IRON FITTINGS 



:a a 



;f 



Gravure OD 2438.— Coudes en fonte, 45". 



i \i 




Plate OD 2438.— Cast iron elbows, 45°. 



OD 2438 



Grosseurs — Pees 

Sizes— Inches 

H 
1 

IK 
VA 

O 

AW 

3 



Prix la piece 

Noir 

Black 

S0.06 
0.06 
0.07 
0.10 
0.12 
0.19 
0.24 
0.34 
0.60 
0.90 



Price each 

Galvanise 

Galvanized 

S0.12 
0.12 

0.14 
0.20 
0.24 

0.38 

0.48 

0.68. 

1.20 

1.80 



Grosseurs — Pees 
Size? — Inches 

4 

4^ 
5 
6 
7 



9 
10 

12 



Prix a piece - 


— Price each 


Noir 


Galvanise 


B ack 


Ga vanized 


SI. 25 


S2.50 , 


1.45 


2.90 


2.20 


4.40 


2.50 


5.00 


3.45 


6.90 


5.90 


11.80 


8.50 


17.00 


11.25 


22.50 


17.00 


34.00 


25.00 


50.00 



Gravure OD 2439. — Tes en fonte- 




Plate OD 24,i<>.~Cast iron tee^;. 




\ 









OD 


2439 














Pri.x a piece 


— Price eac i 








Prix a piece - 


— Price each 


Grosaeuri— 


-Pees 


Noir 


Galvanise 


Grosseurs— 


-Pees 


Noir 


Galvanise 


Sizes — Inches 


Black 


Galvanized 


Sizes — Inches 


Black 


Galvanized 


'A 




S0.08 


SO. 16 




VA 




•SI. 50 


$3.00 


% 




0.08 


0.16 




4 




1.75 


3.50 


y^ 




0.09 


0.18 




4^ 




2.55 


5.10 


• K 




0.12 


0.24 




5 




3.00 


6.00 


1 




0.15 


0.30 




6 




4.00 


8.00 


IK 




0.23 


0.46 




7 




6.80 


13.60 


1^ 




0.29 


0.58 




8 




9.75 


19. .SO 


2 




0.41 


0.82 




9 




13.00 


26.00 


2H 




0.73 


1.46 




10 




19.50 


39.00 


3 




1.10 


2.20 













Gravure OD 2440. — Tes reducteurs en fonte. 




Plate OD 2440. — Cast iron reducing tees. 



OD 2440 



Grosseurs — Pees 
Sizes — Inches 

3. 



Prix la piece — Price each 

Noir 

Black 



Galvanise 

Galvanized 



7 \ 



U 
1 

IK 

VA 
2 

2A 
3 



so.oo 

0.09 
O.IO 
0.14 
0.17 
0.27 
0.33 
0.47 
0.S3 
1.25 



;_ n 




so.oo 

0.18 
0.20 
0.28 
0.34 
0.54 
0.66 
0.94 
1.66 
2.50 



Prix la piece 

Noir 

Black 

SI. 75 

2.00 

2.95 

3.50 

4.60 

7.80 
11.25 
15.00 
22.50 
33.50 



Price each 
Galvanise 
Galvanized 

■ S3.50 

4.00 

5.90 

7.00 

9.20 
15.60 
22.50 
30.00 
45.00 
67.00 






4 




7 \ 



a 



m 



lil 



w. 







l.f. 



V 1 



A 



p 



m 



if 



i 



m 



m#j i ^ 






fl 






If! 



IIHI:) 



Hik 



'W* 



! 





\ 



I ■ 

w 









OD 


2442 










Prix a piece 


— Price each 


■ 


Prix la piSce - 


— Price each 


Ci ross.eii rs — 


-Prp« 


Noire 


Galvanisee 


Grosseurs — Pees 


Noire 


Galvanisee 


Sizes^ Inches 


B!acl< 


Galvatiizec 


Sizes — Inches 


Black 


Galvanized 


y2 
1^ 




SO. 16 


.S0.32 


4 


$3.15 


S6.30 




0.22 


0.44 


4y^ 


4.60 


9.20 




0.27 


0.54 


5 


5.50 


11.00 


IK 




0.42 


0.84 


6 


7.25 


14.50 


2 




0.53 


1.06 


7 


12.25 


24.50 




0.75 


1.50 


8 


17.50 


35.00 


2^ 
3 




1.30 


2.60 


9 


23.50 


47.00 




2.00 


4.00 


10 


35.00 


70.00 


3>^ 




2.70 


5.40 


12 


52.50 


105.00 



Gra\ure OD 2443. — Croix reductrices en 
fonte. 




Plate OD 2443-— Cast iron reducing crosses. 









OD2443 














Prix !a piece - 


— Price each 






Prix la piece - 


— Price each 


Grosseurs— 


-Pees 


Noire 


Galvanisee 


Grosseurs— 


-Pees 


Noire 


Gaivanisee 


Si zes^ Inches 


Black 


Galvanized 


Sizes — Inches 


Black 


Galvanized 


H 




SO. 18 


S0.36 


4 




S3. 50 


S7.00 


H 




0.25 


0.50 


4.^ 




5.10 


10.20 


1 




0.30 


0.60 


5 




6.00 


12.00 


IK 




0.46 


0.92 


6 




8.00 


16.00 


l}4 




0.60 


1.20 


7 




13.50 


27.00 


2 




0.83 


1.66 


8 




19.25 


38.50 


2H 




1.45 


2.90 


9 




26.00 


.52.00 


3 




2.20 


4.40 


10 




38.50 


77.00 


314 




3.00 


6.00 


12 




58.00 


116.00 



Gravuro OD 2444.— Reducteurs en fonte. 




Plate OD 2444. — Cast iron reducers. 



OD 2444 



7 \ 



[Z] 



G r osseu r s — Pees 


Sizes- 


—Inches 


4H 


x4 


5 


x2 


5 


.\2K> 


5 


x3 


5 


x3!i 


5 


k4 


5 


xVA 


6 


x2 


6 


x2i^ 


6 


x3 



Prix la piece 

Noir 
Black 

$1.85 
2.00 
2.00 
2.00 
2.00 
2.00 
2.00 
2.70 
2.70 
2.70 



Price each 

Galvanise 
Galvanized 

S3.70 
4.00 
4.00 
4.00 
4.00 
4.00 
4.00 
5.40 
5.40 
5.40 



Grosseurs — Pce-S 
Sizes — Inches 



6x 
6x 
6x 
7x 

8x 

8x 

8s 

10 X 

10 X 

12 X 



3M 
4 

5 

6 
4 
6 
7 
6 
8 
10 



Prix la piece 

Noir 
Black 

S2.70 

2.70 

2.70 

5.35 

6.75 

6.75 

6.75 
10.00 
10.00 
15.00 



- Price each 

Galvanise 
Galvanized 

S5.40 
5.40 
5.40 
10.70 
13.50 
13.50 
13.50 
20.00 
20.00 
30.00 



: I 



la 




j::^ 




0W Mmt) 



RACCORDS EN FONTE — CAST IRON FITTINGS 








-at 



7 \ 



Gravure OD 2246.— -RIducteurs excentri- 
ques. 



Grosseurs^Pces 
Sizes — Inches 

IJ4X % 

1^x1 

2 X H 

2 xl 

2 xlM 

2 xl}4 

2i^xlH 
2iox2 " 

3 xlM 
3 x2 

3 x2H 
3^x11^ 

3;^xlH 
3?^x2 

3k2x2H 
3}4 X 3 

4 x2 



Prix !a pidce 

Noir 
Black 

$0.55 
0.55 
0.72 
0.72 
1.00 
1.00 
1.00 
1.00 
1.50 
1.50 
1.50 
2.40 
2.40 
2.40 
3.00 
3.00 
3,00 
3.00 
3.00 
4.00 




Price each OD 2446 

Galvanise Grosseurs — Pees 

Galvanized Sizes— Inches 





CI 







<1J 


-^4 


13 




LJ 


C ) 


f^ 


4^1 


f— 




-o 


ra 


Ui 


r 


13 


n 


e/} 






<i) 


M 






P-. Dh 



4 


x2K 


4 


x3 


4 


x3H 


4H 


x4 


5 


x2 


5 


x2i^ 


5 


x3 


5 


x3K 


5 


x 4 


5 


x4i^ 


6 


x2i^ 


6 


xc 


6 


X 3>> 


6 


x4 


6 


x5 


7 


x6 


8 


x5 


8 


x6 


i5 


x7 




Plate OD 2446. ^Eccentric reducers 



Prix la piece - 


— Price each 


Noir 


Ga vanise 


Black 


Galvanized 


$4.00 




4.00 




4.00 




5.00 


g 


6.00 


OJ ■" 


6.00 


'O -J 


6.00 


a HZ 


6.00 




6.00 


TD ^ 


6.00 

8.00 


v. C 

:3 


8.00 


>^ 


8.00 


0. Oh 


8.00 




s.oo 




9.00 




11.00 




11.00 




11.00 





Gravure OD 2447. — Des d'accouplement 
excentrique. 




Plate OD 2447. — Eccentric bushings. 





Prix a piece - 


- Price each OD 


2447 




Prix la piece - 


— Price each 


Grosseurs — Pees 


Noir 


Ga vanise 


Grosseurs — Pees 


Noir 


Galvani?;e 


Sizes — Inches _ 


Back 


Galvanized 


Sizes- 


— Incies 


B acv 


Galvanized 


IH^ 'A 


SO. 22 


o 


2li 


xl3^ 


SO. 42 


g 


IHx H 


0.22 


3 


X % 


0.60 


l^x H 


0.23 




3 


xl 


0.60 


T3 a 


iKx H 


0.25 




^3 


\l% 


0.60 


^■- 


IKx 1 


0.25 


e s- 




X 2 


0.60 


£ ^ 


2 X H 


0.27 


T3 ^ 


4 


xl^ 


1.00 




2 X H 


0.27 


^ C 


4 


X 2 


1.00 


^ S 


2 xl 


0.27 


3 C 


4 


x3 


1.00 




2 xUi 


0.27 


X S 


5 


x2 


1.85 


. 1— ■ ■ " 


2^x1 


0.42 




5 


x4 


1.85 




2J-2X1K 


0.42 




6 


x4 


2.50 





GRAVURE OD 2448— Des d^acc:>uplemenl. 




PLATE OD 2448.— Bushings 



OD 2448 



G rosseurs— Pouces 

Noir, droite 
Noir, dr et gauche 

Galv, droite 
Galv, dr. et gauche 

Grosseu rs^ — Pou c es 

Noir, droite 
Noir, dr. et gauche 
Galv droite 
Galv. dr. et gauche 



Prix la piece — Price each 

yi H ¥2 % 1 IK 1>^ 2 2M 3 33^ 

S0_04 S(».04 $0,04 $0.05 S0-0(> $0,07 $0.09 SO. 14 S0.21 S0.30 SO. 40 

0_0S 0-08 0.08 0.10 0.12 0.14 0,18 0.28 0.42 0.60 0.80 



%\ 






\> 




0.08 0.08 0.08 O.tO 
0.16 0.16 0.16 0.20 



0.12 0.14 0.18 0.28 0.42 0.60 0.80 
0.24 0.28 0.36 0.56 0.84 1.20 1.60 



Sizes — Inches 

Black, right 
Black, rifith 
and left. 
Galv. right 
Galv. r. & left 



4 

$0.50 
1.00 
1.00 
2.00 



4^ 

SO. 75 
1.50 
1.50 
i.OO 



\^\ 




10 12 Sizes — Inches 

S3. 75 S5.00 Black, right 

7.50 10.00 Black, r. & left 

7.50 10.00 Galv. right 

15.00 20.00 Galv. r. & left 



L 



□ 



£=x 



i 



i 



ilti 



ll 







I / 



)) 



m 




f 

1 




1 1 

4 



p1 




o a 




nn 



RACCORDS EN FONTE 



Gravure OD 24S0 
terieur. 




, — Bouchons, filetage ex- 



Prix la piece — Price each OD 2450 



CAST IRON FITTINGS 



Plate OD 2450.— Plugs, outside threads. 



Prix la piece — Price each 



Grosseu rs — Pees 
Sizes — Inches 



"4 

H 
1 

9 

m 

3 



Noir 
Black 

$0.02 
0.02 

0.02 
O.D.? 
0.04 
0.05 
0.07 
0.10 
0.18 
0.2.T 



Galvanise 
Galvanized 

.?0.04 
0.04 
0.04 
0.06 
0.08 
0.10 
0.14 
0.20 
0.3<) 
0..50 



Grosseurs — Pees 
Sizes — Inches 

VA 
4 ■ 

5 

6 

7 

8 

9 
10 
12 



Noir 
Black 

$0.38 
0.42 
0.65 
0.88 
1.20 
1.85 
2.75 
3.25 
3.75 
5.00 



Galvanise 
Galvanized 

.SO. 76 
0.84 
1.30 
1.76 
2.40 
3.70 
5.50 
6.50 
7.50 

10.00 



Gravure OD 2451 

ge exterieur. 



Bouchons pleins, fileta- 




Plate OD 2451.— Solid plugs, outside thread 



Pri\ la !)iece — Price each OD 2451 



Pri\ la piece — Price each 



G rosseu rs — -Pees 
Sizes — Inches 

K 

H 

H 
1 

IK 

Z 

3 



Noir 

Black 

S0.04 
0.04 
0.04 
0.06 
0.08 
0.09 

o.u 

0.15 

0.27 
0.38 



Galvanise 
Galvanized 

S0.08 

o.os 

0.08 
0.12 
0.16 
0.18 
0.22 
0.30 
0.54 
0.76 



Grosseurs— Pees 

Sizes — Inches 

3K 
4 

4H 

r- 

o 

6 

7 

8 

9 
10 
12 



Noir 
Black 

S0.57 
0.63 
1.00 
1.35 
1.80 
2.80 
4.15 
5.00 
5.75 
7.50 



Galvanise 
Galvanized 

SI. 14 

1.26 

2.00 

2.70 

3.60 

5.60 

8.30 

10.00 

11.50 

15.00 



Gravure OD 2452. — Bouchons a cavite. 




Plate OD 2452.— Countersunk plugs, 



Prix la piece — Price each OD 2452 



Grosseurs — Pees 

Sizee^Inches 

H 

1 

9 



Noir 
Black 

50.04 
0.06 
0.08 
0.09 
0.11 
0.15 



Galvanise 
Galvanized 

$0.08 
0.12 
0.16 
0.18 
0.22 
0.30 



Grosseurs— Pees 
Sizes— Inches 

2U 
3 ' 

3A 
4 
.5 . 
6 



Prix la piece — Price each 

Galvanise 
Galvanized 



Noir 

Black 

SO. 30 
0.40 
0.92 
1.10 
2.00 
3.50 



$0.60 
0.80 
1.84 
2.20 
4.00 
7.00 



Gravure OD 2453. — Raccords en U compact. 




Plate OD 2453.— Close return hends. 



OD 2453 



G rosseurs — Pouces 
Centre en centre 
La piece, noir 
La piece, galv. 



V4" 
$0.18 

0.36 



.?0.20 
0.40 



1 

IH" 

so. 22 
0.44 



// 



IK 

SO. 28 
0.56 



IH 

$0.40 

0.80 



ri 



2 

3M 
$0.57 

1.14 



/f 



3?4 
.tl .20 

2.40 



3 4 Sizes — Inches 

Ali" 6" Center to center 

$1.70 S5.00 Each, black 

3.40 10.00 Each, galvanized 



^ 





-i. 



Ml 




m\''i 



z^^ 




o a 








a 



RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2454. — Raccords en U compact, 
filetage droite et gauche. 



Plate OD 2454.— Return bends, close type, ri^ht and 
left threads. 



Grosseurs — Pouces 


H 


H 


1 


IH 


VA 


2 


2V^ 


3 


4 


Sizes— Inches 


Centre en centre 


IK 


V4 


IH 


2K 


2U 


^H 


^^'^ 


4H 


6 


Center to center 


No:r» la piece 


$0.21 


.SO. 23 


$0.26 


S0.33 


S0.46 


SO. 66 


SI. 40 


SI. 95 


S5.25 


B ack, each 


Galv. !a piece 


0.42 


0.46 


0.52 


0.66 


0.92 


1.32 


2.80 


3.90 


10.50 


Galv., each 



Gravure OD 2455. — Raccords 
ouvert, filetage a droite. 



en U 




Plate OD 2455-— Open return bends, 
right hand threads. 



OD 2455 



Grosseurs— Pouces 
Centre en centre 
Noir, la piece 
Galv. la piece 

Gra\ure OD 2456 

droite et gauche. 

Grosseurs — Pouces 
Centre en centre 
Noir, la piece 
Galv. la piece 



$0.26 
0.52 



2H 



,s 



S0.30 
0.60 



IK 

3 
■SO. 40 
0.80 



VA 

S0.55 
1.10 



2 

so. 80 

1.60 



2H 

SI. 35 
2.70 



3 4 Sizes— Inches 

6}4 7 ' .; Center to center 

S2.20 S6.50 Black, each 

4.40 13.00 Galvanized, each 



-Raccords en U ouvert, a filetage Plate OD 2456. — Return bends, open type, right and 

left threads. 



H 
VA" 

SO. 30 
0.60 



2H" 

S0.35 

0.70 



VA 

3" 

S0.46 

0.92 



VA 

VA" 

$0.64 

1.28 



2 
4Vr' 
0.92 
1.84 



2^ 



SI. 55 
3.10 



6li" 

S2,50 

5.00 



Sizes — Inches 
Center to center 
Black, each 
Galvanized, each 



Gravure OD 2457. — Raccords en U a incli- 
naison, filetage a droite. 




Flute OD 2457.— Pitched return bends, right 
hand threads. 



^ rj Longueur du radia- 

Grosseurs-Pouces teur sepentin-Pieds 
Sizes-Inches Length of coil-Feet 

3 

4 
5 
6 

8 
4 

5 
6 



1 
1 

1 
1 
1 

VA 
VA 
VA 



OD 2457 




Centre en centre 


Prix 


Pouces 


Noir 


Center to center 


Black 


Inches 




m 


SO. 26 


Vi 


0.26 


rh 


0.26 


1^4 


0.26 


1^'4 


0.26 


2K 


0.33 


2H 


0.33 


2A 


0.33 



Prix la piece — Price each 

Galvanise 

Galvanized 



•SO. 52 
0.52 
0.52 
0.52 
0.52 
0.66 
0.66 
0.66 



N.B.— Les raccords en U a inclinaison, a filetage droite N.B-— Right and left pitched return bends are made to 
et gauche, sont faits sur ordre seulement. order only. 

avec Plate OD 2458. — Close return bends with back outlet. 

Prix la piece — Price each 



Gravure OD 


2458.- 


—Raccords en U compact 


orifice arriere. 




Centre en centre 


Grosseurs^ Pouces 


Pouces p 


Sizes— Inches 


Center to center 






Inches 


H 




VA 


1 




2M 


VA 




2M 


VA 




2M 


2 




3M 


2y2 




3K 


3 




4M 



Filetage a droite — Right hand threads 



SO. 38 
0.42 
0.60 
0.80 
1.15 
2.00 
3.00 



SO. 76 
0.84 
1.20 
1.60 
2.30 
4.00 
6.00 



Filetage a droite et 

gauche 

Right and left hand 

threads 

S0.42 

0.48 

0.70 

0.95 

1.30 

2.30 

3.50 




V 





I ■ 



H 






•; 



)tH 




till 



lillil'r 



M 



Mi 



i' 



I 

I 



I. 





, t 



\ 



rzi 









OD 2460 


- 










Prix la 


piece - 


— Price each 








Prix la piece - 


— Price each 


Grosseurs — Pees 


Noir 




Galvanise 


Grosseurs— 


-Pees 


Noir 


Galvanise 


Sizes — Inches 


Black 




Galvanized 


Sizes—Inches 


Black 


Galvanized 


H 


SO. 20 




S0.40 




4 




$4.00 


$8.00 


H 


0.28 




0.56 




W. 




5.90 


11.80 


1 


0.34 




0.68 




b 




7.00 


14.00 


VA 


0.54 




1.08 




6 




9.20 


18.40 


m 


0.66 




1.32 




7 




15.60 


31.20 


2 


0.94 




1.88 




8 




22.50 


45.00 


2H 


1.66 




3.32 




10 




45.00 


90.00 


3 


2.50 




5.00 




12 




67.00 


134.00 


3J^ 


3.50 




7.00 












Gravure OD 2461 t 


m 


■ Plate OD 2461.— 

H Caps, inside threads. 


Gravure QD ^ 

2462, — Ecrous- M 
:'rein. " 


^^^^^^S^^^^ 


Plate OD 2462 


— Bouchons a file- 
tage interieur. 1 


^^mr 


— Lockriuts. 




OD 2462 






OD 2461 






- 




■ 


Prix la piece 


— Price each 




Prix la 


piece - 


- Price each 


Grof^seurs— 


-Pees 


Noir 


Galvanise 


Grosseurs — Pees 


Noir 




Galvanise 


Sizes^ — Inches 


Black 


Galvanized 


Sizes — Inehes 


Back 




Ga vanized 




21^ 




S0.27 


$0.54 


4 


S0.87 




SI. 74 




3 




0.34 


0.68 


4M 


1.05 




2.10 




3H 




0.47 


0.94 


5 


1.20 




2.40 




4 




0.64 


1.28 


6 


1.55 




3.10 




4}4 




0.85 


1.70 


7 


2.50 




5.00 




5 




0.90 


1.80 


8 


2.85 


' 


5.70 




6 




1.30 


2.60 


9 


4.75 




9.50 




7 




1.70 


3.40 


10 


5.50 




11.00 




8 




2.35 


4.70 


12 


7.00 




14.00 




9 
10 
12 




2.70 
3.00 
4.00 


5.40 
6.00 
8.00 



Gravure OD 2463. — Brides de plancher. 




Plate OD 2463,— Floor flanges. 



OD 2463 



Gro^^eurs — Pees 
Sizes—Inches 

H 

% 

H 

Va 
1 



Prix la piece — Price each 

NtMre 

Black 



Galvanisee 
Galvanized 



G rosseur s — Pees 
Sizes — Inches 



Prix la piece — Price each 

Noire -■■ 
Black 



Galvanisee 
Galvanized 



SO. 14 
0.14 
0.15 
0.18 
0.22 



$0.28 
0.28 
0.30 
0.36 
0.44 



IVa 



IV 



2 

2M 
3 



$0.30 
0.36 
0.45 
0.85 
1.00 



$0.60 
0.72 
0.90 
1.70 
2.00 





p 




;f^^i 



■..r<t> 



t ^ 




Od "1 



RACCORDS EN FONTE 

Graiure OD 24M. — Brides d'accouple- 
ment ordinaires. 



OD 2464 





CAST IRON FITTINGS 

Plat^ OD 2464. — Standard Flange 
unions. 



■y 



<} 




Grosseurs — Pouces 
Sizes — Inches 



H 
1 

IK 

3 

4 

4H 

5 

6 
7 
8 



Diam. de bride 

Pouces 
Diam. of tlange 
Inches 
3 

3-5, 16 
3^ 

4H 
VA 



9H 

ion 

11^4 

13 U' 



N ombre de bou- 

lons 
Number of bolls 

3 
3 
3 
4 
4 
4 
4 
4 
4 
5 
5 
5 
6 
7 
8 



Dim. des boulons 

Pouces 

Sizes of bolts 

Inches 

7/16 X l}4 
7/16 xlH 



Prix la piece — Price each 



IV 



?'^xl3/i 



kx2K 

ys X 23/4 

5^x3 
5^x3Ji 

5^x3K 

^x3if 
H^3>4 



Noir 
Black 
S0.40 
i».46 
0.52 
0.64 
0.78 
1.00 
1.25 
1.50 
1.80 
2.10 
2.70 
3.15 
3.95 
.S.50 



Galvanisee 
Galvanized 
SO. SO 
0.92 
1.04 
1.28 
1.56 
2.00 
2.50 
3.00 
3.60 
4.20 
5.40 
6.30 
7.90 
11.00 
14.00 



Gravure OD 2465.— Brides d'accouplement. 

Extra-pesantes. 

Diam. de bride — Pouces 
Grosseurs — Pouces Diameter of flange Nombre de 



Sizes — Inches 



3. 



2 
4 




1 

2 

2H 
3 

4 

5 
6 
7 
8 



Inches 
3 

3H 
4H 

^% 

6 

7^ 
7H 
8 

8M 
^% 
10; « 
12 

13 M 



Number o 
3 
4 
4 
4 
4 
5 
5 
6 
6 
7 
8 
8 
9 
10 
10 



boulons 
f bolts 



7.00 

Plate OD 2465. —Extra heavy 
Flange unions. 

Prix la piece — Price each 



Noire 
Black 
$0.60 
0.70 
0.80 
1.00 
1.15 
1.50 
1.90 
2.25 
2.70 
3.15 
4.00 
4.75 
6.00 
8.25 
10.50 



Galvanisee 

Galvanized 

SI. 20 

1.40 

1.60 

2.00 

2.30 

3.00 

3.80 

4.50 

5.40 

6.30 

8.00 

9.50 

12.00 

16.50 

21.00 



Gravure OD 2466.— Brides d'accouple- 
ment 

"DART". 



I 




CZI 



Grosseurs — Pouces 
Sizes^Inches 
1 

m 
2 

2H 
3 

3M 
4 

4H 

5 

6 

7 

8 



OD 2466 

Diam. de bride 

Pouces 
Diam. of flange 

Inches 

2-11/16 

2-11/16 

2-15/16 

3-11/16 

4ys 
3-15/16 

4H 
4H 
4ys 
4-11/16 

5-3/16 




Plate OD 2466. — Flange unions 



■■DART". 



Prix !a piec. — Price each 



Nombre de bou- 
lons 
Number of bolts 

4 

4 

4 

4 

5 

5 

5 

5 

5 

6 

a 

8 
8 



Dim. des boulons 

Pouces 

Sizes of bolts 

Inches 

H 

7/16 

'A 

y^ 



'8 

H 



Noire 

Black 

S0.80 

1.20 

1.60 

2.00 

3.20 

4.80 

6.00 

7.50 

8.75 

10.00 

12.50 

15.00 

18.00 



Galvanisee 

Galvanized 

$1.04 

1.56 . 

2.08 

2.60 

4.16 

6.24 

7.80 

9.75 
11.38 
13.00 
16.25 
19.50 
23.40 




h 

ji 




I ^1 



\ 



\: 




t£:zi] 



a 



p 



E^ 




Jl^i 








I 



v^ 



'• I I 



I 



It 



II f, 





cs:^^^^ 





y 





RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2468.— Coudes a 

bride en fonte, 90°, pour pression 
de regime de 125 lbs. 



Prix !a pi^ce 



OD 2468 




Plate OD 2468.— Cast iron 
flanged elbows, 90° for 125 lbs. 
working pressure. 



Price each 



Grosseurs 

Pouces 

Sizes 

Inches 

lY^ 

Wz 

2 xl3^ 
2 

2J^x2 

^y^ 

3 xlH 
3 x2 

3 x2H 
3 

31^x2 

3^x2^ 

3J^x3 

, 3}^ 

4 x2 

4 x23^ 
4 x3 

4 x3H 
4 

4Mx2J^ 

4Hx33^ 



Pliines 



Planes et 

perces 

Faced and 

drilled 

S3.60 

6.60 

3.60 

6.60 

3.60 

6.90 

3.75 

7.60 

7.60 

7.60 

4.15 

8.95 

8.95 

8.95 

4.90 

10.00 

10.00 

10.00 

10.00 

5.50 

12.00 

12.00 



Plus-value 

si galvanises 

Extra for 

galvanized 

S2.40 

2.40 

2,40 

2.40 

2.40 

2.50 

2.50 

2.75 

2.75 

2.75 

2.75 

3.25 

3.25 

3.25 

3.25 

3.65 

3.65 

3.65 

3.65 

3.65 

4.35 

4.35 



6 



x3^ 
X 4 



8 



Plants 
Faced 

sn.oo 

5.50 
12.50 
12.50 

12.50 
6.25 
15.25 
15.25 
15.25 
15.25 
15.25 
7.60 
21.00 
21.00 
10.50 
24.00 
24.00 
24,00 
24.00 
24.00 
12.00 



Planes et 

perces 

Faced and 

drilled 

su.oo 

6.50 
13.50 
13.50 
13.50 

7.25 
16.55 
16.55 
16.55 
16.55 
16.55 

8.90 
22.50 
22.50 
12.00 
25.60 
25.60 
25.60 
25.60 
25.60 
13.60 



Plus-value 

si galvanises 

Extra for 

galvanized 

S4.35 

4.35 

4.85 

4.85 

4.85 

4.85 

6.00 

6.00 

6.00 

6.00 

6.00 

6.00 

8.00 

8.00 

8.00 

9.00 

9.00 

9.00 

9.00 

9.00 

9.00 



Gravure OD 2469. — Meme que ci-haut, mais extra- 
pesants pour pression de regime de 250 lbs. 



Plate OD 2469. ^Same as above except extra heavy 
for 250 lbs. work" 



Grosseurs 

Pouces 

Sizes 

Inches 

IM 

2 xlK 

2 xli^ 

2 

2J^xlM 
2^x2 

2M 

3 x"lH 
3 x 

3 X 
3 

3Hx2 
33^ X 
33^ x 

Wi 

4 x2 

4 x2i-^ 

4 x3 " 

4 x3^ 

4 



2 

23^ 



23^ 
3 



PLmes 

Faced 

S4.50 

4.50 

9.00 

9.00 

4.50 

9.50 

9.50 

4.75 

10.25 

10.25 

10.25 

5.15 

15.25 

12.25 

12.25 

6.10 

13.50 

13.50 

13.50 

13.50 

6.75 



Planes et 

perces 

Faced and 

drilled 

$5.40 

5.40 

9.90 

9.90 

5.40 
10.40 
10.40 

5.65 
11.35 
11.35 
11.35 

6.25 
13.50 
13.50 
13.50 

7.35 
15.00 
15.00 
15.00 
15.00 

8.25 



Plus- value 

si galvanises 

Extra for 

galvanized 

$3.00 

3.00 

3.00 

3.00 

3.00 

3.10 

3.10 

3.10 

3.50 

3.50 

3.50 

3.50 

4.10 

4.10 

4.10 

4.10 

4.50 

4.50 

4.50 

4.50 

4.50 



Grosseurs 
Pouces 
Sizes 

Inches 

4M 

5x23^ 

5x3 
5x4 

5 
6x3 
6x3^ 
6x4 
6x4)^ 
6x5 

6 

x4 

x5 

x6 

7 
8x4 
8x5 
8x6 
8x7 

8 



7 
7 
7 



:ing pressure. 

Planes 

Faced 
S8.25 
18.75 
18.75 
18.75 
9.35 
22.75 
22.75 
22.75 
22.75 
22.75 
11.40 
31.50 
31.50 
31.50 
15.75 
36.00 
36.00 
36.00 
36.00 
18.00 



Planes et 

perces 
Faced and 

drilled 

$9.75 

20.25 

20.25 

20.25 

10.85 

24,75 

24.75 

24.75 

24.75 

24.75 

13.40 

33.75 

33.75 

33.75 

18.00 

38.50 

38.50 

38.50 

38.50 

20.50 



Plus- value 

si galvanises 

Extra for 

galvanized 

$5.50 

6.00 

6.00 

6.00 

6.00 

7.50 

7.50 

7.50 

7.50 

7.50 

7.50 

10.00 

10.00 

10.00 

10.00 

11.25 

11.25 

11.25 

11.25 

11.25 
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RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2470.— Coudes a 
brides, en fonte, 45°'. 

Reguliers pour 125 lbs de pression 

de regime- 

Extra-pesan t s poii r 250 lbs de 
pression de regime. 



r 




Plate OD 2470,— Cast iron flanged 
elbows, 45''- 

Standard for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 







OD 2470 ^ 


"^^^■■rtl 


^^^^^ 






RfiGULIERS 


— STANDARD 


EXTRA- 


-PESANIS 


— EXTR^ 


Grosseurs 




Planes et 


P US-value 


Grosseurs 




P anes et 


Pouces 


P3anes 


perces 


si pa vanises 


Pouces 


Planes 


perces 


Sizes 




Faced and 


Extra for 


Sizes 




Faced anc 


Inches 


Faced 


Dri led 


galvanized 


Inches 


Faced 


dril ed 


^H 


$3.30 


S3.90 


$2.40 


- . IH 


.S5.00 


.S5.90 


IH 


3.30 


3.90 


2.40 


xy, 


5.00 


5.90 


2 


3.30 


3.90 


2.40 


2 


5.00 


5.90 


2H 


3,50 


4.10 


2.50 


2^ 


5.25 


6.15 


3 


3.80 


4.50 


2.75 


3 


5.65 


6.75 


3M 


4.50 


5.35 


3.25 


3^ 


6.75 


8.00 


4 


5.00 


6.00 


3,65 


4 


7.50 


9.00 


W 


6.00 


7.00 


4.35 


4,^ 


9.00 


10.50 


5 


6.90 


7.90 


4.85 


5 


10.35 


11.85 


6 


8.35 


9.65 


6.00 


6 


12.50 


14.50 


7 


11.00 


12.50 


8.00 


7 


16.50 


18.75 


8 


12.60 


14.20 


9.00 


8 


19.00 


21.50 



Pluf^-vakie 
si .galvanises 
Extra for 
galvanized 
S3.00 
3.00 
3.00 
3.10 
3.50 
4.10 
4.50 
5.50 
6.00 
7.50 
Ifl.OO 
11.25 



Gravure OD 2471. — Coudes a 
bride de longue portee, 90°. 

Reguliers pour 125 lbs de pres- 
sion de regime. 

Extra-pesants pour 250 lbs de 
pression de regime. 





OD 


2471 ^ 


'^^ 




RfeGULIERS- 


STANDARD 


Grosseurs 




P anes et 


Plus-value 


Pouces 


Planes 


perces 


si galvanises 


Sizes 




Faced and 


Extra for 


Inches 


Faced 


drilled 


galvanized 


IM 


S5.00 


S5.90 


$3.60 


2 


5.0D 


5.90 


3.60 


2M 


5.25 


6.15 


3.75 


3 


5.75 


6.85 


' 4.15 


3M 


6.75 


8.00 


4.90 


4 


7.50 


9.00 


5.50 


4M 


9.25 


10.75 


6.50 


5 


10.50 


12.00 


7.25 


6 


12.65 


14.60 


9.00 


7 


17.50 


19.75 


12.00 


8 


20.00 


22.40 


13.50 




Plate OD 2471.— Long radius 
flanged elbows, 90°. 

Standard for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 



EXTRA-PESANTS — EXTRA HEAVY 



Grosseurs 




^ anes et 


Plus-va ue 


Pouces 


Planes 


perces 


si galvanises 


Sizes 




Faced and 


Extra for 


Inches 


Faced 


drilled 


galvanizec 


1/2 


S 


$ 


S 


2 


7.50 


8.85 


4.50 


2M 


8.00 


9.35 


4.65 


3 


8.60 


10.25 


5.25 


3H 


10.25 


12.15 


6.15 


4 


11.25 


13.50 


6.75 


^Vi 


13.75 


16.00 


8.25 


5 ■ 


15.50 


17.75 


9.00 


6 


19.00 


22.00 


11.25 


7 


26.50 


29.85 


15.00 . 


8 


30.00 


33.75 


16.75 
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RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2472 


. — Coudes a 


brides avec orifice latera . 


Regxiliers pour 125 lbs de pression 


de regime. 




Extra-pesants ]iour 


250 lbs de 


pression de regime. 




Prix la piece 




RfiGULIERS — STANDARD 


Grossfiirs-: 


Platii^s et 


Poiu-t-K Plants 


percfe 


HizcH Fated 


Faced and 


JikIicm 


dri IH 


4 S26.50 


S28.00 


5 28.50 


30.00 


6 33.00 


35.00 


7 40.25 


42.50 


8 47.50 


50.00 




Plate OD 2472.— Side outlet Hanged 
elbows. 

Standard for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 
Price each 



OD 2472 



EXTRA-PESANTS 


EXTRA HEAVY 


Grosseurs 


Planfe ct 


Pouces Plan^ 


Percys 


Sizes Fared 


Faced and 


1 nciips 


drilled 


4 $35.75 


$38.00 


5 37.75 


40.00 


6 42.00 


45.00 


7 51.75 


55.00 


8 61.25 


65.00 



Gravure OD 2473.— Coudes a bride 

a double branchements, 

R^j^ulier?^ pour 125 lbs de pression 

de regime, 

Extra-pesants pour 250 lbs de 
pression de regime, 

RfeGULIERS — STANDARD 



CirnsM-iirh 




l'\i\[lf'>< cf 


SilEOS 


Pb Ill's 


ptTife 


I'ltWft'ti 


VlK-l-ll 


Fi]"T-'l anfl 


1 ^*■ll(•^ 




drill. .1 


4 


$2H.r>0 


$30.00 


5 


36.00 


37.50 


6 


3K.00 


40.00 


7 


42.75 


45.00 


8 


47.50 


50.00 




Plate OD 2473.— Double branch 

flanged elbows. 

Standard for 125 lbs. working 
pressure. 
I Extra heavy for 250 lbs. working 
pressure. 

EXTRA-PliSANTS 
EXTRA HEAVY 



OD 2473 



Croj-hcurs 




Plan/* pt 


Poiif'es 


P an6s 


pen 'fa 


Sizes 


Fii('('( 


Faepd (iiiij 


Inr'hffi 




( rill.-d 


4 


^35. 75 


$38.00 


5 


42.75 


45.00 


6 


49.50 


52.50 


7 


56.50 


60.00 


8 


66.25 


70.00 



Cravure OD 2474. — Coudes a bride 
avec base ronde ou carree. 

Rcguliers pour 125 lbs de pression 
de rctiimc. 

Extra-pesants pour 250 lbs de 
pressinn de regime. 




Plate OD 2474. — Square or round 
base (ianged elbows. 

Standard for 125 lbs. workings 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 



REGULIERS ^ STANDARD 



OD 2474 



EXTRA-PESANTS — EXTRA HEAVY 






4 

5 
6 
7 
8 



1>£IKP 

base 

S9.M 

11.00 
12.50 
15,25 
21.00 

24.00 



Piiiiiii:'b ^t 

Fac*vl and 
driIJ<?<J except 

110.00 
12.00 
13.50 
16.55 
22.50 
25.60 



Plii'-valuc 
81 RalvanisJh 
Kxtni for 
Kilvaniu^ 

$5.50 

6.50 

7.25 

• 9.00 

12.00 

13.50 



Poucoft 

Six*'** — Iin-lif'h 



4 

o 
6 
7 
8 



PJAin^-a tnoirm 

baito 
FjK*<*d c'xc<^t 

$I3..^D 
16.50 
18.75 
22.75 
.^1.50 
36.00 



pvrc^ moitw 

buac 

Facrd and 

(IrillMi except 

llUKf 

$15.00 

18.00 
20.25 
24.75 
33.75 
38.50 



PIuH-valiic 
»i (niK.-iiiir^ia 

I. Mr:, for 

Kxlvaiiixr'd 

$ 6.75 

8.25 

9.00 

11.25 

15.00 
16.75 
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U 
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Ree:uliers pour 150 lbs de pres- 

sion de regime. 

Extra-pesants pour 250 lbs de 
pression de regime. 



rzx 









OD 

Prix la piece 


2476 

— Price each 










REGULIERS 


— STANDARD 


EXTRA- 


-PES A NTS 


— EXTRA 


HEAVY 


Grosseurs 


Plants et 


Plus-value 


Grosseurs 




Planes et 


Plus- value 


Pouces 


Planes 


perces 


si ga vanises 


Pouces 


P an^s 


perces 


si ga vanises 


Sizes 




Faced and 


Extra for 


Sizes 




Faced and 


Extra or 


Inches 


Faced 


drilled 


ga vanized 


Inches 


Faced 


dri ed 


galvanized 


Ui 


S4.35 


S5.25 


$3.60 


IK 


S6.50 


S7.85 


S4.50 


l}4 


4.35 


5.25 


3.60 


m 


6.50 


7.85 


4.50 


2 


4.35 


5.25 


3.60 


2 


6.50 


7.85 


4.50 


2)4 


4.55 


5.45 


3.75 


21^ 


6.90 


8.25 


4.65 


3 


5.00 


6.10 


4.15 


3 


7.50 


9.15 


5.25 


^H 


5.85 


7.10 


4.90 


3K 


8.90 


10.80 


6.15 


4 


6.50 


8.00 


5.50 


4 


9.75 


12.00 


6.75 


4H 


8.00 


9.50 


6.50 


4H 


12.00 


14.25 


8.25 


5 


9.10 


10.60 


7.25 


5 


13,50 


15.75 


9.00 


6 


11.00 


12.95 


9.00 


6 


16.50 


19.50 


11.25 


7 


15.25 


17.50 


12.00 


7 


23.00 


26.35 


15.00 


8 


17.40 


19.80 


13.50 


8 


26.00 


29.75 


16.75 


r<i.\Tttr^ € 


"»n 7J.77 'Ipc 


rpHnrfpnrti ^ h 


riHf'ij 


Pliif-p on 247 


7. — RfHiirin 


c flantrfri tpf 


t^ 



Reguliers pour 125 lbs de pression de regime. 
Extra-pesants pour 250 lbs de pression de regime- 



Standard for 12^ Ibs- working pressure. 
Extra heavy for 250 lbs, working pressure. 



Grosseurs 




Planes et 


Plus- value 


Grosseurs 




Planes et 


Plus-value 


Pouces 


Planes 


perces 


si galvanises 


Pouces 


planes 


perces 


si galvanises 


Sizes 




Faced anc 


Extra for 


Sizes 




Faced and 


Extra or 


Inches 


Faced 


drilled 


ga vanized 


Inches 


Faced 


drilled 


ga vanized 


IK 


( 


$ 


% 


^V4 


S 


$ 


» 


IH 








VA 








2 


5.00 


5.90 


3.75 


2 


S.60 


8.85 


4.50 


2M 


5.25 


6.15 


3.75 


2^ 


8.00 


9.35 


4.65 




5.75 


6.85 


4.15 


3 


8.60 


10.25 


5.25 • 


33^ 


6.75 


8.00 


4.90 


3H 


10.25 


12.15 


6.15 


4 


7.50 


9.00 


5.50 


4 


n.25 


13.50 


6.75 


4H 


9.25 


10.75 


6.50 


4H 


13.75 


16.00 


8.25 


5 


10.50 


16.45 


7.25 


5 


15.50 


17.75 


9.00 


6 


14.50 


14.60 


9.00 


6 


19.00 


22.00 


11.25 


7 


17.50 


19.75 


12.00 


7 


26.50 


29.85 


15.00 


8 


23.00 


25.40 


13.50 


8 


- 30.00 


33.75 


16.75 
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RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2478.— Tes a bride a 
simple courbure, 

Reguliers, pour 125 !bs de pression 

de regime. 

Extra-pesants pour 250 lbs de pres- 
sion de regime. 



;il 




Plate OD 2478.— Single sweep 
flanged tees. 

Standard for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 




] 



Ll 









OD 


2478 








REGULIERS - 


- STANDARD 


EXTRA-PESANTS - 


- EXTRA 


HEAVY 


Crosse urs 


Plants 


Plants ct 


Plus-vahip 


Grosscurs 


Planfe 


Piano's et 


PI us- value 


POUCPS 


Faced 


pprr/'s 


si £a vaniscs 


Ponces 


Faced 


nereis 


si Ralvauisi^s 


Dizos — Inches 




l':irf*d ;nul 


Extra for 


Sizes — Inches 




Faced and 


Extra for 






(Irilltnl 


fiaSvanized 






drilled 


gaivanizpd 


2 


S5.tP0 


S5.90 


S3. 60 


2 


$7.50 


S8.85 


$4.50 


2M 


5.25 


6.15 


.^.75 


2^ 


8.00 


9.35 


4.65 


3 


5.75 


6.85 


4.15 


3 


8.60 


10.25 


5.25 


31^ 


5.75 


8.00 


4-90 


31-^ 


10.25 


12.15 


6.15 


4 


7.50 


9.00 


5.50 


4x2 


U.OO 


15.25 


6.75 


4H 


9,25 


10.75 


6.50 


4x2 J.lS 


13.00 


15-25 


6.75 


o 


10.50 


12.00 


7.25 


4 


11.25 


13.50 


6-75 


6 X 2^-< 


14.50 


16.45 


9.00 


4H 


13.75 


16.00 


8.25 


(i X 3 


14,50 


16,45 


9.00 


5 


15.50 


17.75 


9.00 


(i \ 4 


14.50 


16.45 


9.00 


6x4x4 


22.00 


25,00 


1 1 . 25 


(i X T) 


14.50 


16.45 


9.00 


() X 4 


22.00 


25.00 


n.25 


6 


12.65 


14.60 


9.00 


G 


19.00 


22.00 


11.25 


7 


17,5ft 


19.75 


12.00 


7 


26.50 


29.85 


15.00 


8x6x4 


33.00 


25.40 


13.50 


8 X (J X 


54.50 


38.25 


16.75 


8 X 6 X (^ 


2.^.00 


25.40 


1J,.S0 


Sx6 


34.50 


38.25 


16.75 


S X 3 


23.00 


25.40 


15.50 


i 


30.00 


33.75 


16.75 


S X o 


23.00 


25.40 


13,50 










fix6 


33,00 


25.40 


13.50 










8 


20.00 


22.40 


13.50 













Gravure OD 2479.— Tes a bride a 
double courbure. 

Reguliers, pour 125 lbs de pression 
de regime. 

Extra-pesants, pour 250 lbs de 
pression de regime. 




Plate OD 2479.— Double sweep 
flanged tees. 

Standard, for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs, working 

pressure. 




OD 2479 



RfiGULIERS — STANDARD 



EXTRA-PESANTS — EXTRA HEAVY 




Grosscurs 
Ponces 

Sizes— Inc-Iips 

IH 

2 

Ui 
4x2 

4 

4H 

S 
fi x3 
6 X .5 

6 

7 
8x6 

8 



Faced 



S5.no 

5.00 
5.25 
5 75 
6.75 
8.65 
7.50 
9.25 
10.50 
14.50 

J 2.65 
17.50 
23.00 
20.00 



Plants et 

pcrc<?s 

Fared and 

drilled 

55.90 

5.90 

6.15 

6.85 

8.00 

10.15 

9.00 

10.75 

12.00 

16.45 

16.45 

14.60 

19.75 

25.40 

22.40 



Plup-vaUie 

si galvanises 

Extra for 

galvanized 

S3. 60 

3.60 

3,75 

4.15 

4.90 

5.50 

5.50 

6.50 

7.25 

9.00 

9.00 

9.00 

12.00 

13.50 

13.50 



Grosspurs 

Pouces 

Sizes — Incbes 

2 

2H 
3 

3i^ 

4 

AlA 
5x3 
5.\4 

5 

x3 

6 

7 

X 5 

X 6 

8 



6 




Planfs 
Faced 



$7.50 

7.50 

8.00 

8.60 

10.25 

n.25 

IJ.75 
17.85 
17.85 
15.50 
22.00 
19.00 
26.50 
34.. 50 
34.50 
30.00 



Plant's et 
perc^s 

Faced and 
drilled 

$8.85 
8.85 
9.35 
10.25 
12.15 ■ 
13.50 
16.00 
20.10 
20.10 
17.75 
25.00 
22.00 
29.85 
38.25 
38.25 
33.75 



Plus-value 

3i [^alvanis^s 

Extra for 

galvanized 

$4.50 

4.50 

4.65 

5.25 

6.15 

6.75 

8.25 

9.00 

9.00 

9.00 
11.25 

n.25 

15.00 

16.75 
16.75 
16.75 



o 




RACCORDS EN FONTE — CAST IRON FITTINGS 



o a 



Gravure OD 2480,— Tes a bride a 

branchement lateral 

Reguliers, pour 125 lbs de pression 
de regime. 

Extra- pesants, pour 250 lbs de 
pression de regime. 




Plate OD 2480-— Side outlet Hanged 
tees. 

Standard, for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 










V 


OD 


24S0 






\ 




REGUUERS — 


STANDARD 




EXTRA' 


PESANTS — 


EXTRA HEAVY 


Grnssrn re- 
sizes — I 






PJlLDL'S ft plTrrS 




G r os,s t' \ I rs — F oi i c es 






4 
5 
6 
7 
8 




S3 1.00 
.^5.00 
42.25 
49.511 

56.75 


$S3.ftO 
,?7.fl0 
45.00 
52.50 
60.00 




4 

5 

7 
8 




S42.00 
47. QO 
53.50 
6,i.00 


S45.00 
50.00 

57.50 
(i7.50 
77,50 



Gravure OD 2481.— Croix a 

bridep- 

Reguliers, pour 125 lbs de pres- 
sion de reginrie. 

Extra-pesantf=, pour 250 !bs de 
pression de regime. 




Plate OD 2481, — lianged 
crosses. 

Standard, for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. vvorkinc 
pressure- 



OD 2481 



REGULIERS — STANDARD 



EXTRA-PESANTS — EXTRA HEAVY 



GrOfiscurs 

Pr>iiros 

Sizes — Inc-lies 

2 

3 

4x3 
4 

4H 
5 X 2ii 
5x3 



5x4 

5 
C, K 3 

6x4 



S 



ZZH 



6x0 









7 




8 X 6 X 


a 


X 6x8 


X 


8x3 




8x4 




8x5 




8x6 




S 





(i 



rian68 
Faced 



Sfc-75 
6-75 
6-75 
b.95 
7,65 
9JK> 
11 50 
10.00 
12.00 
15.75 
15-75 
15.75 
13-75 
19,25 
19-25 
19-25 
16.75 
23.00 
30.50 
30.50 
30.50 
30.50 
30.50 
30,50 
26.50 



Plunk's ct 

Fa< e<J and 
dnlkd 

$7.95 
7.95 
7,95 
8.15 
9.05 
10.70 
13.50 
12.00 
14.00 
17.75 
17,75 
17.75 
15.75 
21.75 
21.75 
21.75 
19.25 
26-00 
33.75 
33.75 
33.75 
33.75 
33.75 
33.75 
29-75 



P[lt:^-V;iluf 

si e:alviinis('_s 

F-\trii tor 

ffjilvarized 

S4,80 

4-80 

4.80 

5-00 

5.50 

6.50 

7-25 

7,25 

8-75 

9.75 

9.75 

9-75 

9.75 

12-00 

12.00 

12-00 

12.00 

16.00 

18.00 

18.00 

18.00 

1«.00 

18.00 

18.00 

18.00 



Grosseiirs 

POMf'f*?> 

Sizes — Inches 

Hi 

9 

VA 

4 X 21 > 

4 

5 
fix 3 
6x4 

r> 

7 
8 



Pliim'"* 
Faced 



$10.00 
10.00 
10.00 
10.50 
13.25 
11.50 
13.50 
17.00 
15.00 
18,00 
20 50 
29. im 
29.00 
25.00 
35.00 
46.00 
46.00 
46.00 
40.00 



Plani'-s et 

drilled 

$11.80 
11,80 
11.80 
12.30 
15.50 
13.75 
16.00 
20.00 
18,00 
21.00 
2,3.50 
33.00 
33.00 
29.00 
39.50 
51.00 
51.00 
51.00 
4,5,00 



SI i;alvinjiH'''s 

E.vtra for 

l^:ilvanizr'fl 

S 6.00 

6.00 

6.00 

6.25 

7.00 

7.00 

8.25 

*,OT 

9.00 

11.00 

12 00 

15.00 

15.00 

15.00 

20.00 

22.50 

22.50 

22.50 

22,50 




V 





Z 



CD 



I 



: \ 




H 



RACCORDS EN 
FONTE 

Gravure OD 2482. — Reducteurs a 

bride coniques. 

Re^lierfi, pour 125 lbs de pression 
de reg^ime. 

Extra-pesants. pour 250 lbs de 
pression de regime. 

Prix la piece 

RfiGULTERS — STANDARD 












OD 2482 ^ 


1^^ 


Grossenrs 




Planes ct ppr- 


Plus-valitc 


Polices 


Plan<:'s 


f^S 


nsi «?! vanis^s 


Size.S- 


-IlU'llPS 


Fapod 


Faced and 
dniled 


Extra for 
galvanized 


3 


X 2 


S6.90 


S7.60 


S2.75 


3 


x2i^ 


6.90 


y.ftO 


2.75 


:^"- 


>: 2"o 


».I0 


8,95 


3.25 


4 


X 2 


9.fl() 


10.00 


.?.65 


4 


X 2'.. 


9.00 


10,00 


3.65 


4 


X 3 


9.00 


10.00 


3,65 


4lv 


x2 


It. 00 


12.00 


4.35 


4^ 


x3 


11.00 


12.00 


4, .^5 


a 


X 2 


12,50 


13.50 


4.S5 


6 


X 2'^ 


1 2. 50 


13;, 50 


4.85 


«T 


X ^ 


12.50 


M.sn 


4.85 


-> 


X 4 


12.50 


M.50 


4.85 


<i 


X :i 


15. i5 


1&.55 


6.00 


i) 


X 3'^» 


15.25 


16. ,55 


6.00 


li 


X 4 


15.25 


16.55 


6.00 


fi 


X o 


!5.25 


16.55 


6.O0 


i 


X 3 


21.00 


22.50 


8-00 


J 


X 4 


21.00 


22.50 


S.OO 


J 


X 


21.00 


22,50 


S.OO 


4 


X (i 


21.00 


22.50 


8.00 


N 


\ <^ 


24.00 


25.60 


9,00 


N 


X 4 


24.00 


25.60 


9.O0 


S 


X .) 


24.00 


25.60 


9.00 


s 


X li 


24.00 


25.60 


9.00 




Grosseiirs 
Pou(*es 

Sizes — Inolies 



2H 
3 

^14 
4 
4 
4 

414 
5 

r> 
fi 
G 

e 

7 
7 
7 
7 

s 
■S 

s 



2"^ 



2!i 

3 
9 



X 

X 
X 
X 
X 
X 

X 3 

X 2 

x3 . 
X 4 
X 3 
x3U 
X 4 

X '7 

X 3 
X 4 
X -5 
xfi 
\3 
X 4 
X o 
x6 



Gravure OD 2483,— Branchoment 
lateral a bride. 

Reguliers, pour 125 lbs de pression 
de regime. 

Extra-pesants, pour 150 lbs de 
pression de regime. 

REGULIERS - STANDARD 



^ 



Grosseurs 

Pouocs 

Sizes — Tnrlips 

1!< 
IH 

3 
31^ 

4 X 2M 

4 

^^ 

.T 

G X 
(! X 
fix 



7 

Sx 6x G 

8x3 

8x6 

8 



21-5 

3 

4 





OD 2483 




Plant^s et 


Plant's 


per f ^'s 


Faced 


Faref and 




ciri Ice 


S6.75 


S7,95 


A. 75 


7.95 


6.75 


7.95 


6.95 


8.15 


7.65 


9.05 


9.00 


10.70 


11.50 


1 .1. 50 


10.00 


12.00 


I2.no 


14.00 


1.1.75 


15.75 


19.25 


21.75 


19.25 


21.75 


19.25 


21.75 


16.75 
23.00 
30.50 


19.25 
26.00 
33.75 


30.50 

.10.50 
26.50 


35. 75 
33.75 
29.75 



£ 



CAST IRON 
FITTINGS 

Plate OD 2482.— Flanged taper 

reducers. 

Standard, for 1 25 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 

Price per piece 

EXTRA- PES ANTS — 
EXTRA HEAVY 



^ 




Planf.« 
Faced 

S9.50 
10.25 
12.25 

U.50 
13.50 
13.50 
16.50 
16.50 
18.75 
18.75 
18.75 
18.75 
22.75 
22.75 
22.75 
22.75 
31.50 
31. .50 
31.50 
31.50 
36.00 
36.00 
36.00 
36.00 



Plants ct 

perof's 

Faced and 

drilled 

S 10.40 

11.35 

13.50 

15.00 

15.00 

15.00 

18.00 

18.00 

20.25 

20.25 

20.25 

20.25 

24,75 

24.75 

24.75 

24.75 

33.75 

33.75 

33.75 

33.75 

38.. 50 

38.50 

38.50 

38.50 



Plus-value 
si galvanises 

Extra for 
galvanized 
$3.10 

3.50 

4.10 

4.50 

4.50 

4.50 

5.50 

5.50 

6.00 

6.00 

6.00 

6.00 

7.50 

7.50 

7.50 

7.50 
lO.OO 
10.00 
lO.OO 
10.00 
11.25 
11.25 
11.25 
11.25 




Plate OD 2483.— Flanged lateral 

branch. 

Standard, for 125 lbs. working 
pressure. 

Extra heavy for 250 lbs. working 
pressure. 

EXTRA-PESANTS — 
EXTRA HEAVY 



Plus-va no 


Groaseiirs 




si culvanis^s 


Pouccs 


Planf^s 


Extra lor 


SLzes^ — -Indies 


Faced 


■gelvanizc( 






S4.80 


IK 


SIO.OO 


4.80 


\}A 


10.00 


4.80 


2 


10.00 


5.00 


2H 


10.50 


5..'>0 


9 


11.50 


6.50 


3H 


1.1.50 


7.25 


4x2!4 


17.00 


7.25 


4 


15.00 


8.75 


4H 


18.00 


9.75 


5 


20.50 


12.00 


6>:2«X 


29.00 


12.00 





25.00 


12.00 


7 


35.00 


12.00 


S 


40.00 


16.00 






18.00 






18.00 






18.00 






18.00 ^ — 


■ 





P ani^E et 


Phis-va lie 


peret^s 


si £H vajiis^s 


Faced and 


Extra for 


drilled 


Ralvanized 


S1I.80 


S6.00 


11.80 


6.00 


11.80 


6.00 


12.30 


6.25 


13.75 


7.00 


16.00 


8.25 


20.00 


9.00 


18. DO 


9.00 


21.00 


11.00 


23.50 


12.00 


33.00 


15.00 


29.00 


15.00 


39.50 


20.00 


45.00 


22.50 



I 



1 



□ 






P^ Ww^ 




■i^iji 



RACCORDS EN FONTE - CAST IRON FITTINGS 



Grdvure OD 2484.— Brides 
d'assemblage, 125 lbs de pres- 
sion de regime. 




Plate OD 2484. — Companion 
flanges 125 lbs. working pres- 
sure. 



OD 2484 



r£g uli feRES— standard 
















Plus-value si 














boulonnees sur 


Gross eurs des 

raccords 

Pouces 

Sizes of 

fittings 

Inches 


Bride d'assem- 
blage requise 

Pouces 
Companion 
lange re- 
quired 
Inches 


* 

Planees 
Faced 


Planees et 

percees 
l-'aced and 

dri lee 


Planees, per- 
cees et bou- 

lonnees 

Faced, drilled 

and bo tec 


Plus-value si 

ga vanisees 
Extra for 
galvanized 


p aque protec- 

trice en bois 

ou avec 2 bou- 

lons 

H.xtra for bo :- 

ing on wood 

protecting 

flange or witli 

2 hots 


1 


1 X 4 


$0.55 


$0.80 


SI. 15 


SO. 60 


SO. 20 


IH 


IHx 4^4 


0.60 


0.85 


1.20 


0.60 


0.20 


VA 


VyU 5 


0.65 


0.90 


1.30 


0.60 


0.20 


2 


2x6 


0.75 


1.00 


1.50 


0.70 


0.20 


2H 


2Hx 7 


0.85 


1.10 


1.60 


0.75 


0.20 


3 


3 X 7H 


0.95 


1.25 


1.75 


0.85 


0.25 


3H 


3Kx 8H 


1.20 


1.55 


2.05 


1.00 


0.25 


4 


4x9 


1.35 


1.80 


2.70 


1.20 


0.25 


A^ 


4Hx 9'^ 


1.45 


1.90 


3.00 


1.25 


0.25 


5 


5 X 10 


1.60 


3.05 


3.15 


1.35 


0.25 


6 


6 X 11 


2.00 


2.50 


3.60 


1.65 


0.25 


7 


7 X 12 K 


2.65 


3.25 


4.35 


2.15 


0.30 


8 


8 X 13 K 


3.10 


3.80 


5.00 


2.50 


0.30 




Gravure OD 2485.— Brides d'assemblage 250 lbs de Plate OD 2485.— Companion Ranges 250 lbs. worUing 
pression de regime. pressure. 



EXTRA-PESANTES — EXTRA HEAVY 



I 



Grosseurs des 

raccords 

Pouces 

Sizes of 

fittings 

Inches 



Bride d'assem- 
blage requise 

Pouces 

Companion 

flange required 

Inches 



Planees 

Faced 



Planees et 

percees 
Faced and 

drilled 



Planees, per- 
cees et bou- 
lonnees 
Faced, drilled 
and bolted 



Plus-value si 
gal vanisees 

Extra for 
galvanized 




1 

IK 

2 

2}4 

3 

3^ 
4 

VA 

5 

6 

7 

8 



1 X 

2 X 

21', X 

3 X 
33ix 

4 X 
4Hx 

5 X 

6 X 

7 X 

8 X 



5 



'2 



6} 

7H 

9 
10 

lOM 

a 

12M 
14 

15 



$0.95 
1.00 
1.10 

1.25 
1.40 
1.60 
2.00 
2.25 
2.40 
2.65 
3.30 
4,40 
5.10 



SI. .30 
1.35 
1.45 
1.60 
1.75 
2.05 
2.55 
2.95 
3.10 
3.35 
4.05 
5.30 
6.15 



SI. 70 
1.75 
1.95 
2.10 
2.35 
3.15 
3.80 
4.20 
4.35 
4.60 
5.80 
7.55 
8.65 



SO. 85 
0.85 
0.85 
1.00 
1.05 
1.15 
1.40 
1.65 
1.75 
1.90 
2.. 30 
3.00 
3.50 



Plus- value si 

boulonnees sur 

plaque protec- 

trice en bois 

ou avec 2 bou- 

lons 
Extra for bolt- 
ing on wood 
protecting 
flange or with 
2 bolts 

SO. 20 
0.20 
0.20 

0.20 
0.20 
0.25 
0.25 
0.25 
0.25 
0.25 
0.25 
0.30 
0.30 



N.B. — Toutes autres grandeurs sur demande. 



N.B. — -All other sizes on request. 



nzzj 





i^ 



I 




I 



o 
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RACCORDS EN FOXTE — CAST IRON FITTINGS 



Gravure OD 2486.— Brides 
d'obmratkm 125 lbs de presaoa 
der^iine- 

REGLLIFRES 




Plate OD 2486.^BSnd 
12o lbs- working fHEssuie. 



STAND.VRD 



OD 2Ub 



Prix la piece — Price each 



'i 



III 



III 



(II 



lit 



III 



/ I 




h 




■} 



Sizes — Inches 



1 s 4 

I'^s 4I2 
IJ s 5 
2x6 
2>oS 7 

3 's 7'2 

4 '5 .^ 
4'4s 9I4 

5 slO 

6 ill 

7 il2ii 

8 ilS'i 



lanees 


Planees e: z^ti- 


Planees, peroSes 


Pfus-vahie a 


Flus-vahie si bon- 


Paced 


cees 


er hrnilnnni^ 


galvamsees 


knnees sur [rfacje 




Faced and drilled 


Facet drilled 


E^tri for 


protective en bois 






and IxritfTi 


gaivanized 


Extra for bf^tiiig 

on wtxxl Qanet 

piotectors 


SO.'VJ 


$1.10 


$1.45 


S 


««^ 


0.40 


1.15 


1.50 




•Jt 


1.00 


1.25 


1.65 




t^ 


1.15 


1.40 


1.90 


1.00 


0.20 


1.30 


1.55 


2,05 


1.10 


0.2fl 


1.40 


1.70 


2.20 


1.25 


0.25 


ISO 


2.15 


2.65 


1.50 


•J5 


2.ftft 


2.45 


3.35 


I. SO 


•J5 


2.20 


2.f^ 


3.75 


I.^ 


9JS 


2.40 


2.85 


3. 95 


2.00 


0.'5 


3.00 


3.50 


4.60 


2.50 


0-25 


4.00 


4.60 


5.70 


3.25 


0..*^ 


4.M) 


5.30 


6.50 


3.75 


•J« 




Gravure OD _24>7. — Brides d'obturatioa cstra- 
pesantes : pcfjir 2jij 'ibs de presskm de Fegime- 



Plate OD 2487.— Blind gauges: ertra heaw for 250 
ibs. wondng pressme. 



Grosseurs — Pcjce? 
Size? — Lndies 



?i:ed 



I'^s 6 



2»;x 

3 's 
3'-,x 

4 X 

4?^K 

5 X 

6 X 



en 
73^ 

9 
10 

lOU 

11 

12 >^ 



7 
8 



xl4 
xl5 



S1.65 

1.00 

2.10 
2.40 
3.00 
i.iS 
3.60 
4.00 
5.00 
6.60 
7.65 



Prixla tnece - 


- Price eadi 






Planees et 


Planees; petcSes 


PhiB-vahie si 


Flus-'value a bou- 


perrf**5 

Faced and 


et bouIoiuKes 


^1vAnT«:ptf>c 


knnees sur plaque 


Fa^. drilled 


Extra for 


pfotective en bois 


drilled 


andboltnl 


g?hramzed 


F.Ttra for bolting 

on wTwt fiange 

prMector 


$2.M 


$2.5« 


SI. 25 


$0.2« 


2.25 


2.75 


1.50 


0.20 


2.45 


3.05 


1.60 


0.20 


2.^ 


3.95 


1.75 


0.25 


i.S5 


4.80 


2.10 


0.25 


4.05 


5.30 


2.50 


0.25 


4.30 


3.33 


2.65 


0.25 


4.70 


5.95 


2.S3 


0-25 


D.JO 


7.59 


3.59 


0.25 


7.5% 


9.75 


4.5t 


•J» 


8.71 


11.2t 


5.25 


•.3« 






mWm 



\0 p 



RAGGORDS EN FONTE — GAST IRON FITTINGS 



Gravure OD 2490.— Rac- 

cords distributeurs 0/S. 

Pour systemes de chauffage 
a eau chaude et systemes 
domestiques d 'alimentation 
d'eau chaude. 

Une economie de temps, 
d'argent et de combustible et 
une circulation meiileure, 



) 1 



C3 



Numeros 
Numbers 



101 

102 

103 

104 

105 

106 

107 

108 

109 

110 

111 

112 

113 

114 

115 

116 

117 

118 

119 

120 

121 

122 

123 

124 

125 

126 

127 

128 

129 

130 

131 

132 

133 

131 

135 

136 

137 

138 

139 



Taraudage, 

pouces 
Tapping, inch 

1 2 : 



3 

'A 

3. 




Xl 

13^x1^ 

xl^xlM 
xlHxl 

xVAxlH 

x2 xl 

x2 xlJi 

x2 kVA 

-^ X 2 X 2 

2Hxli^xlV^ 

2^x2 xlA 
9AA V ? X 2 



9 

2 
2 
2 
2 
2 
2 
2 
2 



2^x2 







-. -^ __ — ,_ - ^^^^ ■ 







1 


■^ ilnlBr'^"^ 




JpllHM'^HL 


l' 


• 


1 


-. e 




L L 


f 




k- 





Plate OD 2490-— 0/S, dis- 
tributor fittings. 

For hot water heating system 
and domestic hot water sup- 
ply system. 

Save labor, fittings and fuel. 
Increase circulation. 



>'lCrj^^Mi,T 



2H 

2-11/16 

2-13/16 

3H 
SVs 

3H 

W% 

3H 

3H 

3K 
4 

4K 

4^ 

4^ 

4^ 

434 
434 

4H 

4M 
AH 

iU 

434 

5 

S}4 
SH 
5H 

5^ 



rli 



OD 2490 



Dimensions— Pouces 

Dimension; 
B 



IH 

1^ 

2 
2 
2 
2 
2 
2 
2 

2^ 

2H 

2H 
2^ 

2^ 

2V8 

2% 
2% 

2% 

2% 
2U 

2Vd 

214 

2H 

2ys 
2^ 

2M 



Vb 
2H 
2M 
2M 

2H 
2^ 

2J^ 
3M 



\l. 



piW' 




-rouces 




Prix a ttece 


-Inches 




Price each 


C 


D 




2K 


IK 


SO. 60 


2^ 


1-3/16 


0.60 


2H 


IK 


0.60 


2-15/32 


]■'« 


0.70 


2-15/32 


13-^ 


0.70 


2-13/32 


1-5/16 


0.70 


234 


15-8' 


0.70 


234 


1^ 


0.80 


2H 


13-^ 


0.80 


2M 


m 


0.80 


3 


lA 


0.80 


W% 


2 


0.90 


3H 


2 


0,90 


3% 


2 


0.90 


3M 


2 


0.90 


3H 


2 


0.90 


3J^ 


2 


0.90 


4 


2M 


1.00 


4 


2K 


1.00 


3^ 


IJ^ 


1.00 


,3?^ 


U4 


1.00 


4 


2K 


1.10 


33^ 


2 


1.10 


3M 


IVs 


1.10 


3^ 


VA 


1.10 


4M 


2H 


1.10 


4^ 


2H 


I.JO 


414 


2U 


I.JO 


4M 


2M 


1.30 


434 


2H 


1.30 


4?^ 
43^ 


2K 


1.30 
1.30 


4M 


- 2H 


1.50 


W% 


2H 


1.50 


4V2 


2H 


1.50 


434 


23/^ 


1.50 


4^ 


2M 


1.75 


534 


2A 


1.75 


5H 


2H 


1.75 



I I 




t L 





I 







|i|| I I 



iitli 



It 



II 




II 



Ml 



m\ 






/ 



\ 




Gravure OD 2491.— <x)ude special a 
longue courbure, pour I'eau; 90°. 



OD 2491 



Grosseurs-Pces Filete ordinaire Filete reducteur 

Sizes^Inches Ordinary screwed Reducing screwed 

U S0.32 50-48 

I 0.32 0.48 

11/ 0.40 0-60 

0.55 0.83 



Grosseurs— Pees Filete ordinaire Filete reducteur 
Sizes— Inches Ordinary screwed Reducing screwed 



2 
3 



0.80 
1.20 
2.2) 



1.20 

1.80 

3.38 



3K2 
4 

5 
6 
7 
8 



$3.25 
3.50 
5.50 
6.50 
8.75 
13.00 
17.00 



$4.88 

5.25 

8.25 

9.75 

13.13 

19.50 

25.50 



Gravure OD 2492.— Te special a longue 
courbure, pour I'eav.. 




Plate OD 2492.— Special long turn Tee, 
for water. 



OD 2492 



Grosseurs— Pees 
Sizes — Inches 
1 

IH 

VA 

9 

hi 

3 



Filete ordinaire Filete reducteur 
Ordinary screwed Reducing screw^ed 

$0.64 $0.96 

0.80 1.20 

MO 1.65 

1.60 2.40 

2.40 3.60 

4.50 6.75 

6.50 9.75 



Grosseurs — Pees 
Sizes — Inches 
4 

4}4 
5 
6 
7 
8 



Filete ordinaire Filete reducteur 

Ordinary screwed Reducing screwed 

S7.00 $10.50 

11.00 16.50 

13.00 19.50 

17.50 26.25 

26.00 39.00 

34.00 51.00 



\ 



Gravure OD 2493.— Te special a longue 
courbure, pour I'eau. 




Plate OD 2493. — Special long turn tee 
for water. 



OD 2493 



Grosseurs — Pees Filete ordinaire Filete reducteur 




r— ^ 



1 


\^iuuicii V :^cicwcu 

$0.48 


SO. 72 


IK 


0.60 


0.90 


IH 


0.82 


1.23 


2 


1.20 


1.80 


2H 


1.80 


2.70 


3 


3.40 


5.10 


3'^ 


4.90 


7.35 



Grosseurs— Pees Filete ordinaire Filete reducteur 
Sizes —Inches Ordinary screwed . Reducing screwed 



4 

5 
6 
7 
8 



$5.25 
8.25 
9.75 
13.25 
19.50 
25.50 



57.88 
12.38 

14.63 

19.88 
29.25 

38.25 



i:z! 
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RACCORDS EN FONTE 



Gravure OD 2494.— Coude special. 
double branchement, a longue cour- 
bure. pour I'eau. 





CAST IRON FITTINGS 



Plate OD 2494.— Special long turn 
double branch elbow, for water. 



Prix la piece — Price esch OD 

Grosseurs— Pees Filete ordinaire Filete reducteur 
Sizes — Inches Ordinary screwed Reducing screwed 



1 

2 

3 " 

3V^ 



$0.64 
0.80 
1.10 
1.60 
2.40 
4.50 
6.50 



SO. 96 
1.20 
1.65 
2.40 
3.60 
6.75 
9.75 



^'*'*^ " Prix la piece — Price each 

Grosseurs— Pees Filete ordinaire Filete reducteur 
Sizes— Inches Ordinar\- screwed Reducing screwed 



4H 



5 
6 
7 
8 



72 



S7.00 
11.00 
13.00 
17.50 
26.00 
34.00 



$10.50 
16.50 
19.50 
26.25 
39.00 
51.00 



Gravure OD 2495.— Croix speciale 
longue toumure, pour Teau. 



a 




Plate OD 2495.— Special long turn cross. 
for water. 



Prix la piece - Price each OD 2495 Prix la piece - Price each 

^^"^^u^"' n^ii^^^ ordinaire Filete reducteur Grnsseurs-Pces FUete ordinaire Filete reducteur 

Sizes-Inches Ordinary screwed Reducing screwed Sizes-Inches Ordinary screwed Reducing screwed 



IH SI. to 


$1.65 


1)^ 1.50 


2.25 


2 2.15 


3.23 


2H 3.20 


4.80 


3 6.00 


9.00 


3M 8.75 


13.13 


R.\CCORDS EN FONTE POUR 




DRAIN 





4H 
5 " 
6 
7 
8 



S9..50 
15.00 
17.50 
24.00 
35.00 
45.00 



-SI 4.25 

22.50 
26.25 
36.00 
52.50 
67.50 



Gravure OD 2496.— Coudes a drain en 
fonte, 90 ^ 



Prix la piece 


— Price each 


Grosseurs— Pees Peints 


Galvanises 


Sizes — Inches Painted 


Ga vanized 


1 SO. 28 


SO. 49 


VA 0.30 


0.52 


VAxlH 0.57 


1.00 


VA 0.38 


0.67 


2 0..57 


1.00 


2H 1.20 


2.10 




CAST IRON DRAINAGE FITTINGS 



Plate OD 2496. 

elbows. 90". 



last iron drainage 



OD 2496 



Gravure OD 2497.— Coudes a drain, en 
fonte, 60". 



Grosseurs— Pees 
Sizes— Inches 

1 
V4 

V4 
2 

3 



Prix la pi^ce 

Peints 
Painted 

$0.28 
0.30 
0.38 
0.57 
1.20 
1.45 



Price each 

Galvanises 
Galvanized 

$0.49 
0.52 
0.67 
1.00 
2.10 
2.55 




Prix la piece 

Grosseurs — Pees Peints 

Sizes— I nches Painted 

3 SI. 45 

4 2.30 

5 4.25 
(3 6.25 

7 11. .50 

8 15.00 



- Price each 

Galvanises 

Galvanized 

$2.55 

4.00 

7.40 

11.00 

20.00 

26.25 



Plate OD 2497.— Cast 
elbows, 60°. 



iron drainage 



Prix la piece — Price each 

Peints Galvanises 

Painted Galvanized 

$2.30 $4.00 

4.25 7.40 

6.25 11.00 

11.50 20.00 

15.00 26.25 
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RACCORDS EN FONTE 



Gravure OD 2498.— Coudes a drain, en 
fonte, 45'^. 




CAST IRON FITTINGS 



Plate OD 2498. ^Cast iron drainage 
elbows, 45^. 



Gros&eurs — Pees 
Sizes— Inches 
1 

VA 

2 

2H 

3 



Prix la pi^ce — 


^nce each OD 


2498 




Feints 


Ga vanises 


Grosseurs^-Pces 


Painted 


Galvanizet 


Sizes- 


—Inches 


S0.28 


$0.49 




4 


0.30 


0.52 




5 


0.38 


0.67 




6 


0.57 


1.00 




7 


1.20 


2.10 




8 


1.45 


2.55 







Prix la piece - 


- Price each 


Peints 


Galvanises 


Painted 


Galvanized 


$2.30 


$4.00 


4.25 


7.40 


6-25 


11.00 


11.50 


20.00 


15.00 


26.25 



Gravure OD 2499.— Coudes a drain, en 
fonte. 22 Vo^. 




Plate OD 2499.— Cast 
elbows, 22 '2O 



iron drainage 



Grosseurs — Pees 

Sizes— Inches 

1 

■ Wi 
2 

3 



Prix la piece — 

Peints 
Painted 
SO. 28 
0.30 
0.38 
0.57 
1.20 
1.45 



Price each OD 2499 
Galvanises G rosseurs— Pees 



Galvanized 
SO .49 
0.52 
0.67 
1.00 
2.10 
2.55 



Sizes— Inches 
4 
5 
6 

7 
8 



Prix la piece 

Peints 

Painted 

$2.30 

4.25 

6.25 

11.50 

15.00 



Price each 

Galvanises 
Galvanized 
$4.00 
7.40 
11.00 
20.00 
26.25 



Gravure OD 2500. — Coudes a drain en 
fonte, avec raccord adosse de 2". 




Plate OD 2500 .—Cast iron 
elbow with 2-inch heel outlet. 



drainage 







Prix la piece - 


^ Price each OD 2500 


Grosseurs- 


-Fees 


Peints 


Galvanise Sizes— Inches 


4 




$3-85 


$6.75 4 



Prix la piece — Price each 

Painted Galvanized 

S3. 85 $6.75 



Gravure OD 2501.— Coudes a drain, en 
fonte, a longue toumure, 90-'- 




Plate OD 2501.— Cast iron drainage, long 
turn elbows, 90^. 



Grosseurs^Pces 
Sizes — Inches 
1 

VA 

9 



Prix la piece 

Peints 

Painted 

S0.32 

0.35 

0.42 

0.65 



— Price each OD 2501 



Galvanises 

Galvanized 

S0.56 

0.60 

0.72 

1.15 



G rosseu rs — Pees 
Sizes — Inches 
4 
5 
6 
7 



Prix la piece 

Peints 

Painted 

$2.75 

5.25 

7.50 

13.50 



Price each 

Galvanises 

Galvanized 

S4.80 

9.20 

13.15 

23.50 



I 



\ 



1 
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RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2502. — Coudes a drain en 
fonte, a longue tournure, 45^. 




Plate OD 2502.— Long turn cast iron 
drainage elbows^ 45^- 









OD 2502 














Prix la piSce - 


— Price each 








Prix la 


piece - 


— Pric? each 


Grosseurs — Pees 


Peints 


Galvanises 


Grosseurs- 


-Pees 


Peints 




Galvanises 


Sizes — Inches 


Painted 


Ga vanized 


Sizes- 


— Inches 


Painted 




Galvanized 


1 


$0.32 


$0.56 




4 




S2.75 




S4.80 


IK 


0.35 


0.60 




5 




5.25 




9.20 


VA 


0.42 


0.72 




6 




7.50 




13.15 


2 


0.65 


1.15 




7 




13.50 




23.50 


2H 


1.40 


2.45 




8 




19.00 




33.25 


6 


1.75 


3.10 















Gravure OD 2503, — Coudes a drain en 
fonte, a trois voies. 




Plate OD 2503.— Cast 

drainage elbows. 



iron l!iree-way 











OD 


2503 












Prix la 


piece - 


— Price each 








Prix !a 


>iece - 


— Price each 


irosseurs — Pees 


Peints 




Galvanises 




Grosseurs- 


-Pees 


Peints 




Galvanises 


Sizes — Inches 


Painted 




Ga vanized 




Sizes — Inches 


Painted 




Galvanized 


I'A 


SO. 75 




$1.25 




4 




S5.00 




S8.75 


VA ' 


0.85 




1.50 




5-4 




8.25 




14.50 


2 


1.10 




1.95 




5 




7.50 




13.15 


2H 


2.25 




3.90 




6-4 




15.00 




26.25 


c 


3.00 




5.25 




6-5 




15.00 




26.25 


4-3 


5.50 




9.65 




6 




13.50 




23.50 



Gravure OD 2504, — Tes a drain en fonte. 




Plate OD 2504.— Cast iron drainage tees. 



OD 2504 



G rosseu rs — -Pees 
Sizes— Inches 

2 xlM 

2 xVA 
2 

2MxlH 
2y2x2 

2>g 

3 xl3^ 
3x2 



Prix la piece 

Peints 

Painted 

$0.45 

0.60 

0.55 

O.90 

0.90 

0.80 

1.65 

1.65 

1.50 

2.20 

2.20 



— Price each 

Galvanises 
Galvanized 
SO-SO 
1.10 
1.00 
1.60 
1.60 
1.40 
2.75 
2.75 
2.50 
3.85 
3.85 



Grosseurs— Pees 
Sizes — Inches 



4 
4 

5 
5 
5 



3 

X 
X 

4 

X 

X 
X 

5 
6 
7 
8 



2 
3 

2 
3 
4 



Prix la pifice 

Peints 

Painted 

,S2.00 

3.60 

3.60 

3.25 

6.60 

6.60 

6.60 

6.00 

8.75 
16.00 
21.00 



Price each 

Galvanises 

Galvanized 

.13.50 

6.30 

6.30 

5.70 
11.55 
11.55 
11.55 
10.50 
15-25 
28.00 
37.00 
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Prix a 


piece - 


— Price each 






Grosseurs— 


-Pees 


Peintes 




Galvanisees 


Grosse 


urs — Pee 


Sizes — -Inches 


Painted 




Galvanized 


Sizes 


—Inches 


1 




S0.65 




$1.15 




4 


IM 




0.70 




1.25 




5 


IM 




0.80 




1.40 




6 


2 




0.90 




1.60 




7 


2y2 




1.20 




2.10 




8 


3 




1.50 




2.60 







Prix la piece ■ 


— Price each 


Peintes 


Ga vanisees 


Painted 


Galvanized 


S2.50 


$3.40 


4.00 


7.00 


6.00 


10.50 


8.00 


14.00 


10.00 


17.50 




Gravure OD 2507.— Branchements T.Y. 
a drain, -n fonte, 90°. 




Plate OD 2507. — Cast iron drainage T.Y., 

90°. 



i 









OD 2507 








Prix a piece - 


- Price each 




Prix la piece - 


— Price each 


Grosse urs — Pees 


Peints 


Galvanises 


Grosseurs — Pees 


Peints 


Galvanises 


Sizes — Inches 


Pain tec 


Ga vanized 


Sizes — Inches 


Painted 


Galvanized 


1 


$0.40 


SO. 70 


4x2 


S3.85 


$6.75 


iKxl 


0.50 


0.90 


4x2M 


3.85 


6.75 


IH 


0.45 


0.80 


4x3 


3.85 


6.75 


IVixlH^VA 


0.63 


MO 


4 


3.50 


6.15 


VAxl 


0.63 


1.10 


5xlM 


7.15 


12.50 


l^xlK 


0.63 


1.10 


5x2 


7.15 


12.50 


I'A 


0.57 


1.00 


5x2M 


7.15 


12.50 


2xni^iy2 


0.95 


1.65 


5x3 


7.15 


12.50 


2x114x11^ 


0.95 


1.65 


5x4 


7.15 


12.50 


2xlK 


0.95 


1.65 


5 


6.50 


11.35 


2xlM 


0.95 


1.65 


6x1^ 


10.50 


18.50 


2 


0.85 


1.50 


6x2 


10.50 


18.50 


2HxlH 


2.00 


3.50 


6x3 


10.50 


18.50 


2MslH 


2.00 


3.50 


6x4 


10.50 


18.50 


2}^ X 2 


2.00 


- 3.50 


6x5 


10.50 


18.50 


2,4 


1.80 


3.15 


6 


9.50 


16. .50 


SxlH 


2.40 


4.20 


7 


17.50 


30.50 


3xlM 


2.40 


4.20 


8x2 


25.50 


44.50 


3x2 


2.40 


4.20 


8x3 


25.50 


44.50 


,: 


2.20 


3.85 


8x4 


25.50 


44.50 


3x4 


3.85 


6.75 


8x5 


25.50 


44.50 


4x1^ 


3.85 


6.75 


8x6 


25.50 


44.50 


4xlM 


3.85 


6.75 


S 


23.00 


40.00 




B, 
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RACCORDS EN FONTE — CAST IRON FITTINGS 






^>\ 

^)| 



Gravure OD 2508.— Branchements dou' 
bles T.Y. a drain, en fonte, 90". 





Plate OD 2508.— Cast iron drainage 
double T.Y. branches, 90°. 








OD 


2508 












Prix la piece. 


— Price each. 








Prix la pi^ce. - 


— Price each. 


Grosseurs — Fees 


Peints 


Galvanises 


Grosseurs — 


Pees 


Peints 


Galvanises 


Sizes — Inches 


Painted 


Gah'anized 


Sizes — Inches 


Painted 


Galvanized 


1 


SO. 60 


$1.05 




3 




S3.40 


.?5.95 


11^x1 


0.77 


1.35 




4x2 




5.75 


10.00 


Vi 


0.70 


1.22 




4 




5.25 


9.20 


1^^ X IH 


0.95 


1.65 




5x4 




10.50 


18.50 


I'A 


0.85 


1.50 




b 




9.50 


16.50 


2x Vi 


1.50 


2.60 




6x2 




15.50 


27.00 


2x11- 


1.50 


2.60 




6x4 




15.50 


27.00 


o 


1,30 


2.30 




6x5 




15.50 


27.00 


2hxl)2 


3.15 


5.50 




6 




14.00 


24.50 


21.x 2 


3.15 


5.50 




7 




25.00 


42.50 


2M 


2.85 


5.00 




8x6 




40.00 


68.00 


3xP^ - 


3.75 


6.55 




8 




36.00 


62.00 


c x2 


3.75 


6.55 
















j1 
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Gravure OD 2509. — Brandiements T.V- 
a drain, en fonte, a longue tournure, 90""- 





Plate OD 2509.— Cast iron drainage long 
turn T.V, branches, 90^. 




\iv 



OD 2509 



Prix la piLice, — Price each. 



Prix la piece. — Price each. 



Grosseurs — Pees 
Sizes — Inches 

iMxi 

1 

VA^lH 



l^x 




2 xl 
2 xlM 

2 xlH 
2 

2Hxl 

2HxVA 
2^x2 
2li 

3 xlH 

3 x2 

3 x2^ 
3 

4 X 1 14 
4 x2 

4 x2H 
4 x3 



Peints 
Painted 
SO. 6.3 
0.57 
0.80 
0.80 
0.70 
1.20 
1.20 
1.20 
1.10 
2.65 
2.65 
2.65 
2.65 
2.40 
3.75 
3.75 
3.75 
3.35 
6.60 
6.60 
6.60 
6.60 



Galvanises 

Galvanized 

$1.10 

1.00 

1.40 

1.40 

1.22 

2.10 

2.10 

2.10 

1.95 

4.65 

4.65 

4.65 

4.65 

4.20 

6.55 

6.55 

6.55 

5.85 

11.55 

11.55 

11.55 

11.55 



Grosseurs— Pees 

Sizes — Inches 
4 



5 
5 
5 
5 
5 



X Vi 



x2 

x2'^ 

x3 

x4 

5 
6x2 
6x3 
6x4 
6x5 

6 ■ 
7x 
7x 
7x 
7x 

7 
8x3 
8x4 
8x6 

& 



3 
4 
5 
6 



Peints 
Painted 
S6.00 
10.50 
10.50 
10. .SO 
10.50 
10.50 
9.50 
22.00 
22.00 
22.00 
22.00 
20.00 
33.00 
33.00 
33.00 
33.00 
30.00 
44.00 
44.00 
44.00 
40.00 



Galvanises 
Galvanized 
S10.50 
18.50 
18.50 
18.50 
18.50 
18.50 
16.50 
38.50 
38.50 
38.50 
38.50 
35.00 
58.00 
58.00 
58.00 
58.00 
■ 52.50 
77.00 
77.00 
77.00 
70.00 
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RACCORDS EN FONTE — CAST IRON FITTINGS 



Gravure OD 2510.— Branchements 
doubles T.Y. a drain, en fonte, a 
longue tournure, 90". 



Plate OD 2510.— Cast iron drainage 

long turn double T.Y. branches, 90". 



Prix la piece — Price each OD 2510 



Prix la piece — Price each 



G rosseur s — Pees 
Sizes — Inches 

IMxl 

l^xlK 
VA 



Feints 

Painted 



Galvanises 
Galvanized 



Grosseurs — Pees 
Sizes— Inches 



5x4 



2>^ 



Peints 
Painted 

$5.00 
10.00 
10.00 
9.00 
15.50 
14.00 
33.00 
33.00 
33.00 
30.00 
45.00 
66.00 
60.00 



Galvanises 
Galvanized 

S8.75 

17.50 

17.50 

15.75 

27.00 

24.50 

58.00 

58.00 

58.00 

52.50 

79.00 
112.00 
105.00 



Gravure OD 2511.— Coudes 45° en Y, a 
drain. 




Plate OD 2511.^45° Y bends, drainage. 



■w 







Prix la piece - 


- Price each 


OD 2511 


Prix la piece - 


- Price each 


G rosseu r s — Pees 


Peints 


Galvanises 


Grosseurs — Pees 


Peinls 


Galvanises 


Sizes 


— Inches 


Painted 


Galvanized 


Sizes— Inches 


Painted 


Galvanized 




VA 


SO. 52 


$0.90 


5x2 


$7.80 


$13.65 


VAxlH 


0.72 


1.25 


5x3 


7.80 


13.65 




VA 


0.65 


1.15 


5x4 


7.80 


13.65 


2 


xVA 


1.05 


1.85 


5 


7.10 


12.50 


2 


X 132 


1.05 


1.85 


6x2 


11.50 


20.00 




2 


0.95 


1.65 


6x21^ 


11.50 


20.00 


21 


■>xlU 


2.30 


4.00 


6x3 


11.50 


20.00 


2H X m 


2.30 


4.00 


6x4 


11.50 


20.00 


2Mx2 


2.30 


4.00 


6x5 


11.50 


20.00 




2H 


^10 


3.70 


6 


10.50 


18.50 


3 


X Ih 


2.90 


5.10 


7x3 


21.00 


37.00 


3 


X Va 


2.90 


5.10 


7x4 


21.00 


37.00 




X 2 


2.90 


5.!0 


7x5 


21.00 


37.00 


3 


X 2'.> 


2.90 


5.10 


7x6 


21.00 


37.00 




3 


2.65 


4.65 


7 


19.00 


* 33.25 


4 


xlK 


4.25 


7.40 


8x3 


27.50 


48.00 


4 


y<v/i 


4.25 


7,40 


8x4 


27.50 


48.00 


4 


x2 


4.25 


7.40 


8x5 


27.50 


48.00 


4 


x2M 


4.25 


7.40 


8x6 


27.50 


48.00 


4 


x3 
4 


4.25 

3.85 


7.40 

6.75 


8 


25.00 


44.00 






n 



^ 
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RACCORDS EN FONTE 



Gravure OD 2512. — Branchements 
drain, en fonte, double Y, 45°, 




CAST IRON FITTINGS 



Plate OD 2512.— Cast 
double Y branches. 4b 




CO 



iron drainage. 





Prix la piece - 


- Price each 


OD 2512 


h 


- . 


Prix la piece - 


- Price each 


Grosseurs — Pees 


Peints 


Galvanises 


Grosseurs — 


Pees 


Peints 


Galvanises 


bizes — Inches 


Painted 


Galvanized 


Sizes — Inches 


Painted 


Galvanized 


IK 


$0.90 


$1.60 




5x2 




$11.75 


S20.50 


VAxVA 


1.10 


1.90 




5x3 




11.75 


20.50 


13^ 


1.00 


1.75 




5x4 




11.75 


20.50 


2 xVA 


1.60 


2.80 




5 


, 


10.75 


18.80 


2 


1.45 


2.55 




6x2 




17..50 


30.50 


2y2xVA 


3.60 


6.30 




6x3 




17.50 


30.50 


2^xlH 


3.60 


6.30 




6x4 




17.50 


30.50 


2}4 


3.25 


5.70 




6 




16.00 


28.00 


3 xlM 


4.40 


7.70 




7x6 




31.50 


54.00 


3 x2 


4.40 


7.70 




7 




28.50 


50.00 


3 


4.00 


7.00 




8x4 




42.00 


72.00 


4 x2 


6.35 


11.00 




8x6 




42.00 


72.00 


4 x3 


6.35 


11.00 




8 




38.00 


66.50 


4 


5.75 


10.00 













y^ 



Gravure OD 2513.— Branchements 
drain Y, en fonte, 60°. 




Plate OD 2513.— Cast iron drainage Y 
branches, 60°. 





Prix la piece - 


- Price each OD 


2513 




Prix la piece - 


- Price each 


G rosseurs — Pees 


Peints 


Galvanises 


Grosseurs — 


Pees 


peints 


Ga vanises 


Sizes — Inches 


Painted 


Galvanized 


Sizes — Inches 


Painted 


Galvanized 


IK 


S0.52 


SO. 90 


5x2 




S7.80 


$13.65 


I'A 


0.65 


1.15 


5x3 




7.80 


13.65 


2x114 


1.05 


1.85 


5x4 




7.80 


13.65 


2 


0.95 


1.65 


5 




7.10 


12.50 


2^ 


2.10 


3.70 


6x2 




11.50 


20.00 


3x2 


2.90 


5.10 


6x4 




11.50 


20.00 




2.65 


4.65 


6x5 




11.50 


20.00 


4x2 


4.25 


7.40 


6 




10.50 


18.50 


4x3 


4.25 


7.40 


8x4 




27.50 


48.00 


4 


3.85 


6.75 


8x6 




27.50 


48.00 



\ 




I 



■ 



; 



Gravure OD 2514- — Grossisseurs a 
drain en fonte. 




t 
I 
■ } 



Plate OD 2514,— Cast iron drain 
age increasers. 



Prix la piece — Price each OD 2514 



Prix la piece — Price each 



Grosseurs — Pees 
Sizes — Inches 



; — \ 



3 

4 
4 
5 
5 
5 



x 

X 
X 
X 
X 
X 



2 
2 
3 
2 
3 
4 



Peints 
Painted 

$2.50 
3,75 
3.75 
5,50 
5.50 
5.50 



Galvanises 
Galvanized 

$4.40 
6.55 
6.55 
9.65 
9.65 
9.65 



G rosseurs — Pees 
Sizes — Inches 



6x 
6x 
7x 
7x 
8x 
8x 



4 
5 

4 
6 
4 
6 



Peints 
Painted 

56.50 
6.50 
12.00 
12.00 
15.00 
15.00 



Galvanises 
Galvanized 

$11.35 

11.35 
20.00 
20.00 
26.25 
26.25 



ii 




o 



tiili 






■ J 



Iw 



«i 




o d 




m 




^>f^ 



teP M*rm 



'--I'^'r^ 



: -1. 




-fc- 
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RACCORDS EN FONTE — CAST IRON FITTINGS 



Gra\'ure OD 2516.— Raccords a drain en 

fonte. pour toiture. 




Plate OD 2516.— Cast iron drainage roof 
connections. 




G rosseurs — Pouc es 


F2 


Feints 


SI. 15 


Galvanises 


2-00 



OD 2516 

Prix la piece. — Price each. 
3 4 5 

S1.20 $1.50 $2.00 

2.10 2.60 i3.50 



6 
$4.25 

7.40 



Sizes — Inches 

Painted 

Galvanized 



Gravure OD 2517.— Branchements spe- 
ciaux a drain en fonte. a raccord vertical. 




Plate OD 2517.-^ast 
drainage upright branches. 



iron special 




OD 2517 



G rosseurs— Pouces 


2x 1^2 


Feints 


S2.90 


Galvanises 


5.10 



Prix la piece. — Price each. 

2^^x 1'^ 2i2x2 3x2 3 

S4,50 S4.50 $6.00 S5.50 

7.75 7.75 10.50 9.75 



Gravure OD 2518.^Reietons a drain en 
fonte. 




4x2 


4 


Sizes — Inches 


$8.75 


$8.00 


Painted 


15.25 


14.00 


Galvanises 



Plate OD 2518. — Cast iron drainage 
offsets. 



Grosseurs — Pouces 
Sizes — Inches 

2 
2 
2 
2 
3 
3 
3 
3 
4 
4 
4 
4 
4 
5 
5 
5 
5 
6 
6 
6 
6 



Dimensions 

A 

Pouces — Inches 

Wi 

1114 
1314 

8^4 

123^ 
1434 

13?4 

U% 
185^ 

im 

15% 
19^ 



OD 2518 

Dimensions 

B 

Pouces^Inches 

4 

6 

8 
10 

4 

6 

8 
10 

4 

6 

8 
10 
12 

6 

a 

10 

12 
6 
8 

10 
12 



Prix la piece. - 


— Price each. 


Peints 


Galvanises 


Painted 


Galvanized 


S2.15 


$3.75 


2,40 


4.20 


2.60 


4.55 


2.85 


5.00 


3.35 


5.85 


4.00 


7.00 


4.75 


8.30 


5.50 


9.65 


5.00 


8.75 


5.75 


10.00 


6.50 


11.35 


7.50 


13.15 


8.50 


15.00 


9.00 


.. 15.75 


10.00 


17.50 


11.00 


19.25 


12.00 


21.00 


12.50 


22.00 


13.50 


23.50 


14.50 


25.50 


15.50 


27.00 






h 

!i 
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SUSPENSIONS A TUYAU — PIPE HANGERS 



Gravure OD 2520.— Suspensions a tuyau 
d'arroseur pour incendie, fer malleable. 

Plate OD 2520. — Fire sprinkler pipe hanger, 
malleable iron. 





V 



OD 2520 














OD 2520 


Grosseurs de tuvau 


Avec 


anneau avant ecrou 


Grosseurs de 


tuyau 


Avec 


anneau avant'ecrou 


Pouces 




Chacune 




Pouces 






Chacune 


Pipe sizes — Inches 




Ring wit 1 nut 


Pipe 


sizes — Inches 




Ring with nut 






Each 










Eaci 


H 




S0.09 




^'A 






SO. 22 


1 




0.10 




4 






0.28 


IH 




0.10 




ii4 






0.31 


1^ 




0.11 




5 






0.35 


o 


»- 


0.12 




6 






0.54 


2}i 




0.17 




7 






0.66 


3 




0.21 




8 






0.96 





Gravure OD 2521.— Suspensions ajustables en fer malleable. 



Grosseurs de tuyau H" I" V4" 1%" 


2" 
S0"40 


Plate OD 2521. — Malleable iron adjustab e hangers. 




Size of pipe H" 1" \\i" 1]^" 


2" 
S0.40 





OD 2521 



OD 2521 



Gravure OD 2522. — Suspensions a anneau, 
d'un seul morceau, modele long, en fonte. 




Plate OD 2522. — Cast iron solid ring pipe 
hangers, long type. 



Grosseur de tuyau 
Noires, le 100 
Galvanisees, le 100 



S6.50 
8.00 



$6.50 
8.00 



OD 2522 

H" 1" 

$8.00 $10.00 
10.00 12.00 



IM" IH" 

S12.00 SI5.00 
14.00 18.00 



2" 
S24.00 
27.00 



Size of pipe 
Black, per 100 
Gal v., per 100 







o 



.^ 





» 




.1 I 








m 



m 






^£^ 



liffiMt 



- 3 



3 ? 








I J 
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SUSPENSIONS A TUYAU — PIPE HANGERS 



Gravure OD 2524.— Suspension a tu>-au d'lin 
morceau. en fonie. modele court. 



Grosseur de tu>-au 
Noires, le 100 
Gal\-anisee=. le 100 



3.« 

$5.00 
6.50 



$5.00 

6.50 







Plate OD 2524. — Cast iron solid ring pipe 
hanger, short type. 



S5-80 
7-00 



StO.OO 
12.00 



S14 00 
16.00 



2" 
S22T0O 
25-00 



Pipe size 
Black, per 100 
Galv., per 100 




Gravure OD 2525. — Suspension 
ajustable a tm^au, a emerillon 
avec anneau articuJe: fer malle- 
able, 

Plate OD 2525-— Malleable iron 

adjustable pipe hanger with 
swivel ^lit ring. 



Gravure OD 2526. — Suspension ajus- 
lable a tu^'au avec tige a \is: fer 

malleable, 

Plate OD 2526.— Adjustable coach 
screw clips pipe hanger. 



OD 2525 

Grosseurs de tu>-au 

Pouces 
Pipe si2es — Inches 

3 

4 
5 
6 



La piece 


■■ 


Each 


Grosseurs de tu\'au 


$0.24 


Pouces 


O.M 


Pipe sizes — ^Incbes 


0.42 


H 


0.44 


1 


0.56 


IH 


0.70 


IH 


1.08 


2 




— 



: t 
I I 




La piece 
Each 
$0.25 
0.28 
O.)0 
0.33 
0.3S 



OD 2526 




Gravure OD 2527. — Suspension a 
tu>-au en fer malleable avec bride 
de plafond. anneau articule 
extensible ei jonction de tuyau. 

Plate OD 2527.— Malleable iron 
extension ^lit ring pipe hanger 
with ceiling flange and pipe nipple. 



Gravure OD 2528.— Suspen- 

aon ajuiiibie a tu>"au pour 
poutre. fer malleable. 



Plate OD 2528.— Malleable iron 
adjustable beam pipe hazier. 



OD 252 


t 


Prix la piece 


Gro^eur 






de iu>"au 

Pouces 

Pipe size 


Ordinaire 


Gal\'ani£ee 


Ordinary" 

• 


Gah-anized 


Inches 






H 


$0^ 


SO. 25 


H 


0.22 


0.25 


H 


0.27 


0.30 


1 


0.32 


O.iS 


IH 


0.35 


0.40 


1*2 


0.40 


0.50 


2 


0.50 


0.60 


21 ■> 


0.70 


O.SO 


3 


0.90 


1.00 


4 


1.10 


1.25 



— Price each 
Ondinaire Gal^-anisee 







sansjonc- 
tjon de 
tu\'au 
Ordinan- 
without 
nipple 
$0.17 
0.17 
0.22 
0.27 
0.30 
0.35 
0.45 
0.65 
O.SO 
1.00 



sans jonc- 
tion de 
tu\-au 
Gal^■■ani2ed 
without 
nipple 
$6.20 
0.20 
0.25 
0.30 
0,35 
0.45 
0.55 
0.70 
0.00 
1.15 







OD 2528 


Grosseur 




Grosseur 




de tuvau 


T ■ * 


de lu^■au 


T '\ 


Pouces 
Pipe size 


La piece 

Each 


Pouces 
Pipe size 


Lapiee 
Each 


Inches 




Indies 




H 


W».55 


3H 


W.90 


H 


0.55 


4 


1.00 


1 


0.58 


4H" 


1.05 


IH 


0.60 


5 


!.!• 


IH 


0.62 


6 


1.3# 


2 


0.65 


7 


1.60 


2H 


0.70 


8 


1.80 


3 


0.75 







I I 





l^i 



i. 



jmi 





I 



^ 



Gravure OD 2530. — Crampons se 
ftxant au cote dos poutres; fer mal- 
leable. 

Tuyau de H'' a 2'\ 

Pour Poutres ordinaires- 
For Standard Beams, 




Plate OD 2530.— Side beam clamps 
malleable iron. 

3^ to 2" Pipe- 
Four Poutres Bethlehem, 
For Bethlehem Beams, 













OD 


2530 












Crampon 












Crampon 












No 












No 












Clamp 








Chacun 


Clamp 








Chacun 


No. 


A 


B 


Max. C 


D 


EacT 


No. 


A 


B 


Max. C 


D 


Eaci 


1-A 


@ 


.23 


314 


1-7/32 


50.30 


1-V 


8 


.205 


434 


IK 


S0.30 


1-B 


f 


.25 


3-3/16 


1-7/32 


0,30 


1-V 


9 


.245 


4H 


1-3/16 


0.30 


1-C 


8 


.27 


3H 


1-7/32 


0.30 


1-W 


10 


.27 


4-13/16 


1-3/16 


0.30 


1-D 


9 


.29 


3% 


1-3/16 


0.30 


1-W 


12 


.33 


4-11/16 


IKs 


0.30 


1-E 


10 


.31 


345/16 


1-5/32 


0.30 


1-W 


12 


.44 


m 


1 


0.30 


1-E 


n 


.35 


3H 


IV% 


0.30 


1-X 


15 


.40 


5-1/16 


1-1/16 


0.30 


1-F 


12 


.46 


4^ 


15/16 


0.30 


1-Y 


18 


.43 


5M 


1 


0.30 


1-F 


15 


^ . 


4'^ 


1-1/16 


0.30 


1-Z 


20 


.475 


5^ 


15/16 


0.30 


1-G 


1^ 


.46 


4^ 


15/16 


0.30 


2-V 


20 


.58 


Qy> 


134 


0.35 


2-A 


IS 


.59 


m 


IH 


0.35 


2-V 


24 


.51 


^Vb 


1-5/16 


0.35 


2-A 


20 


.55 


^y, 


1-5/16 


0.35 


2-V 


24 


.585 


6M 


IH 


0.35 


■ 2-B 


la 


.66 


5 


1-3/16 


0.35 


2-W 


26 


.60 


e% 


1-3/16 


0.35 


2-B 


20 


.65 


5 


1-3/16 


0.35 


2-W 


28 


.675 


en 


l.H 


0.35 


■^-B 


24 


.60 


5 


IM 


0.35 


2-X 


30 


.735 


e% 


1-1/16 


0.35 


2-C 


15 


.81 


4-13/16 


15/16 


0.35 


2-Y 


15 


.59 


SVs 


IH 


0.35 


1 












2-Y 


15 


.785 


5^ 


1 


0.35 


-' 4 


luvau ce 2}A" a 7". 








2?^" 


to 7" Pipe. 








Four Pou res Ordinaires. 






Pour Poutres Bethlehem. 






For Standard Beams, 








For Bethlehem Beams 


>. 


■ 


CraniDon 












Crampon 












:so 












^o 












Clamp 










Chacun 


Clamp 










Chacun 


No. 


A 


B 


Max.C 


D 


Each 


No. 


A 


B 


Max. C 


D 


Each 


3-A 


G 


.23 


3-7/16 


1% 


S0.50 


3-V 


8 


.205 


m 


1-11/16 


SO. 50 


o-B 


7 


.25 


2Vo 


IH 


0.50 


3-V 


9 


.245 


41^ 


IVs 


0.50 


3-C 


8 


.27 


3-11/16 


\% 


0.50 


3-W 


10 


.27 


5-3/16 


m 


0.50 


3-D 


9 


.29 


4-1/16 


1-19/32 


0.50 


3-VV 


12 


.33 


5-1/16 


1-9/16 


0.50 


^-E 


10 


.31 


4H 


1-9/16 


0.50 


3-W 


12 


.44 


5 


1-7/16 


0.50 


3-E 


12 


.35 


4-1/16 


1-17/32 


0.50 


3-X 


15 


.40 


5-7/16 


U2 


0.50 


3-F 


12 


.46 


4-9/16 


Ws 


0.50 


3-Y 


18 


.43 


SVs 


1-7/16 


0.50 


3-F 


15 


.41 


4-7/16 


IH 


0.50 


3-Z 


20 


.475 


6 


m 


0.50 


3-G 


18 


.46 


4-11/16 


1% 


0.50 


4-V 


20 


.58 


6K 


1-11/16 


0.55 


4-A 


15 


.59 


4-15/16 


1-11/16 


0.55 


4-V 


24 


.51 


QH 


IM 


0.55 


4-A 


20 


.55 


4-13/16 


1% 


0.55 


4-V 


24 


.585 


Q'/s 


1-11/16 


0.55 


4-B 


18 


.66 


5-5/16 


1% 


0.55 


4-W 


26 


.60 


7V8 


1^ 


0.55 


4-B 


20 


.65 


5-5/16 


IVs 


0.55 


4-V/ 


28 


.675 


7H 


1-9/16 


0.55 


4-B 


24 


.60 


5-5/16 


1-11/16 


0.55 


4-X 


30 


.735 


7'A 


VA 


0.55 


4-C 


15 


,81 


51^ 


1^8 ^ 


0.55 


4-Y 


15 


.59 


6 


1-11/16 


0.55 










^ 




4-Y 


15 


.785 


554 


1-7/16 


0.55 



Autres grandeurs sur demande. 
Other sizes on demand. 




\^ 
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lili ■! 




^3P 




\ 




pm Umn 



SUSPENSIONS A TUYAU — PIPE HANGERS 






Gravure OD 2532-— Suspension spe- 
ciale a crampon pour poutres avec 
tendeur avant degre d ajustement de 

4" a 6". 

Prix sur demande. 

Plate OD 2532,— Special beam clamp 

hanger with tumbucUle which allows 
an adjustment of from 4" to 6". 

Price on application. 



Gravure OD 2533,— Suspen- 
sions expansibles a tuyau en 
fonte. 

Fournies sans jonctions de tuyau. 

Plate OD 2533-— Cast iron 
iron expansion pipe hangers. 

Furnished without pipe nipple. 








OD 25S3 






V 



OD 2532 

Grosseur de tuyau 

Pouces 

Pipe size 

Inches 

3-2 

H 
1 

VA 



GRAVURE OD 2533~PLATE OD 2533 



La piece 
Each 
SO. 17 
0.17 
0.18 
0.1<J 
0.25 



Grosseur de tuyau 

Pouces 

Pipe size 

Inches 

214 



3,1- 
4 



La piece 
Each 
SO. 29 
0.36 
0.44 
0.55 
0.63 



Grosseur de tuyau 

Pouces 

Pipe size 

Inches 

5 
6 
7 

8 



La piece 
Each 
$0.90 
1.12 
1.35 
1.80 
2.25 



Gravure OD 2534. — Suspension ajus- 
tahle a emerillon et a rouleau. 



Grosseurs de tuvau 




Pouces 


La piece 


Pipe sizes — Inches 


Each 


2H 


Sl.OO 


c 


1.25 


3H 


1.50 


4 


1.75 


4H 


2.00 




Plate OD 2534,— Adjustable swivel 

pipe hanger with roll. 

Grosseurs de tuyau 
Pouces 



Pipe sizes — Inches 

5 
6 

8 



La piece 
Each 

$2.50 
2.75 
3.50 
4.25 



OD 2534 



u 



SUSPENSIONS A TUYAU EN FONTE 
CAST IRON PIPE HANGERS 



OD 2535 

Gravure OD 2535.— Modele court. 
Grosseur de tuvau M" 1" 

La piece $0.15 S0.16 

Gravure OD 2536.— Modele long. 
Grosseur de tuvau %" I" 

La piece SO. 17 SO. 18 



SO. 18 



SO. 20 



IVi" 

$0.20 



VA" 

SO. 22 



Plate OD 2535.— Short type. 

2" 2i'2" 3" 3W 

$0.25 $0.30 $0.40 S0.50 

Plate OD 2536.— Long type. 

2" 2W 3" 3W 

$0.27 S0.35 S0.45 $0.60 



If 

OD 2536 



4" Pipe size 

SO. 65 Each 

4" Pipe size 

SO. 75 Each 



ZZZL 



CD 




zr::^ 
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h' 
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^ 
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PORTE-TUYALX — PIPE STRAPS OR STAYS 



Gravure OD 2537.— Colliers simples 
etames en acier embouti. 



Plate OD 2537.— Pressed steel tinned 
straps. 



G rosseu rs — Pouces 
La livre 



Sft.30 S0.30 



OD 2537 

H 1 IH l}2 2 

$0.30 50.30 $0.30 $0.30 $0.30 



Sizes — Inches 
Per pound 



r?sj 



:^I 



PORTE-TUYAUX - PIPE .STAYS 



Gravure OD 2538,— 

Porte-tuyaux a crochets 
doubles pour branche- 
nnents de radiateurs. 

Plate OD 2538. "Double 

hook piate for cluster 
headers. 



II'" 



Gravure OD 2539. — PorLe-tuyaux a 
crochets simples. 

Plate OD 253*). — ^Slngle hook pipe plate. 



■m 



OD 2538 



OD 253') 









Chacun 








Each 


2 X 2/P^"^ branchement 
\ for branches 


" /-4 voies- 


-ways SO-60 


2x3 " 


>6 




0.70 


2x4 " 


8 




0.80 


2x5" 


10 




0.90 


2x6" 


12 




1.00 


2x7" 


14 




1.10 


2x8" 


16 




1.20 


2x9" 


18 




1.30 


2 X 10 '• 


20 




1.40 


2 X 12 " 


24 




1.50 





Prix la 


piece - 


- Price each 


Pour 

Tuvaux [^4" 










1" 


IK" 


IH" 


2" 


For Pipes 










1 $0.08 


S0.09 


SO. 10 


so. 15 


SO. 22 


2 


0.18 


0,21 


0,28 


0,43 


3 


0.23 


0,27 


0.43 


0.65 


4 


0.26 


0.32 


0.58 


0.90 


5 


0.32 


0.41 


0.72 


1.15 


6 


0.38 


0.52 


0.88 


1.35 


7 


0.48 


0.6S 


1.10 




8 


0.5^ 


0.80 


1.25 




9 


0.65 


0.90 


1.40 




10 


0.70 


1.20 


1.55 




11 


0.85 


1.36 


1.65 




12 


1.00 


1.40 


1.90 





2 ' V 



3" 



SO .45 SO. 60 




J 






,■1; 
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PORTE-TUYAUX ~ PIPE STAYS 
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OD ?540 

Gravure OD 2540, — Porte-tuyaux ^'Beaupre'' pour 
tuyau de 1". 

Plate OD 2540. — Beaupre pipe stays or straps; for 1 
inch pipes. 



Nombi\; de tu 


yaux 


Serie simp e 


Serie doub e 


Number of F 


ipes 


Le jeu 


Le jeu 






Single 


Double 






Per set 


Per set 


4 




SI. 36 


.S2.40 


6 




1.60 


2.80 


8 




1.92 


3.20 


10 




2.24 


3.68 


12 




2.48 


4.00 


14 




2.88 


4.64 


16 




3.20 


5.20 


18 




3.60 


7.20 


20 




4.20 


9.00 



Gravure OD 2542. — Chassis porte-tuyaux: 
pour tuyau de 1 pouce. 

BASE ELEVfeE— HIGH BASE 



Nombre de Bout de 

tuyaux branchement 

Number of pipes Header end 

4 1338 

6 18H 

8 233^ 

10 27^ 

12 32H 

14 373] 



La paire 
Per pair 

$0.60 
0.75 
1.30 
1.60 
2.05 
3.75 



J 



OD 2542 



^^^i=B 
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OD 2541 

Gravure OD 2541. — Porte-tuyaux "Drapeau", pour 
tuyau de 1". 

Plate OD 2541.— Drapeau pipe stays or straps; for 1 
inch pipes. 



Nombre de tuyaux Hauteur — Pees 
Number of pipes Height — Inches 



4 
6 
8 
10 
12 
14 
16 
18 



16 
20 
23}^ 

2sy2 

32 

40 3^ 



La paire 

Per pair 

$0.60 
0.70 
0.80 
0.92 
1.00 
1.16 
1.30 
2.00 



Plate OD 2542.— Box pipe stays; for 1 inch 
pipes. 

BASE BASSE--LOW BASE 



Nombre de Bout de 

tuvaux branchement 

Number of pipes Header end 

4 lOH 

6 im 

8 20?^^ 

10 25M" 

12 30 

16 31 



La paire 
Per pair 
$0.60 
0.75 
1.30 
1.60 
2.05 
3.25 
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BRANCHEMENTS DE TUYAUTERIE — BRANCH PIPE HEADERS 







OD 2550 



inr— iiiiffi 



OD 2551 



OD 2552 



OD 2553 



Grand, d'emis- 

sion V 

Diam. interieur IK" 

Centre en Centre 

de remission 2}4' 

Nombre de 

Branches 
o 



3 

4 
5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 



S0.9» 
1.05 
1.15 
1.35 
1.60 



1" 

2K2" 

2k" 



$1.15 

1.35 

1.60 
1.85 
2.10 
2.45 
2.75 
3.40 
4.00 
4.80 
5.10 
6.00 
7.25 
7.75 
8.25 



IK" 

2K2" 



// 



SI. 50 
1.90 
2.40 
2.90 
3.30 
3.90 
4.50 
5.25 
5.85 
6.25 
6.50 
7.00 



IM" 
3" 

3" 



S1.95 
2.40 
2.85 
3.55 
3.95 
4.20 
4.95 
6.15 
6.85 
7.25 
7.65 
8.25 



Hi" 

3H" 



I'/ 



S4.30 

4.90 

5.40 

6.25 

7.10 

8.25 

9.20 

10.00 

10.85 

11.65 



23/2" 



S2.10 
2.70 

5.35 
4.00 
4.65 
5.25 
5.85 
6.50 
7.60 
8.00 
8.50 
9.50 



VA" 
3" 



IM" 

3M" 



2" 
3" 



3a ^" Q3 '" 



S2.85 
3.45 
4.15 
5.00 
5.75 
6.50 
7.00 
8.25 
9.25 
9.75 
10.50 
11-50 



S3. 15 

3.80 

4.60 

5.50 

6.25 

7.25 

7.75 

9.00 

10.00 

10.75 

11.50 

12.75 



1^" 



^'A 



S4.50 

5.75 
7.00 

8.50 
9.75 



Size of outlet 
Ins. diameter 
Centre to Centre 
of outlet 
Number of 
Branches 
2 
3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 



N.B.— Les prix ci-haut donnes sont pour branchements 
ayant orifices dans le bout. 

Les orifices arrieres ou lateraux sont factures comme 
branchements avant supplementaires. 

Exemple: 

1 Branchement a 4 branches avec orifice arriere sera 
facture au prix d'un branchement de 5 branches. 

Quand plus d'une admission est requise. le branche- 
ment sera facture le prix d'une branche supplementaire 
pour chaque admission en plus. 



N.B.— Above list prices are for headers with end out- 
lets. 

Back or side outlets are charged as additional front 
outlets. 

Example: 

1 -4 Branch header with back outlet will be charged at 
the price of a 5-branch header. 

When more than one feed is required same will be 
charged as an additional front outlet for each supple- 
mentary feed. 
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FOURNAISE A EAU CHAUDE ^'DAISV HOT WATER BOILER 




OD 2560 



x 



Prix Couraiil 
Price List 



■C c 



2 ^ 



1 

1}4 
2 " 

3 

4 

4U 

5" 

6 

6a 

7" 
7J^ 
8 

9 " 

10 



Base Hnute 



Hi£[h Base 



S 24S.00 
302.00 
318.00 
360.00 
395.00 
435.00 
465.00 
505.00 
545.00 
603.00 
651.00 
700.00 
746.00 
842.00 
905.00 
950.00 
1.017.00 
1,160.00 
1,326.00 
1,396.00 
1,600.00 
2,400.00 



Base Basse 



I.ow Base 



S 226.00 
268.00 
287.00 
320.00 
356.00 
382.00 
425.00 
462.00 
498.00 
550.00 
590.00 
654.00 
706.00 
775.00 
840.00 
880.00 
945.00 
1,052.00 
1,210.00 
1,300.00 
1,500.00 
2,200.00 
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Shippin 


s. we'iz it 
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33 kl 
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Base 


Base 
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Haute 


Basse 




-1— 






£ E 


7 1; 






High 


Low- 




:^ z 


Q C 


cj c 


r^ 1^ 


t & 
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Base 


Base 


300 


200 


7 


27 


17H 


1534 


4-2 


1 


830 


760 


375 


2oO 


7 


27 


17 H 


1534 


4-2 


1 


900 


830 


450 


300 


7 


27 


171^ 


1534 


4-2 


1 


970 


900 


550 


36o 


7 


31 


2014 


16 


4-2 


1 


1,190 


1.100 


62o 


420 


7 


31 


20 li 


16 


4-2 


1 


1,315 


1,225 


750 


500 


8 


34 U 


21 1'^. 


16^4 


4-2 


1 


1,450 


1.300 


875 


585 


8 


34'^, 


2114 


16 14 


4-2 


1 


1,585 


1.435 


1.025 


lo^^ 


8 


361', 


245-fi 


161^ 


4-2 


1 


1,720 


1.600 


1.12o 


7oO 


8 


361. 


245-s 


16 '^J 


4-2 


1 


1.885 


1,765 


1.250 


835 


10 


39 


26^i 


16^^ 


6-2 


1 


2.100 


1,945 


1.400 935 


10 


39 


265^ 


167^ 


6-2 


1 


2.215 


2,160 


1,500 


1.000 


10 


41 U 


2834 


17^ 


7-2 


IM 


2,510 


2,350 


1.630 


1,100 


10 


41^ 


2834 


1714 


7-2 


IK 


2,775 


2.615 


1,875 


1.250 


10 


42 1 i 


3 m 


175^ 


6-2-2-2 V2 


IM 


2,750 


2,560 


2,025 


1,350 


10 


421^ 


3114 


175/^ 


6-2-2-2^-^ 


IM 


3,050 


2.860 


2,2o0 


1.500 


12 


45 


34 


18 


9-2-2-21^ 


IH 


3,170 


2,990 


2.650. 


1,765 


12 


45 


34 


18 


9-2-2-2 H 


IK 


3,510 


3,330 


3,000 


2,000 


12 


50>^ 


39 


183^ 


11-2-2-2M 


1?4 


4.010 


3.800 


3,450 


2,300 


12 


50H 


39 


ISH 


1 1-2-2-2 V^ 


IK 


4,560 


4.250 


4,000 


2.66D 


12 


523-. 


41K 


ISH 


11-2-2-23^.^ 


1?^ 


4.590 


4,400 


4,500 


3,000 


12 


52^2 


iV4 


mi 


1 1-2-2-2 Vo 


IM 


5.140 


4,950 


6,000 


4,000 


12 


54 


50 k 


18 


Special 


2 


8,000 


7,275 
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FOURNAISE A EAU CHAUDE '^DAISY^' HOT WATER BOILER 





OD 2562 



Graviire OD 2562.— Arriere vue de deux Fournaises 
"Daisy" raccordees entre elles au moyen de branche- 
ments jumeles. 

Prix sur Brancliements Jumeaux, Triples et Quadruples 
pour Fournaises "Daisy". 



Plate OD 2562.— Rear view of two Daisy Boilers 
connected witli twin headers. 

Prices on Headers, Twin, Triple and Quadruple for 
Daisy Boilers- 



Dimensions 








Sizes 








Pouces 


Jumeaux 


Triples 


Quadruples 


Inches 


Twin 


Triple 


Quadruple 


2a4 


S145.00 


S210.00 


S290.00 


2 to 4 


$145.00 


S210.00 


S290,0n 


5 a 6 


200.00 


290.00 


400.00 


5 to 6 ■ 


200.00 


290.00 


400.00 


7 


220.00 


315.00 


440.00 


6H 


220.00 


315.00 


440.00 


280.00 


410.00 


560.00 




280.00 


410.00 


560.00- 


8 


320.00 


460.00 


640.00 


8 


320.00 


460.00 


640.00 


9 


450.00 


650.00 


900.00 


9 


450.00 


650.00 


900.00 


10 


590.00 


850.00 


1180.00 


10 


590.00 


8.=iO.00 


1180.00 
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FOURNAISE 

A VAPEUR 

VIKING 



Gravure OD 2564,— 

Fournaise carree, section- 
able, a vapeur. 

Faite en (rente modeles 
differents. 

On peut la chauffer avec 
du charbon moii ou dur ou 
avec du hois. 




VIKING STEAM 

BOILER 



Plate OD 2564.— Square 
sectional steam boiler. 

Made in thirty different 
sizes. 

Soft and hard coa3 as 
wood can be used . 



OD 2564 



» 



£ a 



Kstijijt' 



Rating 
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Prix Courant 
Price List 



15- 4 


300 


15- 5 


425 


15- 6 


550 


15- 7 


675 
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Aire du feii 
Fire area 






900 
1.275 
1,650 
2,025 



S 215.00 
255.00 
295.00 

337.50 



1-4 
1-4 

2-4 
2-4 



20- 4 
20- 5 
20- 6 
20- 7 
20- 8 
20- 9 
20-10 
20-11 



48 

48 
48 
48 



s.s 









o cr 






c 

L- 

:2.£ 

o.t: 



c 
'5. 

Q. 

IS 

O 

i 



7 
7 
7 

7 



17x18 
17x24 
17x30 
17x36 



500 
600 
800 
1,000 
1,200 
1.400 
1,600 
1.800 



1,500 
1.800 
2,400 
3,000 
3,600 
4,200 
4,800 
5.400 



306 
408 
510 
612 



1,550 
1,850 
2.150 
2.450 



275.00 
312.50 
375.00 
425.00 
475.00 
525.00 
575.00 
625.00 



Z-4 
2-4 
2-4 

2-4 
2-4 
2-4 
2-4 
2-4 



55 
55 
55 
55 
55 
55 
55 
55 



y 

9 
9 
9 
9 
9 
9 
9 



30- 5 
30- 6 

30- 7 
30- 8 
30- 9 
30-10 
30-11 
30-12 
30-13 



i.oou 

1,350 
1,700 
2,100 
2,400 
2,700 
3,000 
3,300 
3,600 



22x18 
22x24 
22x30 
22x36 
22x42 
22x48 
22x54 
22x60 



396 

528 

660 

792 

924 

1,056 

1,148 

1.320 



3,00U 
4,050 
5,100 
6,300 
7,200 
8,100 
9,000 
9,900 
10,800 



2.150 
2,550 
2.950 
3,350 
3,750 
4.150 
4.550 
4,950 



425.00 
512.50 
600,00 
700.00 
775.00 
850.00 
925.00 
1,000.00 
1.075.00 



40- 5 
40- 6 
40- 7 
40- 8 
40- 9 
40-10 
40-11 
40-12 
40-13 



2-4 
2-4 
3-4 
3-4 
3-4 
3-4 
4-4 
4-4 
4-4 



b? 
57 
57 
57 

57 
57 
57 
57 
57 



14 
14 
14 
14 
14 
14 
14 
14 
14 



3^ 
32 
32 
32 



X 
X 
X 
X 
X 
X 

32x60 
32x66 
32x72 



32 
32 



24 
30 
36 
42 
48 
54 



768 
960 
1.152 
1,344 
1,536 
1,728 
1.920 
2.112 
2.304 



2,100 
2.600 
3.100 
3,700 
4,300 
4.950 
5.850 
6,550 
7,250 



6,300 
7,800 
9,300 
11.100 
12,900 
14,850 
17,b50 
19,650 
21,750 



3.550 
4.050 
4.650 
5.200 
5,750 
6,300 
6,850 
7,400 
7,950 



700.00 
825.00 
950.00 
1,100.00 
1,250.00 
1,412.50 
1,637.50 
1,812.50 
1,975.00 



1-6 
1-6 

1-6 
2-6 
2-6 
2-6 
2-6 
2-6 
2-6 



64 3^2 
64 J^ 

64H 

643-^ 
64^ 
64^ 

64"/^ 



18 
18 
18 
18 
18 
18 
18 
18 
18 



4:^ X 3:i 


1.344 


6,600 


42x40 


1,680 


7,700 


42x48 


2.016 


8.800 


42x56 


2.352 


9,900 


42x64 


2,688 


11,000 


42x72 


3,024 


12,100 


42x80 


3,360 


13,200 


42x88 


3,696 


14.300 


42x96 


4,032 


15,400 
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FOLRNAISE A EAU CHAUDE **VIKING" HOT WATER BOILER 



Gravure OD 2566. — Ces t'ournaises 
sunt I'aites en trente modeles dif- 
ferents. 

Elles brulent tout aussi bien le char- 
bon mou, le charbon dur ou le bois- 




Plate OD 2566. — These Boilers are 
made in thirty different size^. 

They will burn soft and hard coal 
as well as wood. 



OD 2566 
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15- 4 


500 


1,500 


$ 190.U0 


1-4 


1 


7 


17 X 18 


306 


1,500 


15- 5 


700 


2,100 


2.^0.00 


l-l 


1 


7 


17 s 24 


408 


1,800 


15- 6 


9a) 


2,7a) 


270.00 


2-1 


1 


7 


17 .X 30 


510 


2.100 


15- 7 


I.IOCJ 


3.300 


312.50 


2-t 


1 


7 


17x36 


612 


2.400 


20- 4 


825 


2.475 


250.00 


2-1 


1'4 


9 


22 X 18 


396 


2,100 


20- 5 


1.000 


3.000 


2S7.50 


2-1 


1'4 


9 


22x24 


528 


2,500 


20- 6 


1.325 


3.975 


.150.00 


2-4 


1 H 


9 


22x30 


660 


2.900 


20- 7 


1.650 


4.950 


400.00 


2^ 


Vi 


9 


22x36 


792 


3.300 


20- 8 


2.000 


B.OOO 


450.00 


3-4 


I'-i 


9 


22x42 


924 


3.700 


20- 9 


2.300 


B,90(J 


500.00 


3-4 


V4 


9 


22x48 


1,056 


4,100 


20-10 


2.6(X) 


7,800 


550.00 


3-4 


IM 


9 


22x54 


1.148 


4,500 


20-U 


2.900 


8.700 


600.00 


3^ 


lu 


9 


22x60 


1.320 


4.900 


30- 5 


1.65U 


4.950 


400.00 


2-4 


1I2 


14 


32x24 


768 


3.500 


30- 6 


2.250 


6,750 


4S7.50 


2-t 


IH 


14 


32 X 30 


960 


4,050 


30- 7 


2.800 


8.400 


575.00 


3-4 


I'i 


14 


32x36 


1.152 


4,6a) 


30- 8 


3.4a) 


10.200 


675.00 


3-4 


I'ii 


14 


32x42 


1,344 


5,150 


30- 9 


l.(XX) 


i2.oa) 


750.00 


4-4 


l».-i 


14 


32x48 


1,536 


5.700 


30-10 


4,5(XI 


13.500 


825.00 


4-4 


I'.i 


14 


32x54 


1.728 


6.250 


30-U 


sm) 


I5,ax) 


%0.flO 


4-4 


l!-^2 


14 


32x60 


1,920 


6,800 


30-12 


o.StXJ 


16,50(1 


«)75.00 


4-4 


1'. 


14 


32x66 


2.112 


7,350 


3013 


6.000 


1K,(XX) 


1,050.00 


4-4 


1?^ 


14 


32 X 72 


2.304 


7,900 


40- 5 


3,5a) 


10,5a) 


6H7.50 


1-6 


9 


18 


42 X 32 


1,344 


6,500 


40- 6 


4,4a) 


13,2a) 


7K7..50 


2-6 


2 


18 


42 X 10 


1,680 


7.6a) 


40- 7 


5.4a) 


16,2(X) 


«>I2..50 


2-6 


2 


18 


42 X 48 


2,016 


8,700 


40- 8 


6,4a) 


19,2a) 


I,0(>2..50 


2-6 


2 


18 


42x56 


2,352 


9.800 


40- 9 


7.425 


22.275 


1,21 2.. 50 


2-6 


2 


18 


42x64 


2.688 


10,9(X) 


40-10 


8,550 


25.a50 


1,373,00 


3-6 


2 


18 


42x72 


3.024 


12.000 


40-11 


9.675 


29.025 


1,600.00 


3-6 


2 


18 


42x80 


3,360 


13.100 


40-12 


10,800 


32.400 


1,775.00 


3-6 


2 


18 


42x88 


3.696 


14,2a) 


40-13 


11.925 


35.775 


1.925.00 


4-6 


2 


18 


42x96 


4,032 


15.3a) 
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CALORIFERES '^TAYLOR'' HEATERS 



Gravure OD 2568.— Pour alimentation Plate OD 2568.— For hot water supply, 
d'eau chaude. 

DIMENSIONS Et PRIX CO LEANT— DIMENSIONS AND PRICE LIST 



Numero 
du Ca- 

lorifere 
Number 

of 
Heater 

lUO 
1112 
1115 



Conte- 
nance 
du re- 
servoir 
gallons 
Tank 
capacity 
gallons 
150 S60.00 
300 85.00 
500 126.00 



Prix 

Cou- 

rant 

Price 

List 



Diam. 
Hau- exte- 
teur rieur 
Height Outside 
diam. 



ZOVz" 
33 ^" 

35K" 



18W 
20H" 

2AH" 



Gran- 
deur du 

Gril 
Size of 

Grate 

10" 
12" 
15" 



Nombre et gros- 

seur d 'orifices 

Number and size 

of tappings 
Circula- Retour 
tion Return 
Flow 



1 
1 
1 



2" 1 

-9" 1- 

■2W 1 



.9" 

■2" 
-2.^" 



Gros- 

seur du 
Tuyau 
de fu- 
mee 
Size of 
smoke 
pipe 
5" 
6" 
6" 



OD 2568 



Gravure OD 2569. — Pour alimenta- Plate OD 2569.— For hot water sup 

tion d'eau chaude, ply- 



Numero 
de calo- 

rifere 

Number 

of 

boiler 

1117 
1119 
1122 



Conte- 
nance 

du re- Prix 

ser\'oir cou- 

gallons rant 

Tank Price 
capa- Ust 
city 
gallons 
650 S200.OO 45K 

800 248.00 48^" 

1000 304.00 493i 



Hau- 
teur 
Hei^hti. 



Diam. 
exte- 

rieurJl 
Out- 

II side 
diam- 



Gran- 
deur du 

gril 

Size of 

grate 



Nombre et gro5- 
seur d'orifices 

Number and size 
of tappings 

Circula- Retour 
tion Return 
Flow 



Gros- 

seur du 
tuyau 
de fu- 
mee 
Size of 
smoke 



'/ 



// 



25K" 17" 
29" IE 19" 

3134" 213^' 



pipe 

1— 2H" 2—2?-^" 7" 
1—2^^" 2— 2H" 7" 
1—3" 2—3" 8" 




OD 2569 




GravurerOD (2570.— Pcur alimenta- 
tion d'eau chaude. 



Plate OD 2570.— For hot water sup- 
ply- 



No 210 — Base basse 
No 2U— Base haute 



No. 210 — Low base 
No. 211— High base 



Numero 
de calori- 

fere 

Number of 

boiler 

210 

211 



Contenance 

du resen' oir 

Tank 

capacity 

gallons 
675 
675 



Prix 
courant 
Price list 

S245.00 
260.00 



Hauteur 
Height 

mi" 

53 K" 



Diametre 

exterieur 

Outside 

diameter 

Z3" 
23" 



Grandeur 
de gril 
Size of 
grate 

20" 
20" 



OD 2570 



^ 

.^^C 



C.I w. 



rv^i 



' 1 





^^2:^ 






CALORIFERE DE BUANDERIE "ADANAC" LAUNDRY HEATER 




Gravure OD 2572, — ^Le calonfere ''Adanac" chautfera bien 
avec du charbon mou. II sera cependant plus efticace avec 
du charbon dur. II ne necessite aucun nettoyage; c'est le 
favori pour les jours de lavage. 

Plate OD 2572.— The Adanac heater will heat with ease 
when burninij soft coal. Hard coal nevertheless, will increase 
its efficiency. It requires no cleaning. It is the favorite for 
the wash day- 





OD 2572 


Nuniero 


Contenan- Prix 


du calori- 


ce du re- courant 


ihre 


servoir Price list 


Slumber 


Tank 


of heater 


capacity 




ga Ions 



Hauteur Grandeur Du devant Grandeur 
Height du dessus a I'arriere de gril 
Size of top Front to Size of 

rear grate 



55 



$36.50 



23H" 15x21M" 20^4 



1/ 



Numoro et gr j;sseur 

d orifices 
Number and size of 

tappings 
Circula- Retour 
tion Return 
Flow 
1—1" 1—1" 



Gravure OD 2574,— Le calorifere a g^z O.D.S, fournira toute l^eau chaude 
requise pour la salle de bain, la cuisine et la buanderie et ceci rapidement 
et economiquement, 

II est a double serpenlin de ^:i" en tube de cuivre; les serpentine sont 
doublement eprouves jusqu'a 250 lbs de pression. 

Plate OD 2574-^The O.D.S. gas heater will supply all the hot water 
required for the bath room, the kitchen and the laundry, quickly and 
economically. 

Coils are double and made of ji'' diameter copper tubing, tested twice 
to 250 lbs. pressure. 



No 


Hauteur 


Diametre 


Lon ^eur 


Poids 


Chacun 


No. 


Height 


Diameter 


de tube 

Length o ' 

tubing 


Weight 
lbs. 


Fach 


20 


19" 


7" 


20' 


35 


$12.00 


25 


26" 


7" 


25' 


50 


15.00 
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10 _P 



\\^9 



'<•.".■ 



f ^ , 



I 



CHAUFFE-EAU "ROYAL" WATER HEATER 




Gravure OD 2576-^De nos jours, une 
maison d'habitation qui n'a pas Teau 
chaude ne peut etre qualifiee ni de 
modeme, ni de confortable. 
Mais, pour etre pratique, le service 
d'eau chaude d'une maison doit, aussi, 
etre economique, II ne doit etre ni 
une charge pour le budget domestique, 
ni une complication pour I'ouvrage de 
la maitresse de maison. Le bon fonc- 
tionnement et la solidite d'un appareil 
a chauffer Teau ne doivent done le 
ceder en rien a Teconomie. 
Le Chauffe-Eau automatique Royal 
remplit toutes ces conditions. II four- 
nit a volonte et instant anement une 
eau chaude abondante et toujours 
renouvelee. II est peu couteux, prend 
peu de place, el consomme tres peu de 
gaz, II n'a pas de serpentins ni aucune 
piece susceptible de s'user ou de 
s'incruster de depots calcaires. Son 
fonctionnement est entierement auto- 
matique. 



Plate OD 2576. — No home may be 
considered modem today without the 
comfort of hot water service. 

But to be practical your hot water 
service must be economical- There 
must be no waste, no strain on purse 
or patience- Next to efficiency, 
economy and durabihty are of greatest 
importance. 

The Royal Automatic keeps a constant 
supply of fresh, steaming hot water 
always ready for instant demands. It 
is inexpensive, takes small space and 
consumes very Uttle gas- It has no 
coils, is lime proof, and has no parts 
hable to wear out- Its operation is 
entirely automatic. 



OD 2576 

Nos 18 24 30 32 40 52 66 82 100 120 Nos. 

Dimen- Dimen- 
sions 12 X 36" 12x48" 12x60^' 14x48" 14x60" 16x60" 18x60" 20x60" 22x60" 24x60" sions 

Poids— Weight, 

lbs 135 152 173 185 198 246 305 352 391 423 lbs. 

Prix S86-00 86.00 88,00 90.00 100-00 125-00 160.00 230-00 240.00 250.00 Price 

CHAUFFE-EAU ^'MARVEL'' WATER HEATER 



Gravure OD 2578. — Cet appareil est 
identique au Royal, mais sans le dispositif 
de fonctionnement automatique. II est 
infiniment plus pratique que I'ancien type 
a bras lateral, car il est construit tout 
d'une piece, et son rendement est bien 
superieur, car il conser\'e beaucoup mieux 
la chaleur. 

Lorsque Ton desire de I'eau chaude, il 
suffit d'allumer le bruleur. et au bout d'un 
temps extraordinairement court, le con- 
tenu entier du reservoir est chaud. Le 
corps de 1 'appareil est en tole tres epaisse, 
soudee a r§lectricite. 11 est muni du meme 
dispositif de dispersion d'eau que I'appareil 
automatique Royal, et comme lui il est 
exempt de s^erpentins, cause continueile de 
complications. Cet appareil fournit facile- 
ment un gallon d'eau chaude a la minute. 
II est tout particulierement approprie aux 
salles de bain et aux cuisines, ou aux 
etablissements industriels» bureaux, gara- 
ges, etc. 



Plate OD 2578.— This heater is like the 
Royal in all respects but without the 
automatic feature. It is far more efficient 
than the old style side arm combination 
as it is built all in one piece and holds 
every wave of rising heat, recovering a 
much greater percentage of the heat units. 

When hot water is required, the burner is 
lighted and in a surprisingly short time 
the entire capacity of the tank is piping 
hot. 

The Mar\'el shell is made of extra 
heavv material and is electric welded. It 
has the same patented water spreader 
found in the Royal Automatic, and is 
likewise free from troublesome coils. 
This heater will produce a gallon of hot 
water per minute. It is particularly suited 
to bathroom and kitchen installation, or 
for factory, office or garage, etc. 




Nos 

Dimensions 
Poids — lbs. 
Prix 



18 
12 X 36" 
90 
$38.00 



24 

12x48" 

107 

39.00 



30 

12 X 60" 

131 

40.00 



32 

14 X 48" 

133 

45.00 



40 

14 X 60" 

160 

64.00 




52 66 

16 X 60" 18 X 60" 

180 270 

Sur demande 

On application 



OD 2578 

Nos. 

Dimensions 
Weight— lbs. 
Price 
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BOUILLOIRES GALVANISEES — GALVANIZED BOILERS 




Gravure OD 2580. — Bouilloires 
galvanisees soudees a I'electri- 
cite. 

Reffulieres eprouvees, 200 lbs. 
Prtssion de regime. 85 lbs. 



Plate OD 2580.— Electric weld 
ed galvanized boilers. 

Standard tested. 200 lbs. 
Working pressure, 85 lbs. 



■*• ». 



Extra-pesantes eprouvees. 250 Extra-heavv tested. 250 ibs. 



y. 



'fl5* 



lbs, 

Pression de regime, 150 lbs. 



Working pressure, IbO lbs, 



i-i 



»^- . 



-ri^v 












Contenance 


Diametre 


Longueur 


Prix: Courant 


Gallons 


Pouces 


Pieds 


Price 


List 


Capacity 


Diameter 


Length 


Extra-pes. 


Regu ieres 


Gallons 


Inches 


Feet 


Extra-heavv 


Standard 


6 


12 


1 


S13.50 


S13.50 


12 


12 


9 


14.00 


14.00 


18 


12 


3 


15.00 


15.00 


25 


12 


4 


16.50 


16.50 


30 


12 


5 


17.50 


17.50 


35 


13 


5 


20.50 


20.50 


40 


14 


5 


22.50 


22.50 


52 


16 


5 


38.00 


.^8.00 


66 


18 


5 


60.75 


60.75 


82 


20 





74.00 


74.00 


100 


09 


5 


103.00 


103.00 


120 


24 


5 


117.00 


117.00 


144 


24 


fi 


164.00 


164.00 


168 


24 


7 


187.00 


187.00 


192 


24 


8 


210.00 


210.00 



; 



t 
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.i *-.' 
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r' 
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OD 2580 



Prix sur demande pour bouil- Price on application for boilers 
lotre a serpentins OD 2581. with coils OD 2581. 



OD 2581 



Gravure OD 2582. 
— Bouilloires galva- 
nisees horizon tales. 




Plate OD 2582.— 
Horizontal galvan- 
ized boilers. 




OD 2582 



Contenance — Gallons 
Diam^t re— Pouces 
Longueur — Pieds 



30 35 40 52 66 
12 13 14 16 18 
5 5 5 5 5 

Prix sur demande 



82 100 120 144 168 
20 22 24 24 24 
5 5 5 6 7 
— Price on application 



192 Capacity— Gallons 
24 Diameter— I nches 
8 Length— Feet 



Gravure OD 2583. 
— Bouilloires hori- 
zontales a serpen- 
tins. 




Plate OD 2583.— 
Horizontal galvan- 
ized boilers with 
coils. 



Contenance — Gallons 
Di ametre — P ou ces 
Longueur — Pieds 



30 
12 
5 



35 
13 

5 



OD 2583 

40 52 66 82 100 120 144 168 192 
14 16 18 20 22 24 24 24 24 
5 55555678 
Prix sur demande — Price on application 



Capacity— Gallons 
Diameter — Inches 
Length — Feet 
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BOUILLOIRES GALVANISEES — GALVANIZED BOILERS 




Gravure OD 2584, — ^Bouilloires galvani- 
sees rivees- 

Regulieres eprouvees a 200 lbs. 
Pression de regime, 85 lbs. 
Extra-pesantes eprouvees a 250 lbs. 
Pression de regime, 150 lbs. 



Plate OD 2584.— Galvanized 

boilers- 

Standard tested 200 lbs. 
Working pressure, 85 lbs. 
Extra-heavy tested 250 lbs* 
Working pressure, 150 lbs. 



riveted 



Contenance 


Diametre 


Longueur 


Prix courant 


Gallons 


Pouces 


Pieds 


Price ist 


Capacity 


Dianieter 


Length 


Regulieres 


Ext ra-pe sanies 


Gallons 


Inches 


Feet 


Standard 


Extra heavy 


6 


12 


1 


S13.50 


S13-50 


12 


12 




•.J 


14.00 


14.00 


18 


12 


3 


15.00 


15.00 


25 


12 


4 


16.50 


16.50 


30 


12 


5 


17.00 


17.00 


35 


13 


5 


19.00 


19.00 


40 


14 


5 


22.50 


22.50 


52 


16 


5 


38.00 


38.00 


66 


18 


5 


60.75 


60.75 


82 


20 


5 


74.00 


74.00 


100 


22 


a 


103.00 


103.00 


120 


24 


5 


117.00 


117.00 


144 


24 


6 


164.00 


164.00 


168 


24 


7 


187.00 


187.00 


192 


24 


8 


210.00 


210.00 



OD 2584 \ 



BOUILLOIRES EN CUIVRE— COPPER BOILERS 



Gravure OD 2585. — Bouilloires en cuivre 

regulieres et extra-pesantes. 

Regulieres pour pression de regime 100 

!bs. 

Extra-pesantes pour pression de regime 
de 125 lbs. 



Plate OD 2585-— Copper boilers. 
Standard and Extra heavy. 

Standard for 100 lbs. working pressure. 

Extra-Heavy for 125 lbs, working pressure 



Contenance 


Longueur 


Ga Ions 


Pieds 


Capacity 


Length 


Gallons 


Feet 


30 


5 


35 


5 


40 


5 


50 


6 


60 


6 


70 


6 


80 


G 


90 


6 


100 


6 


120 


6 


144 


6 


168 


7 


192 


6 



Diametre 

Pouces 

Diameter 

Inches 

12 

13 

14 

14 

16 

17 

18 

19 

20 

22 

24 

24 

28 



Prix courant 
Price list 
Regulieres Extra-pesantes 



Stand arc 


Extra- heavy 


S75.00 


$93.00 


85.00 


106.00 


96.00 


120.00 


130.00 


161.00 


156.00 


195.00 


180.00 


225.00 


220.00 


275.00 


270.00 


337.00 


300.00 


375.00 


Prix sur demande 


f Price on 


application 




OD 2585 
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PORTE-BOUILLOIRES — BOILER STANDS 









OD 2586 

Gravure OD 2586.— Porte-bouil- 
loire ajusLable de 12 a 16 pouces. 
Chacun S6-'>0 

Plate OD 2586.— Adjustable boiler 
stand. Adjust from 12 to 16 inches. 
Each , S0.90 



OD 2387 

Gravure OD 2587.— Porte-bouil- 

loire solide, rond. 

Plate OD 2587.— Round solid boiler 
stand. 



OD 2588 

Gravure OD 2588.— Portc-bouil- 
loire salicie a fond rond pour 
buuilloire tn cuivre. 

Plate OD 2588. Round bollom 
boiler stand for coppur boiler. 



GRAVURES OD 2587 ET OD 2588 PLATES OD 2587 AND OD 2588 



Diametre du cercle 12" n" 
Chacun §1-25 130 



14" 
1.40 



16" 
1.75 



18" 
2.50 



20" 
J.OO 



22" 
3.50 



24" 
4.00 



Diameter of ring 
Each 



Gravure OD 258').- Cette en- 
veloppe isolante pour bouilloires 
a eau chaude permet de chauffer 
la bouilloire en trois fois mains 
de temps et la garde chaude 
cinq fois plus longtemps. 
Pour toutes grandeurs de bouil- 
loires. 

Prix sur demande. 




Plate OD 2589.— This hot water 
boiler insulation Jacket as'iures 
the heating of your tank in one- 
third of the tinie and retains the 
heat five times longer. 
For all sizes of boiler. 

Price on applicatitjn. 
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Gravure OD 2590,— Reser- 
voir d*emmagasinage d'eau 
chaude, soude. 

II est eprouve a une pression 
hydrostatique de 125 lbs au 
pouce carre. 

Chaque resen^oir est garanti 
pour 85 lbs de pression de 
regime et peut se poser ver- 
ticalement ou horizontale- 
ment- 




Plate OD 2590.— Welded 

hot water storage tank ; suit- 
able for either vertical or 
horizontal installation; tested 
to a hydrostatic pressure of 
125 lbs. per square inch. 
Each tank is guaranteed for 
85 lbs. working pressure- 



OD 2590 



\ 



Dimensions 


Size 


18" X 5' 




x6' 


24" X 4' 




x5' 




x6' 




x8' 




xlO' 


30" X 5' 




x6' 




x7' 




x8' 




xlO' 




xl2' 


36" X 5' 




x6' 




x7' 




x8' 




x 10' 




xl2' 




xl4' 


42" X 8' 




xlO' 




xl2' 




xl4' 




xl6' 



Contenance 

Gallons 
Capacity 

Gallons 
66 
80 

100 
120 
140 
192 

235 

180 
220 
250 
295 
365 
432 

270 
315 
365 
420 
525 
630 
735 

575 

720 

865 
1000 
1150 



PRIX COURANT— PRICE LIST 

Grosseurs des 

orifices 
Pipe tappings 



Poids d'expedi- 

tion 
Shipping weight 



190 
220 

210 
240 
270 
340 
410 

340 
410 
440 
485 
525 
565 

595 
670 
745 
810 
945 
1095 
1220 

1150 
1370 
1575 
1780 
1980 



ff 



IH" 

I'A" 
I'A" 

VA" 

VA 

\A 

2" 
2" 
2" 
2" 
2" 
2" 

2" 
2" 
2" 
2" 
2" 
2" 
2" 

2" 
2" 
2" 
2" 
2" 



Prix, noir 
Price, black 



$34.00 
41.00 

51.00 
54.00 
57.00 
77.00 
95.00 

76.00 

82.00 

94.00 

112.00 

128.00 

142.00 

100.00 
120.00 
IJO.OO 
140.00 
164.00 
190.00 
214.00 

260.00 
290.00 
320.00 
350.00 
370.00 



Prix, galvanise 
Price, galvanized 



$51.00 
60.00 

69.00 

74.00 

80.00 

107.00 

130.00 

105.00 
116.00 
132.00 
154.00 



: 




PRIX DES SERPENTINS POUR RfeSERVOIRS D'EMMAGASINAGE 

PRICE FOR STORAGE TANK COILS 




Reservoir 


Grosseur du Ser- 


Prix 


Tank 


pen tin — Pouces 

Size of coil 

Inches 


Price 


24" X 4' 


4 — 1 " pipes 


$30.00 


x5' 


4—1" - " 


32.00 


x6' 


4—1" 


34.00 


30" X 5' 


4-1 li" " 


32.00 


x6' 


4-lM" " 


34.00 


x7' 


4-1 K" " 


36.00 


x8' 


4-1 1^" " 


38.00 



Reservoir 
Tank 



36' 


x6' 




x7' 




x8' 




xIO' 


42' 


'x7' 




x8' 




xlO' 




xl4' 



Grosseur du Ser- 

pentin — Pouces 

Size of Coil 

Inches 

4— IM" pipes 

4— IM" 

4-1 M" 

4— IM" 

4— IM 

4— IH 

4-1^' 

4-lM" 



// 



rf 



n 



Prix 
Price 



$45.00 
47.50 
50.00 
55.00 
47.50 
50.00 
55.00 
67.50 
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RESERVOIRS DE DETENTE — EXPANSION TANKS 



Gravure OD 2592.— Reservoir de 

detente rond, galvanise et soude. 
Tola d'acier calibre seize. 




Plate OD 2592. —Round galvanized 
expansion welded tank. 
Sixteen gauge steel sheet. 









OD 


2592 




Contenance — Gallons 


10 


12 


15 


20 


24 32 


Diame tre — Pouces 


12 


12 


12 


14 


14 16 


Hauteur — Pouces 


20 


■24 


30 


30 _ 


36 36 


Pour pieds carres de 












radiation 


300 


400 


.500 


700 


900 130 






Prix sur 


demande 


— Price on 


app icalion 



RESERVOIR DE DETENTE TOLE GALVANISEE 
GALVANIZED IRON EXPANSION TANK 



Gallons — Capacity 
Inches — Diameter 
Height— Inches 
Square feet of radiation 



RESERVOIR DE d£TENTE EN PIN 
PINE EXPANSION TANK 





OD 259A 



OD 2594 



Gravure OD 2593.— Reservoir en tola galvanisee, Gravure OD 2594.— Reservoir en pin avec garniture 
calibre 24. ^" cuivre et robmet flotteur. 



Plate OD 2593.— Galvanized iron, 24 gauge, 
pension tank. 



ex- Plate OD 2594.— Pine 
lining and ball cock. 



expansion tank with copper 



GRAVURE OD 2593— PLATE OD 2593 



No 

No. 



1 
2 
3 
4 



Longueur 
Pouces 
Length 
Inches 

18 

20 

20 

22 



Largeur 
Pouces 
Width 
Inches 

10 

12 

14 

16 



Hauteur 
Pouces 
Heigth 
Inches 

16 

18 

20 

20 



Contenance 

Gallons 
. Capacity 
Gallons 
10 
15 
20 
25 



Pieds carres 

de radiation 

Square feet of 

radiation 

300 a 700 

700 a 1000 

1000 a 1500 

1500 a 2500 



Chacun 
Each 

Prix sur 
demande 
Price on 

application 



1 ] Gravure OD 2594.— Tel que decrit. $4.50 



Plate OD 2594.— As described. 



$4.50 
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RADIATEURS "VIKING" RADIATORS 



Gravure OD 2596.— Radiateurs 
''Viking" a deux colonnes. 

Pour r^au chaude ou la vapeur. 

Le? prix s'entendent par pieds 
Carres. 




Plate OD 2596.— Two 

Viking radiators. 

For hot water or steam. 
Prices are per square feet. 



column 



OD 2596 
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SURFACE DE CHAUFFAGE— HEATING SURFACE 
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RADIATEURS ^'VIKING" RADIATORS 



Gravura OD 2600.— Radiateurs Vi- 
king a quatre colonnes. 

Pour Teau chaude ou la vapeur. 

Les prix s'entendent par pieds 
Carres. 





Plate OD 2600.— Four 

Viking radiators- 

For hot water or steam. 
Prices are per square feet- 
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SURFACE OE CHAUFFAGE— HEATING SURFACE 
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Gravure OD 2602.— Radiateur a six colonnes, dit de Plate OD 2602.— Six column window radiator, for 
fenetre. pour I'eau ou la vapeur. hot water or steam. 





T-ongueur du 
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Surface de Chauffage en pieds carres — Heating Surface in square feet 


Nombre de 
Sections 

Number of 
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RADIATEURS **VIKING'' RADIATORS 
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Gravure OD 2604.^Radiatcur?; muraux. 

Section de 12 pieds: 

Lonj^eur, 28 pouces 

Lar^^'ur, 15 

Lf pied carre 

Sectifin de 9 pieds: 

LonfTUL'ur, 34 pouces 

Lar^ieur. 13 

Le pied carre 

Section de 7 pieds: 

Lfji^^ueur, 17 jxiuces 

Lart;eur. 15 

Lc- pied c^rre 

Section de 5 pieds; 

Lont^L'ur. 

hari^eur, 
Le pied carre , 



SI. 05 
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SI. 15 



Plate OD 2604.— Wall Radiators. 

12 feet section: 

Length, 28 inches 

Width, 15 '' 

Per square foot 

9 feet section: 

Length, 24 inches 

Width, 13 " 

Per square foot 

7 feet section: 

Length, 17 inches 

Width. 15 " 

Per square foot 

5 feet section: 

Length, 

Width. 
Per square foot 



$r05 



Sl-05 



$1.05 



$1.15 



Gravure OI> 260S. 
Supi^irls de radiateurs 
muraux. 





Plate OD 2605.— 
Brackets for wall ra- 
diators. 
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Aulres genres de supports sur coniniande. 



OD 2G05 

Other sivles of brackets to order. 
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REGULATEUR AUTOMATIQUE 

*'MUELLER ' 
AUTOMATIC CONTROLLER 



RELIEr VALVE 



REDUCING VALVE 



STRAINER 



DAMPER CONTROL 



>2COMP 



1^4 OniP TO ORAIM 




DRAIN 
COCK 



OD 2606 



Gravure OD 2606. — Le regulateur automatique 
Mueller, pour chauffage a I'eau chaude, donne satis- 
faction partout; c'est un ingtnieur toujours en devoir. 

En void les principaux avantages: 

II remplace avec avantage le resen.'oir de detente. 

II est rapidement pose (en^^ron une heure.) 

II rend la circulation plus rapide et assure un sen.-ice 
plus regulier et plus efficace. 

La soupape reductrice et la soupape de surete. s*ou\Tent 
et fonctionnent libremenl meme apres une longue 
periode d'inactivite. 

Avec lui vous avez de I'eau chaude et non de I'eau 
bouillante. 

L'appareil est absolument a point. 

Le moderateur automatique economise le combustible. 

L'appareil complet .'550,00 



Plate OD 2606.— The automatic .Mueller hot \vater 
heat control is giving satisfaction evervwhere; this is 
an engineer always on the job. 

Here are its leading advantages: 

It takes advantageously the place of expansion tank. 

It is rapidly installed 'in about one hour.) 

It makes more active the circulation and insures a 
better and more efficient ser\'ice. 

The reducing valve and relieve valve are positive in 
action, opening and working freely after long period of 
inactivity. 

Hot water, not boiling water, is what you get with it. 
The system is absolutely dependable. 
The automatic damper control saves fuel. 
Complete system, $50.00 
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SURCHAUFFEUR "CLARK" HEATING BOOSTER 




OD 2608 



Vue sectionnelle 
Sectional view 



Gravure OD 2608. — Le surchauffeur ''Clark" comme 
le nom Tindique, accroit la temperature sans depense 
additionnelle de combustible; c'est un auxiliaire efficient 
et economique a placer sur tout systeme de chauffage 
a eau chaude. 

Le surchauffeur "Clark" est un dispositif qui augmente 
la circulation de Teau dans le systeme a eau chaude, 
en lui donnant une pression. forgant, ainsi, Teau a 
circuler plus rapidement, de la fournaise aux radia- 
teurs, et vice versa; Teau est alors plus chaude et 
maintient constamment sa temperature sans combusti- 
ble additionnel. 

Prix et informations supplementaires donnes sur 

demande. 
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TO SYSTEM 



OD 2608A 

Gravure montrant le surchauffeur raccord^ au 

reservoir de detente- 
Cut showing the booster attached to the 

expansion tank. 
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Plate OD 2608-— The *"Clark" booster as its name 
implies, increases temperature with no extra fuel 
consumption, and is an efficient and economical 
attachment to be placed on all hot water heating 
system. 

The ''Clark" booster is a de\i.ce which increases the 
circulation of the water, in hot water heating system 
by putting a pressure on the system, thereby causing 
the water to travel more rapidly to and from the 
boiler to the radiators, thus causing the water to be 
more hot and to maintain that constant heat with- 
out additional fuel consumption. 

Other informations and prices given on request. 
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INJECTEUR ^'PENBERTHY" INJECTOR 
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OD 2610 



OD 2611 



R-Steam Jet. V-Tail Pipe 
£-SocUon " X-Couplina Nut 
Y-Delivety" Z-Ovefflow Cap 
O-PluB P- ' Valve 

N- " HiDBC 

OD 2612 



Grosseur 

Size 



Prix 

Price 



O 

oo 

A 

AA 

B 

BB 

C 

cc 

D 

DD 

E 

EE 

F 

FF 

G 

GG 



S 15.00 

16.00 

18.00 

20.00 

25.00 

30.00 

40.00 

45.00 

55.00 

60.00 

75.00 

90.00 

HO.OO 

125.00 

150.00 

200.00 



C.V. base sur 
une foumaise 
tubulaire ordi- 
naire 

H.P. based on 
ordinary tubu- 
lar boiler 



3 a- 

4 a- 
8 a- 

12 a- 
17 a- 
20 a- 
40 a- 
45 a- 
50 SI- 
TS a- 
100 a- 
115 a- 
160 a- 
200 a- 
300 a- 
375 a^ 



-to 
-to 
■to 
■to 
■to 
■to 
■to 
■to 



6 

8 

16 

22 
32 

45 
65 
80 



-to 100 
-to 135 
■to 180 
-to 255 
■to 320 
-to 400 
-to 500 
-to 600 



C.V. base sur 

30 lbs d'eau 

par C.V. a 

I'heure 

H.P. based on 

30 lbs. water 

per hour 



4 a- 

6 a 

10 a- 

15 a- 

22 a- 

25 a- 

45 a- 

50 a- 

60 a- 

85 a- 

125 a- 

150 a- 

200 a- 

250 a- 

325 a- 

400 a- 



■to 
-to 
■to 
■to 
■to 
■to 
■to 



8 
12 
20 
30 
45 
60 
80 



Grosseur du 

tuyau de rac- 

cordement 

Size of pipe 
connection 



■to 100 
-to 135 
-to 165 
-to 235 
■to 320 
■to 400 
■to 500 
■to 600 
■to 750 



// 



H 

Vs" 

M" 

1" 
1" 

IM" 

IM" 

VA" 

VA" 
2" 

2" 

23/2" 
2W 



Capacity i I'heure, 1 u 

3 pieds d'eliJvation. 60 

li 110 lbs de pressioQ 

dc vapeur 

Capacity prr liour. 

1 to S feet lift. GO to 

110 ibs. steam 

pressure 

Maximum Minimmn 

Gal. GaL 



60 
80 

135 

180 

260 

360 

475 

600 

800 

1000 

1400 

1900 

2400 

3000 

3600 

4200 



35 

45 

70 

100 

140 

180 

250 

325 

425 

525 

740 

850 

1275 

1600 

1875 

2150 



Poids d'expe- 
dition ennballe 

Shipping 
weight, boxed 



lbs. 



oz. 



2 

2 

3 

3 

5 

5 

8 

8 

12 

12 

25 

25 

37 

39 

75 

75 



5 

8 
8 
6 
6 
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Prix Courant des Pieces de Rechange — Price List of Repair Parts 
GRAVURES OD 2611 ET OD 2612— PLATES OD 2611 AND 2612 



Grosseur d'Injecteur 
Size of Injector 



R Jet a vapeur — Steam Jet. . . . 
S Jet aspirateur — Suction Jet. . 

Y Jet emetteur — Delivery Jet. . 
X Bague d'accouplement— 

Coupling nut 

V Raccord de depart — Tail pipe 
Z Capsule de trop-plein — Over- 
flow cap 

P Clapet de trop-plein — Over- 
flow valve 

N Chami^re de trop-plein — 
Overflow hinge 

O Bouchon — Plug 

Passoire — Strainer 



O 

ou-^or 
00 



SO. 25 
0.25 
1.25 

0.25 
0.25 

0.30 

0.40 

0.10 
0.60 
0.40 



A 

ou — or 

AA 



S0.35 
0.35 
1.50 

0.30 
0.30 

0.40 

0.50 

0.10 
0.80 
0.45 



B 

ou — or 
BB 



SO. 45 
0.45 
2.00 

0.40 

0.40 

0.50 

0.60 

0.15 
1.00 
0.50 



C 

ou — or 
CC 



S0.55 
0.55 
2.50 

0.50 

0.50 

0.60 
0.75 

0.15 

1.25 
0.55 



D 

ou^or 
DD 



S0.65 
0.65 
3.00 

0.60 
0.60 

0.70 

0.90 

0.15 
1.50 
0.60 



S0.75 
0.75 
3.75 

1.25 

0.80 

r 

0.80 

1.00 

0.20 
1.75 
0.75 



EE 



S0.75 
0.75 
4.50 

1.25 
0.80 

0.80 

1.10 

0.20 
1.75 
0.75 



F 



SO. 85 
0.85 
5.50 

1.50 
1.00 

0.90 

1.25 

0.20 
2.00 
1.00 



FF 



SI. 00 
1.00 
6.50 

1.50 
1.00 

0.90 

1.25 

0.20 
2.00 
1.00 



G 

ou — or 
GG 



S2.00 
3.00 
9.00 

2.00 
1.25 

1.50 

1.75 

0.30 
4.00 
1.50 




a 










f 



im 



!i 



m\ 



I 



HI 




/^!M!H 



mm 
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EJECTEUR 
PENBERTHY 



Gravure OD 2614.— Lere 
de 22 a 25 pieds. Eleve 
de 25 a 100 pieds. 30 a 100 
lbs de pression. 




PENBERTHY 

EJECTOR 



Plate OD 2614.— Lift 22 
to 2o feet Elevates 2d 
to 100 feet, 30 to 100 lbs. 
pressure. 









OD 2614 


h 












Grosseur par Numero — Size No. 


1 


2 


3 


4 


5 6 


7 


8 


9 


10 


Prk tout cui\Te — Price all brass 


$8.00 


10. OO 


15.00 


20.00 


25.00 


35.00 


50.00 ! 70.00 

1 


105.00 


145.00 


Prix bati de fer. jets en cmvre — 
Price iron body, brass jets 


No 1 a 4 en cui\Te seulement 
No. 1 to 4 all brass only 


20.00 

1" 
1^" 


27.50 


40.00 


50.00 


70.00 


95.00 


Tuvau de raccordemenl. vapeur — 
Pipe connection, steam 

Tuvauxd'admission et d'emission 
^Pipe connection, suction and 






1" 


1" 


IH" 

2" 


\}4" 
2)4" 

5.700 
4.350 
2.500 
3.750 


2" 
3" 


2" 
3M" 


4" 


Capadte a I'heure— Capacity per 


240 
235 
120 
180 


500 
450 
250 
37o 


&40 
700 
420 
625 


1.350 

1.300 

650 

950 


1.950 

1.850 

975 

1.450 


3. 500 
3.000 
1.750 

2.600 


9.500 
8.160 
4.750 
7.200 


13.600 

12.400 

6. 800 

10,200 




Pression — Pressure. 40 a — to 6d 

lbs. 
Aspiration de 3 pieds— 3 feet lift 
20 a — ^to 40 lbs. ou — or 6o a — to 

100 lbs 


18.400 
17 100 


40 a — to 65 lbs- 50 pieds d ele\-a- 
tion — 50 feet elevation 

40 a— to 6S lbs.. 2o pieds d eleva- 
tion — 25 feet e evation 


9.200 
13-800 


Lever vertical — pds. — Vertical 

l.ift^feet. 
\*apeur — Steam 40 a — to 7o lbs. 
25 a — to 40 lbs., ou— or 75 a — to 

100 lbs 


23 
20 


25 
oo 


25 


25 


25 
22 


25 
oo 


25 

oo 


25 

oo 


25 
oo 


25 

99 



IS'.B- — Les numeros 5 et 6 seront expedies tout en cui\Te, a moins qu'lU ne sclent commandes a\''ec bati de fer. 
A moins d'etre commandes tout en cui^Te. les numeros 7, 8, 9, 10 seront expedies avec bati de fer. 

N.B. — Sizes 5 and 6 will be sent in all brass, unless ordered with iron body. 

Unless ordered in brass, sizes 7, 8. 9.|10 will be shipped with iron body. 



Pl£CES DE RECHANGE 
D'EJECTEL'R 



Gra^-ure OD 2615.— 








EJECTOR REPAIR PARTS 



Plate OD 2615.— 







X 


Q OD 2615 












Gro^?=?e\ir par Xumero — Size No. 1 


2 


3 4 1 5 


6 


7 


8 


9 


10 


R Jet de Vapeur — Steam Jet- , , 

V Jet erne tteiir— Deli ven- Jet 

V Raccord de depart— Tail pipe 
X Ecrou d'accouplement — 

Coupling nut 


$0.25 

0.80 
0.25 

0.25 
0.45 


$0.35 
1.00 
0.30 

0.30 
0.50 


$0.45 SO. 55 50.60 
1.25 1 1.50 1.75 
0.40 0.50 0.50 

0.40 50 ' 50 


$0.80 
2.50 
0.60 

Aft 


51.00 

4.00 
0.80 

1.25 


$1.25 

6.00 
1.00 

1.50 


$1.50 

8.00 
1.00 

1.50 


$2.00 

10.00 

1.25 

2.00 


Passoiie — Strainer 


55 60 75 1 00 


1.50 






Q lague reeuliere — Regular 

coupling 
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CHAUFFE-EAU SILENCIEUX ~ NOISELESS WATER HEATER 




Gravure OD 2616.— L'emploi de 
ce chauffe-eau chasse tout bruit 
lorsqu'il s'agit de chauffer par la va- 
peur une bouilloire ou un baril d'eau. 
Specialement recommande pour les 
cremeries, leslaboratoires, les brasseries, 
etc. 

II n'a aucun accouplement et aucunes 
parties amovibles capables de s'user, 

II chauffera rapidement et sans perte 
de vapeur. 




l?late OD 2616.~The use of this 
heater does away with all noise when 
heating a tank or barrel of water with 
steam. It is specially recommended 
for creameries, cheinical works, brewe- 
ries, etc. 

It has no couplings and no loose parts 
to get out of order. 

It will heat quickly and without waste 
of steam. 



OD 2616 



G ravure mont ran t le 
chauffe-eau en operation. 




Cut showing the heater in 
operation. 
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OD 2616-A 

Tuyau a vapeur 


Tuyau debiteur 








Pouces 


Pouces 


Capacite 


Grosseur No 


Prix, chacun 


Steam iipe 


Discharge pipe 


Capacity 


Size No. 


Price, each 


Inches 


Inches 


Gallons 


F 


SI. 50 


H 


Vs 


^ 


G 


1.75 


H 


y% 


m 


H 


2.00 


H 


1 


75 


J 


2.50 


H 


1 


100 


K 


3.00 


1 


iM 


125 


L 


4.00 


IK 


W2 


175 


M 


5.00 


VA 


2 


250 


N 


8.00 


2 


tVi 


300 








t 
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PURGEURS AUTOMATIQUES A VAPEUR — AUTOMATIC STEAM TRAPS 






OD 2618 
Nason Glasse B 

Numeros 

Orifices de raccordements 
Diametre de bride 
Diametre du cylindre 
Hauteur au-dessus de la 

soupape 
Hauteur au-dessus du cou- 

vercle 
Pieds lineaires, tuyau de 1" 
Pieds canres de surface 
Debit d'eau, lbs par mi- 
nute 
Poids, lbs, Classe B et 

Classe C 
Type "Sidelug" 
Prix la piece — Classe B et 

Classe C 
Type "Sidelug" 



OD 2620 
Nason Classe C 



1 

id 34" 

8" 



11 



/f 



8" 
1500 
500 

40 
47 

S26.50 
32.00 



2 

H" 
14K" 
lOH" 

14" 

10" 

3450 
1150 

80 
92 

S56.70 
62.00 



-3 

1" 

1534" 
12" 

IQH" 

12" 
5250 
1750 

10 

113 

125 

S72.50 

78.00 



4 

IM" 
19" 

14" 

183^" 

14" 
7650 
2550 

I5y2 

176 
212 



IV2" 

2414" 

18" 



15H" 
12000 

4000 

23 

336 

343 



S108.50 $2U.50 
120.00 220.00 



h TopVflEvt 



K-e TofV j],g DAnwl 



Hun&rtf filial 



PIECES DE RECHANGE 

POUR 
PURGEURS A VAPEUR 
NASON 




OtfTtCT- 



Grosseur de Furgeur 

K Soupape superieure complete 
Tige de soupape superieure 
Bonnet de soupape superieure 
Disque de soupape superieure 
Siege-couvert 
Couvert central 
Garniture couvert central 
Couvert principal 
Garniture de couvert princ. 
Pointe de tige 
Tige 

Manchon 
Siege de manchon 
Diaphragme 
Flotte 
Bati 
Ecrou de tige 



KA 
KB 
KC 
L 
M 

G 
N 
R 
H 
F 
E 
C 
D 
B 
P 






OD 2622 

Nason SideJug 

Numbers 

Pipe connections 
Diameter of flange 
Diameter of cylinder 



23^" Height over valve 



Height over cover 
Lineal feet, 1" pipe 
Square feet surface 
Discharge, lbs. water, per 

minute 
Weight, lbs.. Class B and 

Class C 
"Sidelug" Type 

Price, each— Class B and 
Class C 
"Sidelug" Type 



REPAIR PARTS 

FOR 

NASON 

STEAM TRAPS 





OD 2623 








1 


Z 


3 


4 


5 


Sii 


S4.00 


$5.60 


S6.40 


S8.00 


S8.40 


K 


2.00 


2.40 


2.80 


2.80 


4.00 


KA 


1.40 


1.60 


1.80 


1.80 


2.60 


KR 




i 






4.00 


KC 


1.60 


1.60 


2.40 


2.80 


3.20 


L 








14.00 


16.00 


M 








1.00 


1.60 





9.60 


14.40 


20.00 


33.80 


62.40 


G 


1.00 


1.60 


2.40 


4,80 


6.80 
3.20 


N 
R 


4.00 


5.60 


6.80 


10.00 


14.00 


H 


4.80 


6.40 


8.00 


10.80 


18.00 


F 


1.20 


1.60 


2.00 


2.40 


2.80 


E 


1.20 


2.00 


2.40 


4.80 


6.40 


C 


3.20 


4.00 


4.00 


8.00 


10.00 


D 


12.00 


18.00 


28.00 


42.00 


75.20 


B 


1.20 


1.20 


1.20 


1.60 


1.60 


P 



of Trap 

Top valve complete 
Top valve stem 
Top valve bonnet 
Top valve disc 
Cover seat 
Centre cover 
Centre cover gasket 
Main cover 
Main cover gasket 
Spindle tip 
Spindle 
Sleeve 
Sleeve seat 
Diaphragm 
Float 
Pot 
Spindle nut 
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PURGEURS AUTOMATIQUES A VAPEUR — AUTOMATIC STEAM TRAPS 



KIELEY 

No 708 
Basse Pression 

No 710 
Haute Pression 




KIELEY 
No. 708 

Low Pressure 
No. 710 

High Pressure 



Numero du Purgeur 

Orifices, admission 
et emission 

A 

B 

C 

D 

Capacite. lbs d'eau, 
a I'heure 

Capacite, pds car- 
res de radiation 

Capacite, pds line- 
aires tuyau de 1" 

Poids. lbs 

Prix, chacun 

Numero du Purgeur 

Orifices, admission 
et emission 

A 

B 

C 

D 

Capacite. lbs d'eau 
a I'heure 

Capacite. pds car- 
res de radiation 

Capacite, pds line- 
aires, tuyau de 1" 

Poids, lbs 

Prix, chacun 



1 

H" 

lOK" 

13 K" 
11" 

500 

1.000 

4.000 

55 
S25.00 

1 



I" 

1114" 
IVA" 
15" 

mi" 

725 

2.000 

6.000 

70 
S35.00 



No 708 
3 

IK" 

13H" 
14" 

16H" 

135^" 

1.200 
3.300 



OD 2626 



No. 708 
4 5 



IV^" 
UH" 

193.4" 
15 U" 

2.000 

5.000 



10 . 000 

100 
S45.00 
No 
3 



15.000 

145 
S60.00 
710 — 
4 



lOK" 
10^" 

14^" 
12" 

500 

1.000 

4.000 

58 
S25.00 



1" 

11^^" 

15'.^" 
12H" 

725 
2.000 



// 



// 



IK 
14^ 

14" 

17" 

13" 



1.200 
3.300 



1/ 



LISTE DES Pl£CES 

No 

1 Bati 

2 Couvercle 

3 Boulons 

4 Garniture 

5 Soupape de passage 

6 Siege de soupape 

7 Flotte 

8 Tige de Flotte 



6.000 10.000 

75 105 

SA5.00 S45.00 

DE RECHANGE 

Body 
Cover 
Bolts 
Gasket 

By-pass Valve 
Valve seat 
Float 
Float rod 



IK 
15" 
14ir 

19K" 
16" 

2.000 

5.000 

15.000 

165 
S60.00 



2" 
16" 
16" 
20" 

3.000 

8.300 

25, COO 

165 
S80.00 
No. 710 
5 

2" 

IQ%" 

17" 

21^^" 
17^" 

3.000 

8.300 

25.000 

240 

S80.00 



2 U" 

\7H" 
17iU" 
221^" 

IS-K" 

4.000 

11.500 

35 . 000 

240 
SIOO.OO 



3" 
1814" 

181-2" 
22 K" 

20" 

6 000 

16 500 

50.000 

280 
S125.00 



2y," 

\7\i" 

m-i" 

22" 
19" 

4.000 

11.5C0 

35,000 

265 
SIOO.OO 



3" 

19" 
19" 
231.-^" 
231^" 

6.000 

16.500 

50,000 

300 
S125.00 



Number of Trap 

Inlet and Outlet 

A 

B 

C 

D 

Capacity, lbs. of 

water per hour 
Capacity, sq. feet 

of radiation 
Capacity, lineal ft. 

of 1" pipe 
Weight, lbs. 
Price, each 

Number of Trap 

Openings, inlet and 

outlet 

A 

B 

C 

D 

Capacity, lbs. of 

water per hour 
Capacity, sq. feet 

of radiation 
Capacity, lineal ft. 

of 1" pipe 
Weight, lbs. 
Price, each 



No 
9 
10 
11 
12 

13 
14 

15 



LIST OF REPAIR PARTS 



Soupape 

Siege de soupape 

Tube 

Tige ajustable avec 

ecrou 
Tasseau 
Rivet 
Ecrou- f rein 



Valve 
Valve seat 
Tube 

Adjustable stem with nut 

Lug 

Rivet 

Locknut 







m 



lir 



i«f 
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PURGEURS AUTOMATIQUES A VAPEUR — AUTOMATIC STEAM TRAPS 



Gravure OD 2628.— Purgeur auto- 
matique "Jenkins Diamond". 

Grosseurs y>" H" 

Chacun S3-50 S4.00 

Bouchon et Vis. . 0.80 1.00 

Chapeau 0.75 0.90 




Plate OD 2628.— "Jenkins Dia- 
mond" steam Trap. 

Size ^" ^" 

Each $3.50 $4.00 

Plug and screw. . 0.80 1.00 

Cap 0.75 0.90 



OD 2628 



PURGEUR HUILE ET GRAISSE— "KIELEY"— OIL AND GREASE EXTRACTOR 



Gravure OD 2630. — Pour etre 
raccorde aux moteurs ou pompes, 
la ou le surplus de vapeur est 
employe pour le chauffage ou autres 
necessites. 

II est d'acces facile, se place dans 
un espace restreint et se nettoie 
automatiquemcnt. 




Plate OD 2630.— For use in con- 
nection with engines and pumps 
where exhaust steam is used for 
heating or other purposes. 

It is self-cleaning and easily ac- 
cessible and can be placed in the 
smallest possible space. 



OD 2630 



A Grosseur ^" 



B 

C 
D 
E 

Drain 
Poids. ibs 



8" 

4" 

11 H" 

H" 
55 



/I 



Prix, chacun S30.00 
Grosseur 



1" 
8" 
4" 

11?8 

K" 
55 

30.00 



Hi" 

8" 

4" 

H" 

55 
30.00 



VA" 
8" 
4" 
113^" 

55 
30.00 



// 



2" 

8" 
4" 

9" 

Va 
65 

30.00 



// 



2" 

6" 

133^" 

9H" 

H" 
85 

30.00 



2M" 

1" 

13^" 

%" 
95 
35,00 



3" 

lOK" 

lOM" 
1" 

130 
45.00 



1/ 



VA" 

low 
8H" 

15^4" 

1" 

135 



4" 

12H" 
9" 

17'^ 

113/2" 

IH" 

170 



55.00 M.OO 



4H" 
123^" 

18H" 
12" 

IH" 
185 

75.00 



A. 

B 

C. 

D. 

E. 

Drain 

Poids, lbs 

Prix, chacun 



5" 
123^" 
10" 

18^" 
12K" 

134" 
198 



6" 

15" 
11" 
203^" 
133^" 

VA" 
245 



7" 
14^" 
12M" 

13 5i" 

270 



8" 

19?^" 

133^^" 

28M 
21" 

2" 

645 



'/ 



9" 

193/8" 

15" 

ZSVs" 
213^" 
2" 

660 



10" 
19 '-i" 

16" 

29K" 
213^" 

2" 

675 



12" 

215^4" 
19" 

35M" 
253^" 

2" 

950 



14 



// 



H" 



»i 



21" 

35^" 

253^" 

2" 

975 



16" 
24^ 

22 M" 

42" 

30^" 
2" 

1450 



18" 
24M" 

23 M" 
42^" 

31^" 

2" 
1500 



A Size 
B 
C 
D 

E 
Drain 

Wt. lbs. 
Price, each. 

Size 



S83.00 104.00 120.00 145.00 165.00 200.00 250.00 375.00 475.00 600.00 



A. 

B. 

C. 

D. 

E. 

Drain 

Weight, lbs. 

Price, each 



Gravure OD 2632.— Re- 

gulateur amortisseur de 
basse pression. 

Chacun $10.00 




Plate CD 2632.— Low 
pressure' damper regula- 
tor. 

Each $10.00 



OD 2632 
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i 




P& Wm 






SOUPAPE REGULATRICE '^KIELEY EUREKA ' REGULATING VALVE 



Gravure OD 2634, 

— Pour basse pres- 
sion: 

No 116 a filetage. 
No 118 a bride. 





Plate OD 2634.— 

For low pressure. 

No. 116, threaded. 
No. 118, flanged. 





A. Grosseurs 

B. 

C. 

D. 

F. 

G. 

I. 

Poids. lbs 

Prix, chacun 



3.4" 1" 1^4" 
3}4" 3-9 16" 4" 

VA" 2h" 
13'^ 



OD 2634 

No 116 — No. 116 

2" 2" 2H" 

4^~h" 5-3 '32 6-1 .'16" yp.g" 



11^" 



23s" 



13H" 

61./' 

11"" 

94" 

35 
S20.00 



s 



13^8" 

6>>" 

ll'-s" UU" 



6U" 



24" 

35 

22.00 



24" 
36 
28.00 



8 
9 1 .," 

13;r 

24" 
^37 
35.00 



3" 
14" 

616" 

nw- 

24" 

40 

44.00 



3S" 

l&H" 
6^2" 

12^" 
24" 
45 
44.00 



3" 

41s" 5J-," 
17 H" 18-5 16 
8'./' 81-^/' 
133/' 



I3I4" 
32" 
60 
57.00 



32" 

70 

72.00 



3H" 

18V-i" 

8^" 
14" 

32" 

85 



4" 
10 5^^>" 

e.H" 

H 

32" 

100 



21 K" 

8^2" 
15 U" 



85.00 100.00 



A. Sizes 

B. 

C. 

D. 

F. 

G. 

I. 

Weight, lbs. 

Price, each 





No 118 — No. 118 



2" 2W 

7-1/16 7-9/16 
6" 
16M" 



7 
171-^" 



A. 
B. 
C. 

D. 
E. 
F. 
G. 

Poids, !bs 

Prix, chacun $50.00 57.00 



12M" 
6H" 
24" 
55 



f/ 



13J-4 
8,4" 
32" 

70 



3" 

8i2" 

7H" 
18 1^' 

13^4" 

81/" 
72 

32" 
75 

72.00 



3I2" 

18K" 

14H" 

8,H" 
32" 

95 



4" 

10 H" 
9" 

22H" 

16H" 
8H" 

32" 

120 



5" 

11;^" 



6" 
12's" 



10" 11" 

22H" 24M" 

I6V2" 171-^" 

8H" 8H" 

32" 32" 

140 170 



7" 

13i.>" 
121^" 
25 W 
18U" 

32" 

190 



8" 

14 If 
131/' 

27?.r' 

19?4" 

12" 
32" 
268 



10" 

16J^s" 

16" 

303.4" 

20:J4" 
12" 

32" 

350 



12" 

183 s" 

19" 
343^" 

213i" 
12" 

32" 

455 



85.00 100.00 135.00 180.00 225.00 275.00 350.00 470.00 



A. 
B. 
C. 
D. 

E. 
F. 
G. 
Wt., lbs. 

Price, each 



LISTE DES PIECES DE RECHANGE 



LIST OF REPAIR PARTS 



No 

1 

9 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 



Bati de soupape 

Collet 

Couvercle a diaphragme 

Plaque de bati ■^ 

Boutons de plaque de bati 
Garniture de plaque de bati 

Garnitures inferieures 
Plaque ■^ y 

Boulons de collet 
Boulons de diaphragme 

Disque 

Anneaux de butee de siege 



y Valve body 
/ Neck --- 



Diaphragm cover 
Body plate 
Body plate bolts 
Body plate gasket 
Lower gaskets, 
Plate ^--—^ 
Neck bolts 
Diaphragm bolts 

Disc 

Seat rings 



No 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 



Rondelles 
Tige de disque __- 
Ressort de disque 
Ressort de disque 
Diaphragme 
BoutoTt--. ^ 
Piece centrale 
Levier 
Contrepoids 
Vis a oreille 
Boulons de levier 



Washers 
Disc stem 
Disc spring 
Disc spring 
Diaphragm 
Button 
Center piece 

Lever V^ ^ 

Ball weight^ 
Thumb screws 
Lever bolts 



' I 



□ 



(■ 1; 







■il,ii[ I '. 




W 



^ 




i 



ml 



11 



lU 
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SOUPAPE REGU- 

LATRICE DE 

PRESSION KIELEY 



Gravure OD 2636. — Cette sou- 
pape est fabriquee de forme 
droite et de modcles difierentiels; 
ordinaire ou extra-pesante, avec 
un ou deux sieges. 

Les sieges et disques sont de 
bronze et le bati est fait de !a 
meilleure fonte. 

A bride seulement- 




KIELEY PRESSURE 
[/ J REGULATING 

VALVE 




Plate OD 2636.— This valve is 
made _ with single and double 
seats; in straight and differential 
patterns, in standard and extra 
heavy weights. 

The valve seats and discs are 
constructed of bronze, and the 
body of the best quality of cast 
iron. 

Flanged end only. 



v 





OD 2636 
Prix, Dimensions et Pesanteurs — Prices, Dimensions and Weights 



A. Grosseur 

B 

C. 

D. 

E. 

F, 

Poids. lbs 

Prix, chacune 

A. 

B. 

C. 

D. 

E. 

F. 

Poids, lbs 

Prix, chacune 



2" 

7" 

6" 

22 J^" 

19 K 

11" 

80 
S50.00 



// 



2>^" 

7" 

23 H" 
19H" 
H" 
90 
S57.00 



3" 

7H" 

23 K" 
l^J-'s" 
11" 
100 
S72.00 



3J^" 

m" 

23H" 
20" 

11" 

105 

S85.00 



4" 
10^" 

9" 
26 J4" 
20 J^" 
11" 
125 

sioo.oo 



5" 

11?^" 

10" 

27" 

20K" 
11" 

155 

S13S.00 



6" 
13" 
11" 
28" 
22" 
11" 
180 
$180.00 



7" 

13^" 
121^" 

29H" 
22" 
11" 
210 
S225.00 



8" 

UVn" 
13 K" 
30" 

2iy2" 
11" 

250 
S275.00 



10" 

lew 

16" 
33^" 
23" 
11" 
340 
$350.00 



12" 

ISH" 
19" 

34M" 

24" 

11" 
540 
$470.00 



LTSTE DES PIECES 

1 Bati 

2 Couvercle de diaphrag- 

me et anneau 

3 Piece centrale 

4 Barre transversale 

5 Barre transversale debati 

6 Ressort (mentionnez e- 

paisseur) 

7 Diaphragme 

8 Boulons de Diaphragme 

9 Ecrous de tige de sou- 

pa pe 

10 Rondelle 

11 Tige de soupape 

12 Tirants lateraux 

13 Ecrous pour tirants la- 

teraux 



A. Size 

B. 

C. 

D. 

E. 

F. 

Weight, lbs. 

Price, each 

A. 
B. 
C. 

D. 
E. 
F. 

Weight, lbs. 
Price, each 







DE REGHANGE 

Body 

Diaphragm cover and 

ring 
Center piece 
Cross bar 
Body cross bar 
Spring specify thickness 

Diaphragm 
Diaphragm bolts 
Nuts for valve stem 

Washer 
Valve stem 
Side rods 
Nuts for side rods 



LIST OF REPAIR PARTS 



14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 



Chapeau 

Ecrou de garniture 
Garniture 
Arret 

Garniture, haut et bas 
Anneau de butee 
Disque double 
Boulons de bati 
Ecrou conique 
Rondelies de disque 
Ressort de disque 
Ecrou de tige de soupape 
Goupille 

Plaque de dessous 
Boulons de plaque de 
dessous 



Bonnet 

Packing nut 

Packing 

Stop 

Gasket, upper and lower 

Seat rings 

Double disc 

Body bolts 

Tapered nut 

Disc washers 

Disc spring 

Valve stem nut 

Cotter pin 

Bottom plate 

Bolts for bottom plate 











1 



SOUPAPE REGULATRICE DE PRESSION *'KIELEY'' 
"KIELEY" PRESSURE REGULATING VALVE 







Gravure OD 2638.— Le bati, 
les sieges et disques sont de 
bronze. 




Plate OD 2638.— Body, seats 
and discs are of bronze. 



A. Grosseurs 

B. 

C. 

D. 
E. 
F. 

Poids, lbs 
Prix 



.8 

3" 

IH" 
14" 

13 ^-s" 

8H" 
24 
S22.00 



H" 
3" 

lU" 

14" 
13^" 

25 
S22.00 



2" 



14" 

37 
S24.00 



// 



OD 2638 

1" 

V.s" 

15'^/' 
14" 

8H" 
28 
S26.00 



IK" 

4" 

15 H" 

14" 

8H" 
29 
S30.00 



Vi" 

AH" 

151^2" 

14" 

8H" 
30 

S35.00 



2" 

5" 

15^./' 

14 14" 
8M 

33 
$44.00 



// 



A. Sizes 

B. 

C. 

D. 
E. 

F. 

Weight, lbs. 
Price 



LISTE DES PIECES DE RECHANGE 



LIST OF REPAIR PARTS 



No 

1 
2 
3 

4 
5 
6 
7 
8 
9 
10 



Bati 

Joug 

Couvercle de Diaphrag 

me 
Boulons 
Diaphragme 
Piece centrals 
Ressort 
Porte-ressort 
Vis d'ajustement 
Chapeau 



Bodv 

Yoke 
Diaphragm Cover 

Bolts 

Diaphra.gm 
Center piece 
Spring 

Spring holder 
Adjusting screw 
Bonnet 



No 

11 
12 
13 
14 

15 
16 
17 
18 
19 



Ecrou de garniture 
Paquetage 
Disque 

Tige de Disque 
Rondelle 
Ecrous 

Ecrou conique 
Goupille 

Ecrou inferieur de tige 
de soiipape 



Packing nut 
Packing 
Disc 

Disc stem 
Washer 
Nuts 

Tapered nut 
Cotter Pin 
Lower nut 
stem 



for valve 




fAh 



i'o 



V 



\, 



/- 



CD 



i 



I ■ 



, I 



^1 



N 



li 



■^ . , -, - ,1, * 



I 4 



'_'f 



1^:^ 



[[. 
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CHAMBRE D'EVACUATION DE TUYAU — EXHAUST PIPE HEAD 





OD 2640 
Vue exterieure 



OD 2640 
Vue interieure 



Grosseur de Grosseur de 

Tuyau, pees Purge, pees 

Size of Pipe Size of Drip 

Inches Inches 



1 

VA 
2 

3 

4 

4H 



H 

H 
I 

1 

1 

1 

1 

1 



Poids — lbs 
Wt.— Lbs. 



12 
12 
17 
17 
22 
22 
30 
30 



Chacune 
Each 



S20.00 

20.00 
25.00 
25.00 

30.00 
30.00 
40.00 
40.00 



Grosseur de Grosseur de 

Tuyau, pees Purge, pees 

Size of Pipe Size of Drip 

Inches Inches 



5 

6 
7 
8 
9 

10 
12 

14 



IK 

2 

2M 
2J^ 
3 



Poids^ — Lbs 
Wt.— Lbs. 



47 
58 
82 
103 
120 
140 
175 
225 



Chacune 
Each 



S50.00 

60.00 

75.00 

90.00 

105.00 

125.00 

150.00 

200.00 



Autres grandeurs jusqu'a 48", prix sur demande. 



Other sizes up to 48", price on appUcation, 



JOINTS DE RALLONGE 



EXPANSION JOINTS 





OD 2642 



OD 2644 



Gravure OD 2642.— Bati de fonte, fourreau en cuivre; Plate OD 2642.— Iron body, brass sleeve, flanged. 
a bride. 



Grosseurs 2" 2W' 3" W'l' 4" 5" 

Chacun S15.00 16.00 18.50 25.00 30.00 48.00 



6" 
55.00 



8" 10" 12" Sizes 

110.00 175.00 250.00 Each 



Gravure OD 2644.— Bati de fonte, fourreau en cuivre: Plate OD 2644.— Iron body, brass sleeve; threaded. 
filete. 



Grosseurs 
Chacun 



2" 
S7.00 



234" 
8.00 



3" 
10.00 



tt 



W2 

14.00 



4" 
18.00 



5" 6" 8" 10" 

38.00 45.00 100.00 160.00 



Sizes 

Each 




Li C 



□ 




•X 






'■^: 



I 




^ 
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JOINT DE RALLONGE — EXPANSION JOINT 



Gravure OD 2646.— Joint de 
rallonge tout en cuivre. 




Plate OD 2646.— All brass 
expansion joint. 











OD 2646 










Grosseurs 


K" 


3^" 


1" 


IH" iw 


2" 


2}4" 


3" 


Sizes 


Chacun 


S1.50 


S2.20 


S2.75 


$4.00 $5.00 


S8.00 


S17.50 


S24.00 


Each 



COLOXNES A EAU "NASON" WATER COLUMNS 




OD 2648 




IS 


^^-■^ 








^ 


OD 2650 


Gravure OD 2648 


—Petit 


modele 


OD 2649 


Gravure OD 2650.— Modele de 


special. 








?hiladelphie. 


Plate OD 264S.- 


-Special 


small Gravure OD 2649.— Mode e bijou 


Plate OD 2650.— P liladelphia pat- 


pattem. 




Plate 


OD 2649.— Fancy pattern. 


tern. 






Poids 


Hauteur Diam&tre 


Bouilloire Robinets Centre en 


Gravure 


Chacun 


bs 


Pouces Pouces 


Pouces Pouces Centre, pees 


Plate 


Eac 1 


Weight 


Height Diameter 


Boi er Cocks Centre to 






bs. 


Inches Inches 


Incies Inches Center, inches 


0D;2&18 


S3. 00 


5H 


1234 2 


H H 9 


OD 2&i9 -1 


3.50 


7 


15 214 


H Vi 12 !i 


-2 


4.35 


9K 


171^ 2K 


^ Yo 12 


OD2650 


14.00 


28 K^ 


181-^ 4J^ 


\M i,ou-or3-i 14 



COLONNES DEAU DE SURETE "RELIANCE" SAFETY WATER COLUMNS 






OD 2651 OD 2652 OD 2653 

Avertisseurs a_ eau reguliers, haute et basse pression. Regular high and low pressure water alarms. 

Prix et autres informations sur la page suivante. Prices and other informations on the following page. 




^ 





\ . 



1 



4 



n 




m 



I 



' ' \ 




ry- 



I' 




i 









H 






mr 



mi 




c J 














Raccords de 

Tube de Niveau 

Water gauge 

Connection 




Grosseur 
Robinc^t Jauge 

Size of 

Water Gauge 

Connection 






Poids 
approx. 




ColOQUC 


Genre de 


Variation 


Grosseur 


, 


Grosseur 




Centre 


Lon- 


d'expfidi- 


Liste 








No 


Fournaise 


de 


de 


Centre 


Gros- 


d'Eva- 


Centre 


Gros- 


au ha\it 


gueur 


tion 


Prix 


ColuTTin 


Kind of Boiler 


Signal 


R accord 


en 


seur 


cuatLon 


en 


seur 


Colonne 


totale 


lbs 


Price 


No. 




Variation 


Size of 


Centre 




Size of 


Centre 




Centre 


Length 


Approx. 


List 






letw^en 


Connec- 


Centre 




Blow-off 


Centre 




to Top of 


overal 


Ship. 








Alarm 


tion 


to 
Centre 


Size 




to 
Centre 


Size 


Column 




Wt., !b.s. 




1 


•.W X -34" 


6" 


1" 


13H" 


IV' 


3<^' 


3" 


H" 


IG'A" 


23 J<" 


40 


$28.00 


■? 


3(i" X 54" 




1" 


13'A" 


'A" 


y." 


3" 


Vi" 


IQ'A" 


23 K" 


40 


25.00 


i> 


M" X 72" 


S" 


] H" 


IS" 


;4" 


H" 


4" 


H" 


2XK" 


29 K" 


70 


30.00 


5!I 


Tube dVau 


























Water tube 


8" 


1J<" 


16" 




H" 


4" 


H" 


21;<" 


29 H" 


75 


35.00 


5 3 & W 


Tuhp dVaii 


























Water tube 


S" 


IJi" 


IS" 


-T' 


y," 


4" 


M" 


21 '4" 


29 K" 


70 


31.00 


'i Co m , 


54" X 72" 




IK" 


IS" 


i-i" 


H" 


4" 


H" 


20" 


29 '<" 


70 


16.00 


fi 


54" X 72" 




1^" 


15H" 


H" 


K" 


4" 


y/' 


ISK" 


28" 


60 


28.00 


7 


TubedVaii 


























Water tube 


12" 


IH" 


21" 


H" 


V." 


6" 


K" 


26" 


36" 


120 


35.00 


7R 


Tube d'eau 


























Water tube 


12" 


IH" 


20" 


H" 


H" 


R" 


H" 


25H" 


34H" 


70 


33.00 


g 


Tube dVau 


























Water tube 


IS" 


Hi" 


2S" 


W 


1" 


9" 


H" 


33 H" 


44" 


140 


40.00 


11 


Tube t 'eau 


























Water tube 


24" 


IH" 


32" 


y," 


1" 


12" 


H" 


37 K" 


48 K" 


165 


42.50 



SIFFLETS 

A 
VAPEUR 




STEAM 
WHISTLES 



OD 2654 



Diainctre de cloche 

Lonsiiour, cloche courte. . 
Grosseur, orifice 3 tuyau. 

Prix, h doche courte 

Longueur, cloche longue. , 
Prix. clofliiP longiip 



No 409 avec soupape — No. 409 with valve 



114" 
3" 

H" 

S4.00 

-ili" 
$4.60 



2" 
i" 

H" 

$5.50 
Ci" 
$&-15 



2!^" 

5" 

H" 
S6.50 

7'A" 
S7.25 



3" 
6" 

K" 
$8.50 
9" 
S9.60 



// 



■i'A 
7" 
1" 
$11.50 

lOiS" 
$12.80 



■i" 


5" 


I/' 


Diam. ol bell 


S" 


10" 


12" 


Length, short bell 


lyi" 


VA" 


2" 


Size, pipe connection 


$15.00 


$22.50 


$33.00 


Price of short bell 


12" 


lo" 


18" 


Length of long bell 


S16.50 


$25.75 


S.^7.50 


Price of lonp bell 



Dianietre de cloehe 

Longueur, cloche <?ourte. , 
Grosseur, orifice i tuyau. 

Prix, cloclie courte 

I.OEgupur, cloche lonjjue- . 
Prix, f'loehp lonsue. .'. . 



No 410 sans soupape — No- 410 without valve 




4" 
8" 

$12.00 

12" 
£13.50 



-3" 
10" 
IW 
$19,00 

15" 
$22,25 



12" 
2" 
§24,00 

18" 
$28.50 



Diameter of bell 
Length, short bell 
Size, pipe connection 
Price, shQrt bell 
Length, long bell 
Price, lon^ bell 



Grosseurs. . , , 
Chacnne. . . . 



Soupape No 411 — No, 411 valve 



1 " 

$2.00 



^2" 

$2.50 



3/' 

S3. 00 



1" 
S3. 50 



/' 



I 'A 

$5.00 



1 Ki" 



$6.00 



2' 
$9.00 



Sizes 
Each 



V 




, L 



I- 




I 




*5.P 




E^ 



SIFFLETS A VAPEUR — STEAM WHISTLES 






OD 265X 



OD 2659 



OD 2660 



Diam^tre 
Diameter 



5" 

6" 

8" 

10" 



Onlice a OD 2658 OD 2659 Diamelre 

Tuyau sans soupape avec soupape Diameter 
Size of Pipe without valve with valve 



IK" 
2" 

2i^" 



S 28.00 

42.00 

95.00 

190.00 



$ 35.00 

50.00 

110.00 

210.00 



6"dia 18" Ik 
6" ■' 24" 

8" ■■ 2-1" 

8" 32" 

10" ■• 32" 

10" '■ 40" 



Orifice a 

tuyau 

Pipe Con 

nection 

2" 

2" 

2' 2" 

Ql '■" 

2'-r 

2' 2" 



OD 2661 

OD 2660 OD 2661 

sans soupape avec soupape 
without valve with valvt 



S 95.00 
1.V).00 
175.00 
225.00 
.^50.00 
415.00 



$120.00 
U5.00 
215.00 

265.00 
400,00 
465.00 



GONG A LEVIER 

Gravure OD 2664.— 

Base d'acier pour les 
gongs de 3" a 6" et base 
en fonte laque pour les 
gongs de 8" a 14". 




o 



-] 



TRIP GONGS 

Plate OD 2664.— 
Steel base for 3" to 6" 
gongs, and cast iron japan- 
ned base for 8" to 14" 
gongs. 



No. 17870. 



Diam^tre 

Chacun 



4" 
$2.25 



5" 
5.00 



6" 
4.00 



OD 2664 

8" 
10.50 



10" 
21.60 



12" 
36700 



14" 
45.00 



Diameter 
Each 



Gravure OD 
2665.— Poi- 
gnee de ti- 
rage de gong. 
Chacune 
$2.25 




Plate OD 
2665. — Gong 
slide pull. 
Each $2.25 



OD 2665 




: 1 




• fi 





h 



It 




^■- ■ ■■■■■'- ;'V'^L'^- 



U - *--v"' * 




.^1. 




on 
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SUPPORTS DE COMMANDE DE GONG — PILLAR AND PLATE GONG CRANKS 





OD 2666 

Gravure OD 2666. — Cuivre fondu. 

Avec commande de 3^" SI. 20 

Avec commande de 4H" 1.35 



Plate OD 2666.— Cast Brass. 

With 33f' crank 

With 41.^" crank 



SI. 20 
1.35 



OD 2668 

Gravure OD 2668.— Cuivre fondu. 

Avec commande de 3%" S1.9.T 

Avec commande de 43^" 2,25 

Plate OD 2668.— Cast Brass. 

With 35-4" crank $1.95 

With 41^" crank 2.25 



THERMOMETRES A EAU CHAUDE — HOT WATER THERMOMETERS 




OD 2670 



■^' 



Pour fournaises a eau chaude seulement; boitier de 8" 
en fer nickele, tableau de graduation en cuivre oxide 
noir, chiffres incrustes, blancs; filetage a tuyau }4"- 

OD 2671 

Designed for hot water heating boilers only. Eight inch nickel-plated iron case; black oxided brass scale with 
white filled figures; H" pipe thread. 

Gravure OD 2670.— Gravure OD 2671.— 

Chacun $4.00 Chacun $3.00 



Plate OD 2670.— 

Each 



S4.00 



Plate OD 2671.— 

Each 




S3.00 ^^—^ 



□ 




: ; r 
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MANOMETRES — GAUGES 

Gravure OD 2672-— Manom^tre de pression, ^ un 
ressort. 

Plate OD 2672.— Single spring pressure gauge. 

Gravure OD 2673.~Manometre de vide. 
Plate OD 2673.— Vacuum Gauge. 




OD 2672 



O0 2673 



Gravure OD 2674,— Manometre alti- 
metre. 




Plate OD 2674-,— Altitude gauge. 



OD 2674 




Gravure OD 2675- — Manometre engrene de pression 
et de vide. 

Plata OD 2675- — Compound pressure and vacuum 
gauge. 

Gravure OD 2676- — ManomeLre hydraulique. 
Plate OD 2676. — Hydraulic gauge. 




OD 2675 

Grandeur du cadran 
Size of dial 

De pression et de vide 
Pressure and vacuum 

Boitier fer, lunette cuivre 
Iron case, brass ring 

Boitier cuivre fini 
Finished brass case 

Manometres altimetres 
Altitude gauges 

Boitier fer, lunette cuivre 
Iron case, brass ring 

Boitier en cuivre fini 
Finished brass case 

Manometres en^renes 
Gompound gauges 

Boitier en fer, lunette cuivre 
Iron case, brass ring 

Boitier en cuivre fini 
Finished brass case 

Manometres hydrauliques 
Flydraulic gauges 

Boitier en fer, lunette cuivre 
Iron case, brass ring 

Boitier en cuivre fini 
Finished brass case 



OD 2676 



2" 2 



Yf 



3" Z\^' 4M" 5" 5'^ 






6 



tt 



'4 



8^;" 



10" 12" 



$6.00 6.00 6.00 7.00 8.00 8.00 10.00 B.OO 16.00 22.00 .32.00 50.00 
S8.00 8.00 8.00 9.00 10.00 11.00 12.00 16.00 20.00 .30.00 40.00 75.00 



SIO.OO 12.00 12.00 14.00 16.00 20.00 30.00 40.00 50.00 



S12.00 14.00 14.00 16.00 20.00 25.00 40.00 50.00 80.00 



■ ■ ■ < ■ f I 



. ... $10.00 12.00 12.00 14.00 16.00 20.00 30.00 40.00 60,00 
.... $12.00 14.00 14.00 16.00 20.00 25.00 40.00 50.00 80.00 



* » f » 



....525.00 30.00 .... 35,00 50.00 70.00 90.00 110.00 



. ...$.?0.00 35.00 .... 40.00 60.00 80.00 100.00 125.00 
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HORLOGES DE CHAMBRE DE MACHINE — ENGINE ROOM CLOCKS 



Gravure OD 2677. — Ces hor- 

loges sont generalement fournies 
avec taoitier nrofond en cuivre 
poll ou nickele. 

Fabriquees avec mouvement de 
remonte a huit jours: soit Seth 
Thomas, Howard ou Chelsea. 




Plate OD 2677,— These clocks 
are regularly supplied with deep 
polished or nickel-plated brass 
case. 

Made with Seth Thomas, How- 
ard or Chelsea eight-day move- 
ments. 



Grandeur de cadran 

Size of dial 

12" 

10" 

8H" 

12" 

10'' 
81 i" 

12" 
10" 

8'./' 

6^" 

6 

5"" 



Mouvement 
Movement 
Howard 
Howard 
Howard 
Howard 

Seth Thomas 
Seth Thomas 
Seth Thomas 
Seth Thomas 

Chelsea 

Chelsea 
Chelsea 
Chelsea 
Chelsea 
Chelsea 
Chelsea 



OD 2677 



Temps — Jours 
Time — Days 
8 
8 
8 
8 

8 

8 
8 
8 

8 

8 
8 
8 
8 
8 



Boitier cuivre 


Boitier nicke e 


Brass case 


Nic eel-plated case 


$110.00 


S114.00 


90.00 


93.00 


80.00 


82.50 


70.00 


72.00 


90.00 


94.00 


65.00 


68.00 


55.00 


57.50 


45.00 


47.00 


90.00 


94.00 


65.00 


68.00 


55.00 


57.50 


45.00 


47.00 


40.00 


41.50 


38.00 


39.25 


35.00 


36.00 




SIPHONS DE MANOMETRE A VAPEUR 
STEAM GAUGE SIPHONS 



Gtavure OD 2678- — Siphon en tuvau. 

Fer S0.7S 

Cuivre 2.00 

Plate OD 2678.— Pipe siphon. 

Iron S0.75 

Brass 2.00 



Gravure OD 2679. — Siphon en cuivre. 

Cuivre poli $2.50 

Cuivre nickele 3.50 

Plate OD 2679.— Brass siphon. 

Polished Brass $2.50 

Nickel-plated Brass 3.50 



OD 2678 




OD 2679 
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MONTAGE DE RESERVOIRS 

DE DETENTE 

EXPANSION TANK MOUNTING 



INDICATEURS DE NIVEAU 
WATER-GAUGES 





OD 2680 

Gravure OD 2680.— Montage de 

reservoirs de detente; H"- 

La paire (moins tube verre) SI. 60 

Plate OD 2680. — Expansion tank 

mounting; %". 

Per pair (less glass) $1.60 

PRIX DES INDICATEURS DE NIVEAU 

Gravure OD 2681— Plate OD 2681 

Bati de cuivre brut Rough brass body 

Poignees en fer Iron Wheel Handles 

„., Dimension Nombro 

hjo Filetage ^ip y^rre de sardes Prix 
No. „.-^ tuyau gize of Number Price 
Pipe thread gi^gg of guarrfs 

81-A %" ^ X 12 2 .S2.75 
84-A M" s-^ X 12 2 3.00 

88-A M" Mxl4 2 4.50 



OD 2681 

Gravure OD 2681. — Indicateur de 
niveau a bati de cuivre brut, 

Plate OD 2681 .—Rough brass body 
water gauge. 



OD 2682 

Gravure OD 2682.— Indicateur de 
niveau avec bati de cuivre poli. 

Plate OD 2682.— Polished brass 
body water gauge. 



PRICES OF WATER GAUGES 

Gravure OD 2682— Plate OD 2682 

Bati de cuivre poli Polished brass body 



Poignees de bois 



Wood Wheel Handle 



Gravure OD 2683. — Indicateurs de niveau 
"Reliance" avec chaine de tirage. 



No 


Filetage 


Pression 


Le jeu 




a tuyau 


lbs 






Pouces 






400 


M 


250 


S30.00 


401 


H 


250 


30.00 


424 


H 


425 ■ 


35.00 




No 
No.ij 

81-G 
84-G 
88-G 



a tuyau 
Pipe tliread 

%" 



Dimension Nonibrc* 



de vorrc 
Sizo of 
glass 

5^x12 
H X 12 
H X 14 



de eardcs 

Number 

of guards 

2 
2 
2 



Prix 
Price 

S3. 75 
4.25 
5.50 



OD 2683 




i O 



\\\ 



Plate OD 2683.—' 

with chain pull. 


■Reiance" 


H 

w^tpr gauge 




No. 


Pipe 

Thread 

Inches 


Pressure 
lbs. 


Per set 




400 
401 
424 


H 


250 
250 
425 


S30.00 
30.00 
35.00 
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ROBINETS JAUGES A COMPRESSION — COMPRESSION GAUGE COCKS 





OD 2686 



OD 2687 



Gravure OD 2686. — Robinet jauge, sans boite a gar- Gravure OD 2687. — ^Robinet jauge, avec boite a 



niture. 



garniture- 



Plate OD 2686.— Gauge cock, without stuffing box. Plate OD 2687.— Gauge cock with stuffing box. 



Nuirero 
Number 

1 

3 

6 
8 



Genre de Bati et Poignee Roue 
Style of Body and Wheel Handle 

Cuivre brut, poignee roue en fer, sans boite a garniture 
Rough brass, iron wheel handle, without stuffing box 
Cuivre brut, poignee roue en fer, avec boite a garniture 
Rough brass, iron wheel handle, with stuffing box 
Cuivre poli, poignee en bois, sans boite a garniture 
Polished brass, wood wheel handle, without stuffing box 
Cuivre poli, poignee en bois, avec boite a garniture 
PoHshed brass, wood wheel handle, with stuffing box 



Vb" 



$0.75 
0.90 
0.95 
1.20 



'A" 



y^" 



S0.85 S0.95 



0.95 
1.00 



1.30 



1.20 
1.25 



1.40 




M0M£Lt1£T*r. 
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OD 2688 



Gravure OD 2688. — Robinet jauge, a boule "Jenkins". 

Grosseurs ¥," M" 

Chacun $1.50 1.50 

Plate OD 2688.— "Jenkins" Ball gauge cock. 

Sizes H" Va" 

Each S1.50 1.50 



OD 2689 



Gravure OD 2689.— Robinet jauge "Reliance" 
fermeture automatique. 

Grosseurs -Yi" V^" 

Chacun $9.00 9.00 

Plate OD 2689. — Reliance self-closing gauge cock. 

Sizes V>" H" 

Each $9.00 9.00 
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TUBES DE NIVEAU — GAUGE GLASS TUBES 




OD 2690 



Prix a la douzaine 



Longueurs 

Lengths 

10" 

11" 

12" 

13" 
14" 

15" 
16" 

17" 
18" 
19" 
20" 
22" 
24" 



diam£tre exterieur— external diameter 

V2' Vs" H" 

S3.00 S3.00 S3.60 

3.24 3.24 3.96 

3.60 3.60 4.32 

3.84 3.84 4.80 

4.20 4.20 5.16 

4.44 4.44 5.52 

4.80 4.80 5.88 

5.04 5.04 6.24 

5.40 5.40 6.60 

5.64 5.64 7.08 

6.00 6.00 7.40 

6.60 6.60 8.16 

7.20 7.20 8.88 




Price per dozen 




RONDELLES EN CAOUTCHOUC POUR TUBES 

DE NIVEAU. 

GL.ASS GAUGE RUBBER WASHERS. 




OD 2691 
Gravure OD 2691.— Le 100 



OD 2692 



. .54.00 Gravure OD 2692.— Le 100 



Plate OD 2691.— Per 100 4.00 Plate OD 2692.— Per 100 



S4.00 
4.00 



ROBINETS PURGEURS — AIR VALVES 





OD 2693 

Gravure OD 2693. — ^Cuivre poli. 
Plate OD 2693.— Polished brass. 



OD 2694 

Gravure OD 2694. — Cuivre poli. 
Plate OD 2694.— Polished brass. 



Grosseura 
Chacun 



1/" 



Vx" 



$0.55 0.60 



0.65 



0.75 



Sizes 
Each 



Grosseurs 
Chacun 



S0.40 



0.45 



Va" 
0.50 



V2" 
0.60 



Sizes 
Each 
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ROBINETS EN CUIVRE POLI— POLISHED BRASS VALVES 



GRAVURE OD 2696^PLATE OD 2696 



Grosseurs 
Chacun 



Grosseurs 
Chacun 



Grosseurs 
Chacun 



/f 



.65 



ff 



0.70 



H" 

0.85 



GRAVURE OD 2697— PLATE OD 2697 



H' 



K" 



H" 

S0.75 0.80 0.90 

GRAVURE OD 2698— PLATE OD 2698 



Vs" 
$0.55 



0.65 



/f 



0.75 



0.90 



Sizes 
Each 



Sizes 
Each 



Sizes 

Each 





OD 2699 



OD 2700 



OD 2701 



ROBINETS EN CUIVRE POLI— POLISHED BRASS VALVES 



Grosseurs 
Chacun 



Grosseurs 
Chacun 



Grosseurs 
Chacun 



GRAVURE OD 2699— PLATE OD 2699 

Vs" 



Yv" 



3^" 



$0.75 0.80 0.90 

GRAVURE OD 2700— PLATE OD 2700 



SO. 70 



0.80 



0.90 



1.00 



GRAVURE OD 2701~PLATE OD 2701 



y%" 

^•85 



0.95 



1.05 



1.15 



Sizes 
Each 



Sizes 
Each 



Sizes 
Each 



Gravure OD 2701.— Robinets purgeurs Gem. 



Grosseurs: 
1. 






Chacun 

SO. 70 

0.75 



Plate OD 2701.— Gem Air Valves. 
Sizes 



If 



n 





"¥ 



■JiC.' 
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ROBINETS PURGEURS 



Gravure OD 2704.— Robinet purgeur 
Gem. 

Grosseurs Chacun 

Vs" SO. 70 

H" 0.75 





AIR VALVES 



Plate OD 2704.— Gem air valve. 

Sizes Each 

Vs" $0.70 

0.75 



H" 




OD 2704 

ROBINETS PURGEURS AUTOMATIQUES 

"JENKINS" 
AUTOMATIC AIR VALVES 





OD 2705 OD 2706 OD 2707 

Prix a la douzaine, Finis ou Nickeles Price per dozen. Finished or Nicivel-PIated 

Gravure OD 2705— Plata OD 2705 Gravure OD 2706— Plate OD 2706 Gravure OD 2707— Plate OD 2707 

y^" S7.50 ^ ^ . Hx ir Hx >r," ^x K" 



H" 



7.50 Drain— Drip S2.00 $9.50 

ROBINETS PURGEURS — AIR VALVES 



yix >f' 

sio.oo 



SIO.OO 



* m 







OD 2708 

Grosseurs, pouces 

Poignee roue fer, nickele, chacun 

Grosseurs, pouces 

Tete carree, cuivre brut; chacun 

Tete carree, cuivre nickele, chacun 

Grosseurs, pouces 

Tout nickele, poignee roue, chacun 

Grosseurs, pouces 
Nickele, roue bois 



OD 2709 

GRAVURE OD 

Vs" 
$0.20 

GRAVURE OD 

$0.20 

0.30 
GRAVURE OD 

Vs" 
$0.30 

GRAVURE OD 

H" 

$0.40 



OD 2710 



OD 2711 



2708- 

H" 

0.20 

2709- 

H" 

0.20 
0.30 
2710- 

H" 

0.30 
2711 

w 

0.40 



PLATE OD 2708 

js" Sizes, inches 

0.25 Each, iron wheel handle, nickel-plated 

PLATE OD 2709 

%" Sizes, inches 

0.25 Each square head, rough brass 

0.35 Each, square head, nickel-plated brass 
PLATE OD 2710 

%" Sizes, inches 

0.35 Each, all nickeled, wheel handle 

PLATE OD 2711 

H" Sizes, inches 

0.50 Nickel-plated, wood wheel 
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ROBINET PURGEUR — AIR VALVE 



Gravure OD 2712.— Robinet 
purgeur a cle amovible. en- 
tierement nickele. 






Chacun... SO. 20 



0.24 




Plate OD 2712. — Loose key 

air valve; full nickel finish. 

Each $0.20 0.24 




OD 2715 



OD 2712 

RONDELLES DE PLANCHER -TLOOR FLANGES 

Gravure OD 27 13.— 
Bride de ptancher d'une 
seule piece, nickelee. 

Plate OD 2713.— Nickel- 
plated one-piece floor 
flange. 

Gravure OD 2714.— 

Bride amelioree a ressorts, 
nickelee. 

Plate OD 2714.— Nickel- 
plated perfection spring 
plate. 

Prix la piece— Price each 




Grosseurs 
Pouces 
Gravure OD 

2713 

Gravure OD 

2714 



^8 



SO. 11 

0.26 



SO. 12 
0.27 



y^ 



$0.13 

0.28 



1 
$0.14 
0.32 



IK 
SO. 15 

0.35 



SO. 16 

0.38 



2 
SO. 17 

0.45 



2^ 
SO. 30 

0.65 



3 
SO. 35 
0.80 



3M 
SO .42 

1.00 



4 

if' 

$0.50 
1.25 



4,U 



SI. 50 



$1.75 



S2.00 



:Sizes 
Inches 
Plate OD 

2713 
Plate OD 
2714 



GRAISSEURS - GREASE GUPS 










OD 2715 

Ordinaire tel que fourni 

Plain, as supplied 



OD 2715 

Vue sectionnelle 
Sectional view 



OD 2716 

Ordinaire a cliquet 
Plain ratchet type 



Numero 
Number 

000 

00 



1 

2 
% 



Numero 
Number 

000 

00 

o 
1 

2 

3 



GRAYURE OD 2715— PLATE OD 2715 

Prix la piece — Price each 

Capacite— Onces Acier Cuivre 

Capacity — Ounces Steel Brass 

V $0.10 so. 20 

j| 0.12 0.25 

% 0.15 0.35 

1 0.20 0.45 

% 0.25 0-60 

3 0.35 0.75 

GRAVURE OD 2716— PLATE OD 2716 

Prix la piece — Price each 

Capacite — Onces Acier Cuivre 

Capacity — Ounces Steel Brass 

1^ $0.15 S0.25 

j| 0.20 0.35 

% 0.25 0.45 

1 0.30 0.55 

2 0.35 0.75 

3 0.45 0.90 



OD 2716 

Vue sectionnelle 
Sectional view 



Cuivre nickele 
Nickel-plated Brass 
50.35 
0.40 
0.50 
0.60 
0.80 
1.00 



'Cuivre nickele 
Nickel-plated Brass 
30.40 
0.50 
0.60 
0.75 
0.90 
1.10 







I 



i 





^ 



Gravure OD 271S, — Graisseur or- 
dinaire a compression, cuivre fondu. 
Plate OD 2718-— Plain compression 
cast brass grease cup. 



Gravure OD 2719- — Graisseur a 
plongeur visse, en cuivre, 
Plate OD 2719.— Brass screw 
plunger grease cup. 



Gravure OD 2720. — Graisseur au- 
tomatique, a ressorts, cuivre fondu. 
Plate OD 2720. ^Automatic spring 
grease cup; cast brass. 



Numeros 

Diam. Exterieur, pees 
Filetage a tuyau, pees 

Capacite — Onces 

Cuivre brut. ........ 

Cuivre poli 

Cuivre nickele 



GRAVURE OD 2718— PLATE OD 2718 
Prix la piece — Price each 



950 



Vs 

Vi 

SO. 55 

0.70 

0.80 



951 



1?8 

H 

S0.75 
0.90 
1.05 



952 



1 



\'i 



1 
S0.95 
1.15 
1.35 



953 



2 
SI. 25 
1.50 

1.80 



954 



2% 

$1.70 

2.15 

2.60 



955 


Numbers 


3^i 


Out. dia., inches 


V2 


Pipe t iread, Ins. 


5 


Capacity — Ozs. 


$2.30 


Wrought brass 


2.90 


Po isied :>rass 


3.40 


N.P. Brass 



GRAVURE OD 2719-PLATE OD 2719 

Prix la piece — Price each 



Numeros 


800 


801 


802 


803 


804 


805 

2M 
2H 

7" 

Vi 

4H 

S2.40 

2.90 


806 


807 


Numbers 


Uiam. interieur — Pouces 
JJiam. exterieur — Pouces 
Hauteur, plongeur e eve 
Filetage a tuyau^Pouces 


1 

m 

4" 

Vs 

Vz 
Sl.OO 

1.20 


IM 
1^ 

1 
SI. 20 
1.45 


IM 

SI. 60 
1.90 


23/8 
6" 

H 

2H 

$1.80 

2.10 


2 

S2,00 
2.40 


2J-^ 

7H" 

6 
S2.80 
3.40 


3 

35/s 

8^8" 

Vi 
10 

S4.00 

4.75 


Ins. diameter— Inches 
Out. didirneter — Inches 
Height p unger raised 
Pipe thread — Inches 
Capacity — Ounces 


l^'ini cuivre 


Brass finish 


Nickele 


Nicke -p ated 



GRAVURE OD 2720— PLATE OD 2720 









Prix la piece — Price 


each 








Numeros 


90O 


901 


902 


903 


904 


905 


906 


907 

3 

35^ 
8H" 

y2 

10 
$6.00 

6.75 


Numbers 


Diarn. interieur — Pouces 
Diam. exterieur — Pouces 
Hauteur, p ongeur e eve 
Filetage a tuyau — Pouces 
Capacite — Onces 


1 
IN 

$1.50 

1.75 


IK 
IH 

4^" 

1 

S2.00 

2.25 


IM 

IK 

53.8" 

$2.50 
2.80 


Ik 
2% 

H 

2V4 
,$2.85 
3.20 


2 

2yz 

GVs" 

H 

3X 

$3.20 

3.60 


2K 
2H 
7" 

% 
A% 

S3. 75 

4.40 


2y2 

3^ 
7M" 

6 
S4.30 
5.00 


Ins. diameter — Inches 
Out. diameter — -Inches 
Height plunger raisec 
Pipe thread— Inches 
Capacity — Ounces 
Brass finish 




Nickel-p ated 
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HUILEURS EN 

CUIVRE A DEBIT 

DE VERRE 



BRASS OILERS 
WITH GLASS 

CONTAINER 




OD 2723 



OD 2722 

Gravure OD 2722.— Pour\-us dune tige regulatrice a Plate OD 2722.— Fitted with screw regulatine stem 
vis et dun ecrou frein. and locknut. 

Prix la oiece— Price each 



Numeros 



Diam. ext. du verre. pees. 
Hauteur du verre, pees.. . 

Capacite — Onces 

Filetage a tuyau — Pouces 

Fini cuivre 

Nickele 

Verres de rechange 

Rondelles-rechange. douz, 



300 


301 


302 


303 


304 

2H 


305 
2H 


306 


lU' 


1'2 


IH 


2 


3 


1'8 


1^ 


IH 


IH 


2H 


2% 


3 


H 


. . 


IK 


2H 


4 


5 


10 


H 


H 


H 


•Vs 


H 


V^ 


V^ 


S0.85 


SI. 00 


SI. 25 


SI. 50 


$2.00 


$2.50 


S3.60 


1.00 


1.20 


1.50 


1.80 


2.30 


2.80 


4.00 


0.08 


0.10 


0.11 


0.12 


0.15 


0.25 


0.40 


0.12 


0.18 


0.24 


0.30 


0.36 


0.42 


0.52 



307 



3H 

4 

18 

'A 
$5.10 

5.60 

0.65 

0.64 



Numbers 



Out. diam. of glass — Ins. 
Height of glass— Inches 
Capacity — Ounces 
Pipe thread— Inches 
Brass finish 
Nickel-plated 
Extra glasses 
Extra washers — Dozen 



Gravure OD 2723.— Huileur avec capsule ayant Plate OD 2723.— Oiler fitted with snap-lever too 

levier a charnieres. o ■ i ■- -o ■ . 

Prix la piece — Price each 



Numeros 



Diam. ext. du \-erre, pees 
Hauteur du verre, pees . . 

Capacite — Onces 

Filetage a tuyau — Pouces 

Fini cuivre 

Nickele 

\'erres de rechange 

Rondelles- rechange, douz. 



360 



I's 

H 
H 

SI. 75 
2.00 
0.08 
0.12 



361 



1 

H 

S2.00 

2.30 
0.10 
0.18 



362 



ni 

H 

$2.50 
2.75 

D.n 

0.24 



363 



2 

IH 
2Vi 

^s 

S3. 00 
3.30 

0.12 
0.30 



364 



2H 

2H 

4 

H 

S3.90 
4.20 
0.15 
0.36 



365 



2.% 
5 

'A 

$4.75 

5.05 

0.25 

0.42 



366 



3 
3 
10 

'A 

S7.00 
7.40 
0.40 

0.52 



367 



2\4 
4 
18 

'A 
S9.80 

10.30 

0.65 

0.64 



Numbers 



Out. diam. of glass— Ins, 
Height of glass— Inches 
Capacity — Ounces 
Pipe thread— Inches 
Brass finish 
Nickel-plated 
Extra glasses 
Extra washers — Dozen 



HUILEURS EN CUIVRE 



Gravure OD 2724. — Huileurs en cuivre a 
capsule vissee; avec ou sans siphon. 




BRASS OILERS 



OD 2724 

Prix la piece — Price each 



Plate OD 2724.— Screw top brass oiler; with 
or without syphon. 



Numeros 

Diam. du bati — Pouces. . . 

Grosseur de tige — Pouces. 

Prix sans siphon, cuivre 

poll 

Prix avec siphon, cuivre 
poli 

Prix sans siphon, cuivre 
nickele 

Prix avec siphon, cuivre 
nickele , 










S0.30 
0.40 
0.50 
0.60 



% 

§0.35 
0.45 
0.55 
0.65 



1 

H 

$0.40 

0.50 
0.65 

0.75 



IK 

S0.50 
0.60 

0.75 
0.85 



IK 
H 

§0.60 
0.70 
0.90 
1.00 



I'A 



§0.90 
1.00 
1.25 
1.35 



H 

$1.25 
1.35 
1.65 

1.75 



8 



H 



$1.75 
1.85 
2.25 
2.35 



Numbers 



Diam. of body^Inches 
Size of shank^ — Inches 
Price without syphon 
polished brass 

Price with syphon, po- 

Hshed brass 
Price without syphon, 

nickel-plated brass 
Price with syphon, 

nickel-plated brass 



? 



i ■ 




7 ^ 




o fl 
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HUILEURS — OILERS 






OD 2726 

Gravure OD 2726. — A plongeur 

avec tige a tourillon- 

Plate OD 2726, — -Crank pin plunger 

oiler. 



OD 2727 

Gravure OD 2727-— Avec debit 
visible et levier ^ charnieres. 
Plate OD 2727,— With snap-lever 
and sight feed. 

GRAVURE 2726— PLATE OD 2726 

Prix la piece— Price each 



OD 2728 

Gravure OD 2728. — A dessus 
glissanL et debit visible. 
Plate OD 2728.— Slide top and 
sight feed. 



Numeros 



Diam, ext. du verre — Pouces, 

Hauteur du verre — Pouces. , . 

Capacite — Onces 

Filetage a tuyau — Pouces, . . . 

Finis cuivre , 

Nickeles 

Verres de rechange. chaque. . , 
Rondelles de rechange — douz 






-r 


2 


3 
2 


'I 


5 


IM 


IH 


l^4 


2 '4 


2M 


IJ^ 


l^s 


IH 


rh 


2Vs 


2S 


% 


1 


IH 


2H 


4 


5 


H 


H 


-■u 


■'k 


H 


'■2 


SI. 50 


51.75 


S2.00 


S2.50 


S3.00 


S4.00 


1.90 


2.20 


2.50 


3.00 


3.60 


4.70 


0.08 


0.10 


0.11 


0.12 


0.15 


0.25 


0.12 


0.18 


0.24 


0.30 


0.36 


0.42 



Numbers 



Out. diam. of glass — Inches 
Height of glass— Inches 
Capacity — Ounces 
Pipe thread — Inches 
Brass finish 
Nickel-plated 
Extra glasses, each 
Extra \vashers^Dozen 



GRAVURE OD 2727— PLATE OD 2727 
Prix la piece — Price each 



Numeros 



Diam. ext. du verre pees 
Hauteur du verre, pees. . . 

Capacite — Onces 

Filetage a tuyau — Pees. . . 

Finis cuivre ,. . 

Nickeles '. , 

Verres de rechange, cha. . . 
Rondelles de rechange, dz. 






1 


2 


3 


4 


5 
2H 


6 


7 


U4 


IH 


2 


214 


3 


3U 


I's 


i\ 


VA 


1% 


2H 


2\ 




4 


H 


1 


IH 


2H 


4 


5 


10 


18 


>s- 


H 


H 


3s 


3« 


■? 


1^ 


1.-., 


S3.00 


S3. 25 


S3. 50 


S3. 75 


S4.25 


S5.25 


S7.25 


S9.25 


3.50 


3.75 


4.00 


4.25 


4.75 


5.75 


8.00 


10.25 


0.08 


0.10 


0.11 


0.12 


0,15 


0.25 


0.40 


0.65 


0.12 


0.18 


0.24 


0.30 


0.36 


0.42 


0.52 


0,64 



Numbers 



Out. diam. of glatss — Ins. 
Height of glass — Inches 
Capacity — Ounces 
Pipe thread — Inches 
Brass finish 
Nickel-plated 
Extra glasses, each 
Extra washers — Doz. 



GRAVURE OD 2728— PLATE OD 2728 

Prix la piece— Price each 



Numeros 




% 

H 

S1.25 
1.50 

0.08 
0.12 


1 


9 


3 


4 




6 


7 


Numbers 


Diam. ext. du verre. pces- 
Hauteur du verre, pce«; 

Capacite — Onces 

Filetage a tuyau — Pees, . . 
Finis cuivre 


1 14 

1 

H 

SI. 50 
1.80 

0.10 
0.18 


1 H 
K 

$1.75 
2.10 
0.11 
0.24 


2 

2'-4 

% 

S2.10 
2-50 
0.12 
0.30 


2>4 

2^ 
4 

S2.55 
3.00 
0.15 
0.36 


2H 

2% 
5 

.S3. 15 
3.65 
0.25 
0.42 


6 

3 
10 

S4.35 
4.90 
0.40 

0.52 


31 :. 
4 

18 
1. 

S5.65 
6-55 
0.65 
0,64 


Out. diam. of k a^^ — Ins 
Height of g ass — Inches 
Capacity — Ounces 
Pipe thread — Inches 
Brass finish 


Nickeles 

Verres de rechange, chacun 
Ronde les de rechange, dz 


Niece -:jlated 
Extra glasses, each 
Extra washers — Dozen 





7 



en 






Nr 







. 



':^' 



\:\ 



ks- 



K< 







- ■ 



^ -< 



-^ 4 




ff 




zm 



LUBRIFICATEURS DE 
MACHINE 



Gravure OD 2730. — Lubriftcateurs de 
machine, le No 1 est filete %", les 
Nos 2, 3, 4, 5. filetes H" et No 6 

Prix la piece 



filete 3 ■" 



Nu- 


Dia- 


meros 


metre 


1 


IH" 


2 


lU" 


3 


2" 


4 


2M" 


5 


91 .-," 


6 


3" 



Capa- 

cite 

onces 

m 

4 

5 

10 



Ordi- 
naires 

S2.40 
2.60 
2.^0 
3.25 
3.75 
4.75 



Avec 

drain 

et tube 

S3.40 

3.60 

3.90 

4.25 

4.75 

5.75 



A debit visible 
Sight feed 



k debit visible 
Sight feed 




ENGINE LUBRICATORS 



Plate OD 2730.— Engine lubricators 
No. 1» yk" pipe thread, Nos. 2, 3, 4, 5, 
M" thread, and No. 6, %" thread. 

Price each 



Num- 
bers 



1 
2 
3 

5 

6 



Dia- 


Capa- 


Plain 


meter 


city 
ounces 




1^" 


134 


S2.40 


1?4" 


I'A 


2.60 


2" 


2^ 


2.90 


Wa" 


4 


3.25 


2j4" 


5 


3.75 


1 " 
o 


10 


4.75 



With 
drain 
and 
tube 
S3.40 
3.60 
3.90 
4.25 
4.75 
5.75 




OD 2730 

Gravure OD 2731.— A 

double raccord. 

Plate OD 2731.— Double 

connections. 

Gravure OD 2732.— A 

simple raccord. 

Plate OD 2732.— Single 

connection. 



A debit visible 
Sight feed 



A debit visible 
Sight feed 



Gravure OD 2733.— A 

simple raccord. 

Plate OD 2733.— Single 

connection. 

Gravure OD 2734 

double raccord. 

Plate OD 2734.— Double 

connections. 



OD 2731 




OD 2732 



Capacite — Chopines 
Filetage a tuyau — Pouces 
Fini cuivre 
Fini nickele 

Capacite — Chopines 
Filetage a tuyau — Pouces 
Fini cuivre 
Fini nickele 

Capacite — Chopines 
Filetage a tuyau— Pouces 
Fini cuivre 
Fini nickele 

Capacite — Chopines 
Filetage a tuyau — Pouces 
Fini cuivre 
Fini nickele 



GRAVURE OD 2731- 

Prix la piece — 

$11,15 11.85 

Sur demande — On 

GRAVURE OD 2732- 

H H 

S11.45 12.20 

Sur demande^On 

GRAVURE OD 2733- 

'A 

H 

S6.80 7.40 

Sur demande — On 

GRAVURE OD 2734- 

H H 

S7.10 7.70 

Sur demande^On 






PLATE OD 

Price each 
1 

14.75 

application 

PLATE OD 
1 

15.10 

application 

PLATE OD 

1 



9.05 

application 

PLATE OD 



9.3"5 
application 



OD 2733 
2731 



17.20 

2732 
2 

17.50 

2733 

2 

10.25 

2734 
2 
■ M 
10.55 




OD 2734 



Capacity — Pints 
Pipe thread — Inches 
Brass finish 
Nickel finish 

Capacity — Pints 

Pipe thread^Inches 
Brass finish 
Nickel finish 

Capacity— Pints 
Pipe thread — Inches 
Brass finish 
Nickel finish 

Capacity — Pints 
Pipe thread — Inches 
Brass finish 

Nickel finish 



2ZZ^ 



3 



o 





I I 



^ 




SOUPAPES ''JENKINS'' VALVES 





4Ai 




OD 2736 

Soupape spherique 
Globe Valve 



Li&ir! 



OD 2737 

Soupape angulaire 
Angle Valve 

PrLx la piece — Price each 
GRAVURE OD 2736— PLATE OD 2736 




OD 2738 

Soupape trois voies 
Cross Valve 



Grosseurs 

Vissees 

Bridees 



SI. 10 



SI. 10 

3.50 



.SI. 25 
4.00 



SI. 60 
4.00 



h 

S2.20 
5.00 



1" V4" IVo" 



2" 

S2.80 S4.00 S5.50 S8.75 
6.00 9.00 11.00 16.50 



2W 3" 
SIS. 75 S22.00 
25.00 34.00 



Sizes 

Screwed 

Flanged 



GRAVURE OD 2737— PLATE OD 2737 



Grosseurs 

Vissees 

Bridees 



■ri 



SI. 10 



W 
SI. 10 

3.50 



5 s" 
SI. 25 

4.00 



H" 

$1.60 
4.00 



S2.20 

5.00 



1" 
S2.80 
6.00 



IM" 

S4.00 
9.00 



ff 



S5.50 
11.00 



2" 2H" 3" 
S8.75 S15.75 S22.00 
16.50 25.00 34.00 



Sizes 

Screwed 

Flanged 



GRAVURE OD 2738— PLATE OD 2738 



Grosseurs 

Vissees 

Bridees 



H" 



H" 



fi 



$1.70 S2.00 



3^' 
$2.25 

7.00 



S2.50 
8.00 



1" 
53.25 
9.00 



ff 



1\' 

S4.75 

12.00 



1 1 .;" 

S6.25 
15.00 



2" 
S9.50 
23.00 



1 ,v 

S20'00 
33.00 



3" 
S27.50 

44.00 



Sizes 

Screwed 
Flanged 



Gravure OD 2739. — Soupape 
angulaire avec raccord a bo- 
yau. 

Plate OD 2739.— Angle valve 
with hose connection. 





Gra\ure OD 2740.— Sou- 
pape spherique avec raccord 
a boyau. 

Plate OD 2740.— Globe val- 
ve with hose connection. 



OD 2739 

No 1 Rati brut, garnitures finies, roue fer. 

No 2 BSti brut, garnitures finies, roue cuivre. 

No 3 Entierement finies, roue cuivre. 

No 4 Bati brut, toutes nickelees, roue cuivre. 

No 5 Finies et toutes nickelees, roue cuivre. 



OD 2740 



No. 1 Rough body, finished trimmings, iron wheel. 

No. 2 Rough body, finished trimmings, brass wheel. 

No. 3 Finished all over, brass wheel. 

No. 4 Rough body, nickel-plated all over, brass wheel. 

No. 5 Finished and nickel-plated all over, brass wheel. 



Grosseurs 



No 
No 
No 
No 
No 



1 
2 
3 
4 
5 



H" 

$4.50 
5.15 

5.55 
6.00 
6.40 



1" 
S5.50 
6.25 
6.65 
7.00 
7.40 



''4 



1 

$7.00 

7.80 
8.20 
8.70 
9.00 



VA" 
S9.50 
10.50 
10.90 
11.70 
12.00 



2" 
S15.00 
16.50 
16.90 
17.80 
18.20 



// 



234 
S22.00 

24.80 

25.40 

27.50 

28.00 



3" 
$30.00 
32.80 
33.40 
36.50 
37.50 



Sizes 
No. 1 
No. 2 
No. 3 
No. 4 
No. 5 





V 





i 



X 



n 



t^ 







|j 









I 



'^ 



;r- 



h p 

-*. - - 

''■-■ ^ 



Si-. 



I 







SOUPAPES '^JENKINS" VALVES 



Gravure OD 2742.— Soupape 
spherique a command e amovible. 

Plate OD 2742.— Globe valve 
with lock shield. 



OD 2742 

No 1 Bati brut, parures finies. 
No 2 Entierement finies. 
No 3 Bati bmt, parures nickelees. 
No 4 Bati brut, toute nickelee. 
No 5 Finie et toute nickelee. 



Grosseurs 
Nol 
No 2 
No 3 
No 4 
No 5 



H" 

SI. 50 
2.00 
1.80 
1.90 

2.40 



SI. 85 
2.25 
2.15 
2.25 
2.70 



W 
S2.00 

2.50 

2.30 

2.40 

2.90 



Prix la piece 

%" 
S2.50 

3.00 

2.80 
2.90 
3.40 



1" 
S3, 20 
3.75 
3.50 
3.60 
4.15 



1 U'" 
$4.50 

5.25 

4,80 
4.90 

5.65 




Gravure OD 2743. ^Soupape 

angulaire a commande amovible. 

Plate OD 2743.— .'Vngle valve 
with lock shield. 



OD 2743 

No. 1 Rough body, finished trimmings. 
No. 2 Finished all over. 
No. 3 Rough body, nickel-plated trimmmgs. 
No. 4 Rough body, nickel-plated all over. 
No. 5 Finished arid nickel-plated all over, 

—Price each 



ly?" 

S6.25 
7.25 
6.55 
6.65 
7.65 



2" 
$10-50 
11.75 
10.80 
10.90 
12.15 



Sizes 
No. 1 
No. 2 
No. 3 
No. 4 
No. 5 



SOUPAPES DE RETENUE ^ CHECK VALVES 







OD 2744 

Horizon tale 
Horizontal 



Grosseurs 

Vissees 
Bridees 

Grosseurs 

Vissees 
Bridees 



H" 



H 



it 



OD 2745 

.\ngulaire 

Angle 

GRAVURE OD 2744. 2745, 2746- 

Prix la piece — 

Sl'SO SI. 90 S2.60 
4.00 5.00 6.00 

GRAVURE OD 2747- 

SITSO SI. 90 S2.60 
4.00 5.00 6.00 



OD 2746 

Verticale 
Vertical 



CD 2747 

Soupape oscillante de re 

tenue 

Horizontale 

Swing; check Valve 

Horizontal 



-PLATE OD 2744, 2745, 2746 

Price each 



H" 



^" 



u" 



1^2 



'; 



\ti 



2H 



tf 



3" 



SI. 10 SI. 10 S1.20 



f3.6« $5.00 S7.50 S14.00 S31.00 
8.00 10.00 15.00 23.00 32.00 



M" 






S1.20 §1.20 



PLATE OD 2747 

\H" \U" 2" 

.S3. 60 S5.00 S7.50 
8.00 10.00 15.00 



2H" 3" 
S14.00 S21.00 
23.00 32.00 



Sizes 

Screwed 
Flanged 

Sizes 

Screwed 
Flanged 



Gravure OD 2748.— Soupape "Jenkins" 
Selclo, servant ordinairement de reniflard 
pour chambre ronde de chemin de fer: 
est cependant le veritable article pour 
tout dur usage. 




Plate OD 2748.— The Selclo valve has 
been devised originally as a blower valve 
for use in railroad round houses; but it can 
be used for any hard usage. 



Grosseurs 
Vissees, chacune 



V2" 
S4.85 



% III 
5.35 



OD 2748 

1" IH" 

5.85 8.15 



11/" 
12.00 



2" 
15.60 



Screwed, each 




\ 




. 




I i 





H 





ptv %mt 



SOUPAPES **JENKINS 



1 J 



Gravure OD 2749,— Soupape de purge. 



Prix la pi^ce 





"JENKINS'' VALVES 



Plate OD 2749.— Blow-off Valve. 



OD 2749 



Grosseurs 

Vissees 

Bridees 



$2.00 



1 ;"' 

$2.00 
5.00 



$3.00 
7.00 



rt 



1" 1'4 

S4.00 S5.00 
9.00 11.00 



11^" 
$6.50 
13.00 



2" 
S9.25 
20.00 



2i..i" 
SI8.00 
28.00 



Price each 

3" 
$25.00 
37.00 



Sizes 

Screwed 
Flanged 



SOUPAPE A SIFFLET 
WHISTLE VALVE 




SOUPAPE D'ACTION RAPIDE 
RAPID ACTION VALVE 



OD 2750 



Grosseurs 
Chacune 



Grosseurs 
Chacune 



S3i25 



1 " 
S7.00 



GR^VVURE OD 2750— PLATE OD 2750 



3.25 



9.00 



4.00 



4.50 



6.25 



GRAVURE OD 2751— PLATE OD 2751 

1" 1^4" 1^2" 



10.00 



12.00 



15.00 



^ 


n 


[i OD 2751 


1 

7.75 


1 P 

2" 
9^00 


Sizes 
Rach 


2" 
20,00 


28,00 


Sizes 
!.ach 




SOUPAPES SPHERI- 
OUES A JOUG 



Gravure OD 2752.— Vis- 
see. 

Gravure OD 2753.— Bri- 
dee. 



GLOBE VALVES 
WITH YOKE 



Plated OD 2752.— Screw- 
ed. 

Plate OD 2753.— Flang- 
ed. 




OD 2752 



Grosseurs 



iH 



2U" 



r^U 



\ t 



GRAVURE OD 27.'>2— PLATE OD 2752 

SU;" 4" 4y." 5" 6" 7" 8" 



9 



// 



10 



/f 



OD 2753 



VI" Sizes 



Chacune $10.00 12.00 16.75 19.50 24.00 32.00 40.00 48.00 80.00 90.00 121.00130.00185.00 Each 



Grosseurs 

Chacune 



GRAVURE OD 2753— PLATE OD 2753 

3'-^" 4" 4}^" 5" 6" 7" 8" 



2" 2}A" 3" 3'-^" 4" 4}^" 5" 6" 7" 8" 9" 10" 12" 
$11.75 14.00 18.50 21.50 26.00 34.00 42.00 50.00 80.00 90.00 121.00130.00185.00 

Autres grandeurs sur demande — Other sizes on application 



Sizes 
Each 




o_u 



y 



I 



' 




2ZIX 



O 



< '. 



'\ >\ 



'.] \\ 



I'l ■■ 



'*. 



"^\ 




-'..-'- 



.V'- 



v»1- 



v*;-i, 



ii'i 




m 





m^ 



III 




i 



\) 



m 



:r 






^ 



i 



SOUPAPES "JENKINS" VALVES 



Gravure OD 2754. — Sou- 
pape angulaire a joug, vissee. 

Plate OD 2754.— Angle valve 
with yolve, screwed. 





Gravure OD 2755 .--Sou- 
pape angulaire a joug, bridee. 

Plate OD 2755.— Angle valve 

with yoke, flanged. 



OD 2754 



OD 2755 



Grosseurs 
Chacune 

Grosseurs 
Chacune 



GRAVURE OD 2754— PLATE OD 2754 

2" 2U" 3" SW 4" iW 5" 6" 7" 8" 9" 10" 12" 
SIO.OO 12.00 16.75 19.50 24.00 32.00 40.00 48.00 80.00 90.00 121.00130.00185.00 

GRAVURE OD 2755— PLATE OD 2755 
2" 2H" 3" 3H" 4" VA" 5" 6" 7" 8" 9" 10" 12" 
§11,75 14.00 18.50 21.50 26.00 34.00 42.00 50.00 80.00 90.00 121.00130.00185.00 

Autres grosseurs sur demande— Other sizes on application 



Sizes 
Each 

Sizes 
Each 




SOUPAPES TROIS VOIES A JOUG 
CROSS VALVES WITH YOKE 



GravLire OD 2756.— Sou- 
pape \'issce. 



Gravure OD 2757 
pajie Bridee. 



SoU' 



Plate OD 2756.— Screwed 
Valve. 

Plate OD 2757.— Flanged 
Valve. 




OD 2756 



Grosseurs 
Chacune 

Grosseurs 
Chacune 



'm" 

S16.00 



3" 
21.00 



Iji" 3" 

$19.00 24.00 



GRAVURE OD 2756— PLATE OD 27.56 

3K" 4" 41^" 5" 6" 

26.00 30.00 42.00 45.00 58.00 

GRAVURE OD 2757— PLATE OD 2757 

3M" 4" VA" 5" 6" 

29.00 33.00 45.00 48.00 62.00 







OD 2757 


7" 
90.00 


8" 
100.00 


Sizes 
Each 


7" 
90.00 


8" 
100.00 


Sizes 
Kach 



Gravure OD 2758.— Clapet 

de retenue a bati de fer: type 
horizontal. 

Plate OD 2758.- Iron bodv 
check valve: horizontal type, 
Horizontal, Angulaire et Ver- 
tical au meme prix. 





Gravure OD 2759.— Clapet 
de retenue a bati de fer: type 

vertical. 

Plate OD 2759.— Iron body 

check valve vertical type. 
Horizontal, Angle and Ver- 
tical at same price. 



OD 2758 



OD 2759 

Prix la piece — Price each 



Grosseurs 

Visse. 

Bride 



2" 
$8.00 
10.00 



11.00 
13.00 



3" 
14.00 
16.50 



3W 
17.00 
20.00 



4" 

20.00 
23.00 



4 14" 
25.00 
28.00 



5" 
30.00 
33.00 



>/f 



6 

40.00 
43.00 





tcf u 





7" 8" Sizes 

65.00 80.00 Screwed /— 
65.00 80.00 Flanged Tq 

^ [=1 




• -r'f^ 




1 \ 



'mwmi 



SOUPAPES *'JENKINS'' VALVES 

SOUPAPES DE PURGE 

Y "JENKINS" 

BLOW-OFF VALVES 

CD 2760 

VLssee — Screwed 
Bati de fer — Iron bodv 
Grosseurs 2" 2V->" 3'"' 

Chacune $11.00 15.00 20.00 

OD 2761 

Br idee — Flanged 
Bati de fer — Iron body 

iCrosseurs 2" 2Y," 3" 

Chacune S13.00 18.00 



23.00 



Gravure OD 2762.— Sou- 
pape compensatrice auto- 
matique d 'arret et de re- 
tenue, type spherique. 

Plate OD 2762.— Globe 
type automatic equalizing 
stop and check valve. 





Sizes 
Each 



Sizes 
Each 



Grosseurs 
Chacune 

Grosseurs 
Chacune 



3" 
§45.00 

3" 
S45.00 



OD 2762 



GRAVURE OD 2762 
4" 5" 

60.00 80.00 

GRAVURE OD 2763 
4" 5" 

60.00 80.00 




Gravure OD 2763.— Sou- 

pape compensatrice auto- 
matique d'arret et de 
retenue, type angulaire. 

Plate OD 2763.— Auto- 
matic equalizing stop and 
check valve, angle type. 



OD 2763 

PLATE OD 2762 
6" 7" 

95.00 120.00 

PLATE OD 2763 

6" 7" 

95.00 120.00 



8" 
145.00 



8" 
145.00 



Sizes 
Each 

Sizes 

Each 




OD 2764 

Grosseurs 
No 1, chacune 
2 



3 
4 
5 



ti 



<( 



Ji 



No 1, chacune 
2 
3 
4 
5 



u 



tt 



it 



ti 



H" 

SI. 50 
2.00 
1.80 
1.90 
2.40 

.§2.60 
3.00 
2.90 
3.00 
3.45 



SOUPAPES A RADIATEUR "JENKINS" RADIATOR VALVES 

OD 2764 

Genre angulaire au meme prix— Angle type at same price 

Spherique, roue de composition fibreuse. 
Globe, fibre composition wheel. 
No 1 Bati brut, parures finies. 
No 2 Entierement finies. 
No 3 Bati brut, parures nickelees. 
■ No 4 Bati brut, toutes nickelees. 
No 5 Entierement finies et nickelees. 

OD 2765 
Type spherique, avec jonction, roue de composition 
fibreuse. 

Globe type, with union, fibre composition \\'heel. 

No. 1 Rough body, finished trimmings. 

No. 2 Finished all over. 

No. 3 Rough body, nickel-plated trimmings. 

No. 4 Rough body, nickel-plated al! over. 

No. 5 Finished and nickel-plated all over. 

GRAVURE OD 2764— PLATE OD 2764 




OD 2765 



H" 

Si. 85 
2.25 
2.15 
2.25 
2.70 

S2.60 
3.00 
2.90 
3.00 
3.45 



S2.00 
2.50 
2.30 
2.40 
2.90 



S2.50 
3.00 
2.80 
2.90 
3.40 



1" 
§3.20 
3.75 
3.50 
3.60 
4.15 



IK" 

S4.50 
5 25 
4,80 
4.90 
5.65 



GRAVURE OD 2765— PLATE OD 2765 



$2.75 
3.20 
3.05 
3.15 
3.60 



$3.50 

4.00 
3.80 
3.90 
4.40 



S4.30 
4.80 
4.60 
4.70 
5.20 



.S5.85 
6.40 
6.15 
6.25 
6.S0 



\W' 
S6.25 
7.25 
6.55 
6.65 
7.65 

S7.75 
8.75 
8.05 
8.15 
9.15 



2" 
S10.50 
11.75 
10.80 
10.90 
12.15 

SI 2. 60 
13.85 
12.90 
13.00 
14.25 



Sizes 

No. 1, each 

2 

3 

4 

5 






No. 1, each 
2 " 
3 
4 

5 
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SOUPAPES "JENKINS" VALVES 






OD 2768 




OD 2766 



OD 2767 

Soupapes a radiateurs a cle mobile. 

Lock shields radiator Valves. 

Pour les difierents finis, voir page precedente. 

For details on finishes see preceeding page. 



OD 2769 

Cle de soupape 
Valve keys 



Grosseurs 

Finis No 1, chacune 



5 



Pour soupapes 
Gravure OD 2768 
GravureOD 2769 



S2.85 
3.25 
3.15 
3.25 
3.70 



S2.85 
3.25 
3.15 
3.25 
3.70 



S3.00 
3.45 
3.30 
3.40 
3.85 



S3. 75 
4.25 
4.05 
4.15 
4.65 



1" 
$4.60 

5.05 
4.85 
4.95 
5.45 



S6.10 
6.65 
6-40 

6.50 
7.05 



1 W 

S8.i5 

9.15 

8.45 

8.55 
9.55 



9" 

$13.00 
14.25 
13.30 
13.40 
14.65 



Sizes 

Each, No. 1 Finish 



It 



4 ( 



it 



H 



ti 



.SO. 25 



CLES SEPAREES 
0.25 0.25 0.25 



KEY ONLY 

1" IM" 

.30 0.30 



IK" 
0.40 



Valves 

Plate OD 2768 

Plate OD 2769 



SOUPAPES A RADIATEUR "JENKINS" RADIATOR VALVES 




fO^^ 



m'M^:^'"' 
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OD 2771 

Ces soupapes peuvent etre fournies avec cle amovible 
si ainsi desirees. 

Finis 

No 1 Bati brut, parures finies. 
No 2 Bati brut, toutes nickelees. 



OD 2772 



OD 2773 



These valves can be furnished with lock shield if so 
desired. 

Finishes 

No. 1 Rough body, finished trimmings. 
No. 2 Rough body, all nickeled. 



OD 2770 



Grosseurs 

Fini No 1, chacune 

Fini No 2, chacune 



S3. 00 
3.40 



H" 

S3. 45 
3.85 



1" 
S4.10 
4.50 



IK" 

$5.25 
5.65 



S7.00 
7.40 



2" 
$11.70 
12.10 



Sizes 

Each, No. I Finish 

Each, No. 2 Finish 



OD 2771 



Fini No 1 
Fini No 2 



S3. 30 
3.70 



54" 
$3.90 

4.30 



1" 
$4.70 
5.10 



$6.00 
6.40 



$8.00 
8.40 



2" 
S13.20 
13.60 



No. 1 Finish 
No. 2 Finish 



GRAVURE OD 2772— PLATE OD 2772 



Grosseur 14" H" 1" IK" VA" Sizes 
Chacune S2.95 3.25 3.90 5.00 6.30 Each 



GRAVURE OD 2773 — PLATE OD 2773 

Grosseur H" H." 1" IK" 1^" Size 
Chacune .$3.25 3.70 4.50 5.75 7.30 Each 
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SOUPAPES ^* JENKINS'* VALVES 




OD 2776 

Gravure OD 2776.— Soupape- 
vanne en cuivre modele K. 

Plate OD 2776.— Brass gate valve. 
Model K. 





OD 2777 

Gravure OD 2777.— Soupape- 
vanne en cuivre a boyau. 

Plate OD 2777.— Brass hose gate 
valve. 



OD 2778 

Gravure OD 2778.— Soupape- 
vanne en cuivre, a boyau avec 
bouchon et chainette. 

Plate OD 2778.— Brass hose gate 
valve with cap and chain. 



Grosseurs 

Vissee 

Bridee 



H" 



r%" 



Vo" 



S1.45 S1.45 



GRAVURE OD 2776— PLATE OD 2776 

%" 1" 1^" IH" 2" 2H" 

$1.65 S2.05 S2.80 $3.70 S5.00 S7.30 S13 00 

9.00 10.25 12.00 15.00 25.00 33.00 



3" 
S19.00 
39.00 



Finis 



Sizes 

Screwed 

Flanged 



Finishes 



Nol 
No 2 
No 3 
No 4 
No 5 



Gross. 
Sizes 
Nol 
2 
3 
4 
5 



GRAVURE OD 2777 AND OD 2778 

Bati brut, pamres finies, roue fer. 

Bati brut, parures finies, roue cuivre. 

Entierement finies, roue cuivre. 

Bati brut, toutes nickelees, roue cuivre. 

Entierement finies et nickelees, roue cuivre 



PLATE OD 2777 AND OD 2778 
No. 1 Rough body, finished trimmings, iron wheel. 
No. 2 Rough body, finished trimmings, brass wheel 
No. 3 Finished all over, brass wheel. 
No. 4 Rough body, all nickeled, brass wheel. 
No. b All finished and nickeled, brass wheel 



K" 



ff 



OD 2777 

1^" IH" 2" 2J^" 3" S™^^- 

S2.45 S3.35 S4.70 S 6.25 S 9.00 S15.00 S22.00 Nol 

3.70 5.20 6.85 8.85 12.30 18.70 27.30 2 

5.20 6.90 9.10 11.85 17.30 26.00 38.00 3 

4.20 5.80 7.55 9.65 13.30 19.95 29.00 4 

5.70 7.50 9.80 12.65 18.30 27.25 39.75 5 



// 



OD 2778 
1" IK" IH" 2 



fr 



2Vo" 



ft 



S3.95 S5.10S 6.70 S 8.85 S12.60 S20.00 S29.50 

5.20 6.95 8.85 U.45 15.90 23.70 34.80 

6.70 8.65 11.10 14.45 20.90 31.00 45.50 

5.70 7.55 9,55 12,25 16.90 24.95 36.50 

7.20 9.25 11.80 15.25 21.90 32.25 47.25 




Gravure OD 2779.— Soupape- 
vanne a bati de fer, montage 
d'alliage; avec filetage interne et 
essieu fixe; a vis. 

- 

Plate op 2779.— Iron body and 
composition mounted gate valve, 
with inside screw and stationary 
spindle; screwed. 



Gravure OD 2780.— Soupape- 
vanne a bati de fer et montage 
d'alliage; avec filetage interne et 
essieu fixe; a bride. 

Plate OD 2780.— Iron body and 
composition mounted gate valve, 
with inside screw and stationary 
spindle; flanged. 




OD 2779 OD 2780 

GRAVURE OD 2779— PLATE OD 2779 

Grosseurs 2" IVi" 3" 3K" 4" 4>^" 5" 6" 7" 8" 9" 10" 12" 

Chacune SIO.OO 11.50 14.00 17.00 19.00 24.00 27.50 32.50 45.00 54.00 76.00 90.00 125.00 

GRAVURE OD 2780— PLATE OD 2780 

Grosseurs 2" 2M" 3" Sj^" 4" 4H" 5" 6" 7" 8" 9" 10" 

Chacune S12.00 13.50 16.50 19.50 23.00 28.00 31.50 36.50 49.00 58.00 81.00 95.00 

Grosseurs 12" 14" 15" 16" 18" 20" 22" 24" 26" 2S" 30" 

.n33.00 181.00 220.00 260.00 350.00 425.00 530.00 600.00 800.00 950.00 1100.00 



Sizes 
Each 



Sizes 
Each 



Chacune 



Sizes 
Each 
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SOUPAPES '^JENKINS" VALVES 



Gravure OD 2782.— Soupape-vanne a 
glissiere et levier; bati de fer et mon- 
tage d'alliage. 

Gravure OD 2782, a vis. 
Gra\Tjre OD 2783, a bride. 




Plate OD 2782.— Gate valve with 
sliding stem and lever; iron body, 
composition mounted. 

Plate OD 2782, screwed. 
Plate OD 2783, flanged. 



OD 2782 

GRAVURE OD 2782— PLATE OD 2782 

Grosseurs 2" 2]4" 3" 3H" 4" 4^" 5" 6" 7" 8" 9" 10" 12" 

Chacune S17.50 19.00 22.00 25.00 30.00 37.00 42.00 48.00 64.00 80.00 105.00 122.00 160.00 



GRAVURE OD 2783— PLATE OD 2783 

Grosseurs 2" 2W 3" SVo" 4" 4W 5" 6" 7" 8" 9" 10" 

Chacune S19.50 21.00 24.50 27.50 34.00 41.00 46.00 52.00 68.00 84.00 110.00 127.00 



Sizes 
Each 



Sizes 

Each 



Grosseurs 12" 14" 15" 16" 18" 20" 22" 24" 26" 28" 30" Sizes 

Chacune S168.00 236.00 285.00 325.00 435.00 525.00 650.00 725.00 950.00 1125.00 1300.00 Each 



Gravure OD 2784.— Disques 

"Jenkins" regulierement four- 
nis avec toutes soupapes 
regulieres Jenkins. 
No 101 avec orifice rond. 
No 233 avec orifice carre. 




Plate OD 2784.— Jenkins 
discs used in all standard 
Jenkins valves. 

No. 101 round hole. 
No. 233 square hole. 













OD 2784 


















Prix la 


piece — Price each 










Grosseurs 


M" 


H" 


^" 


H" 


1" IH" 


IW 


2" 


2H" 


Sizes 


No 101 








SO. 10 


0.12 0.18 


0.24 


0.36 




No. 101 


No 233 


SO. 06 


0.08 


0.08 


0.10 


0.12 0.18 


0.24 


0.36 


0.48 


No. 233 


Grosseurs 


3" 


3H" 


4" 


4M" 


5" . 6" 


7" 


8" 


9" 


Sizes 


No 233 


SO. 80 


1.00 


1.20 


1.40 


1.60 2.00 


2.40 


2.80 


3.60 


No. 233 


Grosseurs 


10" 


12" 


14" 


16" 


18" 20" 


22" 


24" 




Sizes 


No 233 


S4.50 


5.00 


7.00 


8.00 


10.00 12.00 


15.00 


18.00 




No. 233 



ROUES DE SOUPAPES EN CUIVRE— WHEELS FOR BRASS VALVE 







OD 2785 



OD 2786 



OD 2787 



OD 2788 



Prix sur demande. 

En commandant, mentionnez la grosseur de la soupape 

pour laquelle la roue est requise. 



Price on application. 

In ordering give the size of valve for which you need 

the wheel. 




■ t 
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SOUPAPES DE SURETE — SAFETY VALVES 




OD 2790 



Gravure OD 2790. — Soupape angulaire de surety 
Plate OD 2790.— Angle safety valve. 



OD 2791 



Gravure OD 2791.— Soupape de surete; trois voies. 
Plate OD 2791.— Cross safety valves. 



Grosseurs 




Vz" 


%" 


1" 


IM" 


I'A" 


9" 


Sizes 


Chacune 


$2.50 


3.25 


3.90 


4.70 


7.15 


9.00 


12.50 


Each 



SOUPAPES RAPIDES DE SCRETE 



POP SAFETY VALVES 







OD 2792 




OD 2793 
GRAVURE 


OD 2794 
OD 2792— PLATE OD 2792 






OD 


2795 


Grosseurs ^i" 
Chacune $8.00 




H" 
10.00 


1" IM" 
12.00 15.00 


20.00 


2" Sizes 
30.00 Each 






GRAVURE 


OD 2793 PLATE OD 2793 










Grosseurs. pouces 
Chacune 


% 


1 
$12.00 

GRAVURE 


15.00 20.0"0 
OD 2794— PLAIE OD 2794 




2 
30.00 




Sizes, inches 
Kach 


Grosseurs, pouces 
Chacune. 


$8.00 


10.00 


1 IK 

12.00 15.00 


1% 




2 


Sizes, inches 
Each 


- 




GRAVURE 


OD 2795— PLATE OD 2795 










Grosseurs ^ 2" 
Vissee $4.75 
Bridee 


$5.63 


1" 
$7.50 


IK" IJ^" 2" 
$9.38 $11.25 S15.00 
12.38 14.75 20.35 




2J^" 
S37.50 
44.00 


3" 
$45.00 
55.30 


Sizes 
Screwed 

FIang"ed 




^A^ 
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f \ 
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SOUPAPES *'COMPODISK" VALVES 






OD 2798 



OD 2799 



OD 2800 



Gravure OD 2798.— Soupape sphe- Gravure OD 2799.— Soupape- Gravure OD 2800.— Soupape an 

nque. varme. gulaire. 

Plate OD 2798.— Globe valve. Plate OD 2799.— Gate valve. 



Plate OD 2800.— Angle valve. 



GRAVURE OD 2798— PLATE OD 2798 



Grosseurs 
C lacime 


SI. 10 


1.10 


1.25 


1.60 2.20 
GRAVURE OD 


1" IH" IY2" 

2.80 4.00 5.50 
2799— PLAiE OD 2799 


2" 
8.75 


2Y2" 
15.75 


3" 
22.00 


Sizes 
Each 


Grosseurs 
Chacune 


Y^' 


Ya" 
S1.45 


1.45 


Y2' H" 

1.65 2.05 
GRAVURE OD 


1" VA" IY2" 
2.80 3.70 5.00 

2800— PLAl'E OD 2800 


2" 
7.30 


2Y2" 
13.00 


3" 
19.00 


Sizes 
Each 


Grosseurs 
C lacune 


si. 10 


1.10 


1.25 


1.60 2.20 


1" IW W" 

2.80 4.00 5.50 


2" 

8.75 


2H" 

15.75 


3" 
22,00 


Sizes 

Each 





OD 2803 

OD 2802 

Gravure OD 2803.— Disques de Soupapes "Compo- 
Gravure OD 2802.— Soupape horizontale de retenue disk." 

Plate OD 2802.— Horizontal check valve, Plate OD 2803.— Discs for "Compodisk" valves. 



Grosseurs ?/§" 


K" 


%" 


H" H" 


1" 


IH" 


Chacune $1.10 


1.10 


1.20 


1.30 1.90 


2.60 


3.60 


Si avec 












drain, chacune 




51.75 


1.85 2.45 
GRAVURE OD 


3.15 
2803— 


4.15 
PLAT 


Grosseurs J^" 


H" 


%" 


Y?" H" 


1" 


}Yr 


Chacun SO. 06 


0.06 


0.08 


0.08 0.10 


0.12 


0.18 



GRAVURE OD 2802— PLATE OD 2802 

IY2" 2" 
5.00 7.50 

5.55 8.05 



1 Y2" 2" 
0.24 0.36 



J/ 



rrt 



W2 

13.50 21.00 
14.10 21.60 



0.48 



3" 
0.80 



Sizes 
Each 
If with 
drain, each 



Sizes 

Each 
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SOUPAPES EN CUIVRE ^'STANDARD" BRASS VALVES 

Gravure CD 2804.— Soupape sphe- Plate OD 2804.— Brass globe valve, 
rique en ciiivre. 

Prix la piece ^^^^^ ^^^^h 

G rosseurs — Si zes 

Va" H" %" Yz' %" 1" IK" 1^-^" 2" 2H" 3" 
$0.72 0.72 0.77 1. 00 1.26 1.80 2.52 5-50 5.30 10.00 14.40 

Gravure OD 2805. —Soupape sphe- Plate OD 2805.— Lock shield globe 
rique a cle amovible. valve. 

Prix la piece Price each 

G rosseurs — Sizes 

H" M" H" 1" IK" 1}^" 2" 2K/' 3" 
$1.10 1.35 1.60 2.25 3.25 4.35 6.30 




y& 



-i/j' 1^" 



Gravure OD 2806.— Soupape sphe- Plate OD 2806.— Disc Globe valve, 
rique a disque. 



Prix la piece 



Price each 



G rosseurs — Sizes 
K" M" Vi" H" I" IK" 1^^" 2" 2W 3" 

SI. 10 1.10 1.25 1.60 2.20 2.80 4.00 5.5"0 8.75 15.75 22.00 



H" 



Gravure OD 2807.— Soupape sphe- Plate OD 2807.— Disc Globe valve 
rique a disque, avec cle amovible. with lock shield. 



Prix la piece 



Price each 



OD 2804 



G rosseurs ^Sizes 



'A 



K 



// 






Vi 



II 



^4 



ri 



1" IK" 1^3" 2" 2H" 3" 



SI. 60 1.95 2.55 3.25 4.75 6.35 9.75 



Gravure OD 2808.— Soupape an- Plate OD 2808.— Brass angle valve 
gulaire en cuivre. 



Prix la piece 



Price each 



G rosseurs — Sizes 
K" 3'^" ¥>" H" V IK" IK" 2" 2K" 3" 

S0.72 0.72 0.77 l.O'O 1.26 1.80 2.52 3.50 5.30 10.00 14.40 



14" 



Gravure OD 2809.— Soupape an- Plate OD 2809.— Angle valve with 
gulaire a cle amovible. lock shield. 



Prix la piece 



3^ 



// 



H" H" y%" 

SI. 10 1.35 



Grosseurs — -Sizes 

%" 1" IK' 
1.60 2.25 3.25 



(' 



Price each 



IK" 2" 
4.35 6.30 



zy^' 3" 



Gravure OD 2810. — -Soupape an- Plate OD 2810. — Disc angle valve. 

gulaire a disque. 

Price each 
Prix la piece 

Grosseurs — S izes 

y%" K" y%' y>" %" v ik" ik" 2" ivo" 3" 

$1.10 1.10 1.25 1.60 2.20 2.80 4.00 5.50 8.75 15.75 22.00 



Gravure OD 2811.— Soupape an- Plate OD 2811.— Disc angle valve 
gulaire a disque, avec cle amovible. with lock shield. 



Yz 



it 



Prix !a pidce 



M" ¥%' Yi' 

$1-60 1-95 



Grosseurs — Sizes 

Va" 1" IK" 
2.55 3.25 4.75 



Price each 



IK" 2" 2K" 
6.35 9.75 




3" 



OD 2808 




A 

V 



V 



n 



J 







ifl' 





'J ^" 



i 




1! 
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SOUPAPES EN GUIVRE ''STANDARD" BRASS VALVES 






OD 2812 



OD 2813 



OD 2815 



Gravure OD 2812.— Soupapes trois- Gravure OD 2813.— Sou papes- Gra-vure OD 2814.— Soupapes- 

vannes a cle amovible. 

Plate OD 2814.— Gate valve with 
lock shield. 



voies. 

Plate OD 2812.— Cross valves. 



vannes. 

Plate OD 2813.— Gate valves. 



GRAVURE OD 2812— PLATE OD 2812 



Grosseurs 
Chacun? 



SI. 25 



1.25 



1.50 



3,-/" 

2.00 



1" 
2.50 



3.50 



5.00 



2" 
8.00 



2J^" 3" 

16.00 24.00 



Sizes 

Each 



GRAVURE OD 2813— PLATE OD 2813 



Grosseurs 
Chacune 



S1.45 



1.45 



1.65 



H" 

2.05 



1" 
2.80 



3.70 



5.00 



2" 
7.30 



23^" 



3" 



Sizes 
Each 



Gravure OD 2814.— Soiipapes-vannes Webber. 



Plate OD 2814.— Webber gate valves. 



Grosseurs 
Chacune 



M" 



Vi" 



%" 



SI. 65 2.05 



1" 
2.80 



3.70 5.00 



2" 
7.30 



2H" 3" Sizes 

13.00 19.00 Each 



Gravure OD 2815.— Soupapes-vannes a cle 
amovible. 



Plate OD 2815.— Gate valves with lock shield. 



Grosseurs 

Chacune 



M" 



^s" 



\4" 
S2.55 



3.15 



1" 
4.10 



Gravure OD 2816.— Soupapes^vannes "Webber" 
avec cle amovible. 



Grosseurs 
Chacune 



M" 



H" 



S2.55 



3.15 



1" 
4.10 



IK" 
5.35 

Plate 

shield. 

5.35 



7,00 



2" 2H" 

10.35 



i// 



Sizes 
Each 



OD 2816. — Webber gate valves with lock 



1^" 
7.00 



2" 
10.35 



2M" 



// 



Sizes 
Each 






! 
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1 
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SOUPAPES EN CUIVRE '^STANDARD" BRASS VALVES 



Gravure OD 2820.--Soupape a 
boyau type '^Webber". 

Finis 

A. Bati brut, parures finies, roue 
en fer- 

B. Rati brut, parures finies» roue en 
cuivre. 

C. Entierement finie, roue en 
cuivre. 

D. B^ti brut, entierement nickelee, 
roue en cuivre. 

E. Entierement finie et nickelee, 
roue en cuivre. 




Plate OD 2820-—'^ Webber" pat- 
tern hose valve. 

Finishes 

A. Rough body, finished trim- 
mings, iron wheeL 

B. Rough body, finished trim- 
mings, brass wheel 

C. Finished all over, brass wheel, 

D. Rough body, nickel-plated all 
over, brass \vheek 

E. Finished and nickel-plated all 
over, brass wheel 











OD 2820 












Grosseurs 


^4" 


1" 


IK" 


l}4" 


2" 


2K" 


3" 


Si zee 




Finis: A 


S2.45 


S3. 35 


S4.70 


S6.25 


S9.00 


SI 5.00 


$22.00 


Finishes 


A 


" B 


3.70 


5.20 


6.85 


8.85 


12.30 


18.70 


27.30 


*t 


B 


" C 


5.20 


6.90 


9.10 


11.85 


17.30 


26.00 


38.00 


U 


C 


" D 


4.20 


5.80 


7.55 


9.65 


13,30 


19.95 


29.00 


<< 


IJ 


■* E 


5.70 


7.50 


9.80 


12.65 


18,30 


27,25 


39.75 


*t 


E 




^. OD 2822 

Gravure OD 2822. — Soupape-vanne a glissiere et a Plate OD 2822.— Sliding stem and lever gate valve; 
levier, fini brut. rough finish. 



Grosseurs 
Chacune 



H" V IK" 

S3.60 4.80 6.20 

Pour pression de regime jusqu'a 12b lbs- 



VA" 2" 2}4" 3" Sizes 

8.50 11.80 20.25 30.00 Each 

For working pressure up to 125 lbs. 
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SOUPAPES EN CUIVRE ''STANDARD" BRASS VALVES 






OD 2824 



OD 2825 



OD 2826 



Gravure OD 2824. — Soupape horizontale de retenue. Plate OD 2824. — Horizontal check valve. 



Grosseurs 
Chacune 



H" H" H" 'A" U" 
S0.65 0.65 0.70 0.90 1.15 



1" 
1.60 



VA" IW 



\ri 



2}4" 3" 



2.25 345 4.75 9.00 13.00 



Sizes! 
Each 



Gravure OD 2825.— Soupape angulaire de retenue. Plate OD 2825.— Angle check valve. 



Grosseurs 
Chacune 



Vi" H" 
.65 0.65 



3'^" 



H" 



H" 



0.70 0.90 



1" IH" 1\4 2" 2H" 3" 

1.15 1.60 2.25 3.15 4.75 9.00 13.00 



Sizes 
Each 



Gravure OD 2826.— Soupape horizontale de retenue, Plate OD 2826. —Disc horizontal check valve 
a disque. 

2" 23^" 3" 
7.50 13.50 20.50 



Grosseurs 


Vs" 


H" 


H" 


H" 


H" 


1" 


IH" 


IK" 


Chacune 


$1.10 


1.10 


1.20 


1.30 


1.90 


2.60 


3.60 


5.00 



Sizes 

Each 





OD 2828 




OD 2829 


t828.— Soupape verticale de retenue. 


Plate OD 2828.- 


-Vertical check valve. 


H" H" y^' H" 

S0.72 S0.77 Sl.OO §1.26 
2.00 2.00 2.15 2.50 


1" U4" 

SI. 80 $2.52 
3.25 4.35 


1^" 2" Sizes 
S3.50 S5.30 . Each, rough 
5.75 9.00 Each, finished 



Gravure OD 2828. 

Grosseurs 

Brute, chacune 
Finie, chacune 



Gravure OD 2829.— Soupape de retenue oscillante a 
rod age. 



Plate OD 2829. — ^Re-grinding swing check valve. 



Grosseurs 
Chacune 



si. 80 



K2" 

2.00 



2.25 



1" 

2.80 



I'A" 
3.65 



4.75 



2" 
6.75 



2H" 
15.00 



3" 
24.00 



Sizes 
Each 
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SOUPAPES DE RADIATEURS — RADIATOR VALVES 





OD 2832 



OD 2833 



Gravure OD 2832.— Soupape de radiateurs, a disque, 
bati brut, toute nickelee. 



OD 2834 

Plate OD 2832.— Disc radiator valve, rough body, all 
nickeled. 



Grosseurs 

Chacune 



S3.40 



3.85 



1" 
4.50 



5.65 



7.40 



0" 
12.10 



Size^; 
Each 



Gravure OD 2833. — Soupape de radiateur, a disque 
avec raccord, bati brut, toute nickelee. 



Plate OD 2833. — Disc radiator valve with union, 
rough body, all nickeled. , 



Grosseurs 

Chacune 



S3. 70 



4.30 



1" 
5.10 



ff 



6.40 



8.40 



2" 
13.60 



Sizes 
Each 



Gravure OD 2834.— Soupape de radiateur a disque 
avec cle amovible. 



Plate OD 2834.— Disc radiator valve with lock shield. 



Grosseurs 
Chacune 
Avec raccord, 
Chacune 



S3.40 
$3.70 



H" 
3.85 

4.30 



1" 
4.50 

5.10 



IK" 

5.65 
6.40 



1}4" 
7.40 

8.40 



2" 
12.10 

13.60 



Sizes 
Each 

With union 
Each 



Gravure OD 2835. — Coude raccord 
nickele. 



Prix la piece 




Plate OD 2835.— Union elbow, nickel 
plated. 



Price each 



SI. 75 



2.00 



1" 
2.50 



3.30 



4.25 



OD 2835 
2" 14" 

7.20 SI. 75 



2.00 



1" 
2.50 



IK"' li^" 
3.30 4.25 



2" 
7.20 
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SOUPAPES DE RADIATEUR — RADIATOR VALVES 






OD 2838 

Gravure OD 2838. — 'Soupape de radiateur a debit 
instantane. bati brut, entierement nickelee. 



OD 2839 

Plate OD 2838. — Quick opening radiator valve, rough 

body, nickel-plated all over. 



Grosseurs 
Chacune 



S2.95 



/■ 4 

3.25 



1" 
3.90 



IK" 
5.00 



6.30 



2" 
10.50 



Sizes 
Each 



Gravure OD 2839. — Soupape de radiateur a debit 
instantane, avec raccord, bati brut, entierement 
nickelee. 



Plate OD 2839. — Quick opening radiator valve with 
union, rough body, nickel-plated all over. 



Gro?.seur?i 
Chacune 



S3.25 






1" 
4.50 



IK" 

5.75 



r_ 



7.30 



2" 
12.00 



Sizes 

Each 



ROBINETS D'ARRET DE VAPEUR — STEAM STOPS 






OD 2840 

Tout en fer — All iron 



Grosseurs 
Grav. OD 2840 
Grav. OD 2841 
Grav. OD 2842 



Va 



tr 



H" 



U" 



3//' 



OD 2841 

Cuivre — Brass 
Prix la piece — Price each 



S0.85 $1.00 
2.10 



1" IK" l}4" 2" 2J^" 

S0.90 S1.05 $1.30 $1.60 $1.95 $2.70 $4.40 

1.25 1.70 2.35 3.70 4.85 7.30 14.50 

2.50 3.00 3.25 5.75 7.15 11.00 18.75 




OD" 2842 
Cuivre — Brass 
Trois voies— Three ways 

3" 3y^" 4" Sizes 

$6.75 $12.00 515.50 Plate OD 2840 

22.50 PlateOD2841 

26.00 Plate OD 2842 
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CHAUFFAGE A AIR CHAUD — HOT AIR HEATING 




/■■ 



LE SYST£ME 

LE PLUS 
ECONOMIOUE 




THE MOST 

ECONOMICAL 

SYSTEM 



OD 2850 
FOURNAISES FAWCET FURNACES 



Pour charbon: 

"RIVAL VAMP" 
Capacite: 7,000 a 9,000 pieds. 

"RIVAL VILLA" 

No 18, capacite 9,000 a 12.000 pieds. 

No 181. capacite 12,000 a 20,000 pieds. 
No 200, capacite 15,000 a 25,000 pieds. 
No 224, capacite 20,000 a 30,000 pieds. 
No 324, capacite 30,000 a 40,000 pieds.. 
No 434, capacite 35.000 a 50.000 pieds. 

Aussi fournaises a bois. 

Autres informations et prix sur demande. 



For coal: 
Capacity 

No. 18. 
No. 181, 
No. 200, 
No. 224. 
No. 324, 
No. 434, 



"RIVAL VAMP" 
; 7,000 to 9.000 feet. 

"RIVAL VILLA" 
capacity 9.000 to 12 000 feet. 

capacity 12,000 to 20,000 feet. 

capacity 15.000 to 25.000 feet. 

capacity 20,000 to 30,000 feet. 

capacity 30.000 to 40.000 feet. 

capacity 35,000 to 50,000 feet. 



Also wood furnaces. 

Other informations and prices on request 





I 



> 







1 ► 



lilt' 



i 



r, 







,: 11- 



I 



ij — 






\- 




I 

I 






REGISTRES, CADRES A REGISTRES, GRILLES 
REGISTERS, REGISTER FACE AND BORDERS 



^ 
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erasure OD 2860. — 

Registre Modele No 60. 

Plate OD 2860.— No. 60 

Model Register. 

Prix et informations sup- 
plementaires donnes sur 
demande. 

Prices and other inform- 
ations given on request. 



I«HI 



Gravure OD 2861. — 

Registre Modele No 70. 

Plate OD 2861.— No. 70 

Model Register. 

Prix et informations sup- 
plementaires donnes sur 
demande. 

Prices and other inform- 
ations given on request. 
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OD 2860 



OD 2861 
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OD 2864 

^^ 2862 Gravure OD 2864.— Grilles de Fournaises a Air Chaud. 

Gravure OD 2862.— Ref^istre a tuyau de fumee. Plate OD 2864. — Gratings for Hot Air Heating 

Plate OD 2862. — Stove pipe Register. Furnaces. 

Prix et informations supplementaires donnes sur demande. 
Prices and other informations given on request. 








OD 2866 OD 2868 ^^^ OD 2870 



Gravure OD 2866.-Pou]Ies pour Gravure OD 2868.-Registre pour Gravure OD 2870.-Foulies pour 

plafonds. plmthes. ^^^^^ 

Plate OD 2868.— Baseboard re- 
Plate OD 2866.— Ceiling pulleys. gister. Plate OD 2870.— Side wall pulleys. 

Prix et informations supplementaires donnes sur demande. 
Prices and other informations given on request. 

N.B.— Nous pouvons fournir tout autre genre de We can supply anv other type of Registers. 

Registres. 
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VENTILATEURS DE FENETRE — WINDOW VENTILATORS 
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OD 2880 

Gravure OD 2880.— Pour angle, peint. 
Chacun 



$4.00 



Plate OD 2880.-- Corner tvpe. painted 
Each 



VENTILATEURS *'A£0LIEN 



OD 2881 

Gravure OD 2881.— Rond. 

Ferblanc Cuivre 

Chacun .S4.00 4.00 



Cuivre 
5.00 



S4.00 



»1 



Plate OD 2881.— Round type. 

Tin Brass-plated Solid Brass 

Each S4.00 4.00 5.00 



4 ( 



AEOLIAN" VENTILATORS 




VENTILATEURS "ZEPHIR' 



"ZEPHIR" VENTILATORS 




OD 2883 

Pour cheminee 
OD 2882 For chimney 

GRAVURE OD 2882— PLATE OD 2882 
VENTILATEURS "AEOLIEN"— "AEOLIAN" VENTILATORS 



Diam. 6" 8" 10" 12" 14" 16" 18" 20" 22" 24" 30" 36" 40" 48" 


Diameter 


Capacite 28' 50' 78' 113' 153' 201' 254' 314' 380' 452' 707' 1017' 1256' 1809' 


Capacity 


Chacun S15.00 16.50 19.50 22.50 28.50 37.50 45.00 52.50 60.00 78.00 120.00 145.00 172.50 225.00 


Each 



Diam. 

Capacite 
Chacun 



GRAVURE OD 2883— PLATE OD 2883 

VENTILATEUR DE CHEMINEE— CHIMNEY VENTILATOR 

6" 8" 10" 12" 14" 16" 18" 20" 22" 24" 30" 36" 40" 4S" 
28' 50' 78' 113' 153' 201' 254' 314' 380' 452' 707' 1017' 1256' 1809' 
S15.00 16.50 19.50 22.50 28.50 37.50 45.00 52.50 60.00 78.00 120.00 145.00 172.00 225.00 



Diameter 

Capacity 

Each 
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COUVRE- JOINTS DE TOITURE 



I'A" 

2" 
3" 
4" 
5" 

6" 




ROOF-FLASHES 



Gravure OD 2886.— Les couvre-joints Bullard 
s'ajustent a toute pente de toiture. 

lis sont faits de tole galvanisee ou de cuivre rouge. 
IM", la douzaine $ 30.00 



30.00 
34.00 
38.00 
40.00 
57.00 
100.00 



OD 2886 



Plate OD 2886.— The Bullard roof flashes will 
adjust to all roof pitches. 

They are made of galvanized sheet iron or of copper. 

IK", per dozen $ 30.00 

VA" 

2" 

3" 

4" 

5" 

6" 



30.00 
34.00 
38.00 
40.00 
57.00 
100.00 





OD 2886 



Gravure OD 2888. — Bride en cuivre rouge pour 
egouts de couverture. 

Pour tuyau de 4", chacune $3.50 

Pour tuyau de 5" " 4.50 

Pour tuyau de 6" " fc.OO 

Plate OD 2888.— Copper flanges for roof drain. 

For 4" pipe, each $J.50 

For 5" pipe, " 4.50 

For 6^' pipe, " 6.00 



OD 2888 
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PAPIERS A TOITURE ET A LAMBRIS — ROOFING AND SHEATING PAPERS 




Gravure OD 2890. — Papier feutre goudronne a cou- 
verture. 

Le 100 lbs $4.75 

Plate OD 2890.— Tarred felt roofing paper. 

Per 100 lbs. $4.75 



Pesanteur 

Once?i 

Weight — Ounces 

7 
10 
16 



Pesanteur app. 

Rouleau — lbs 

Weight per roll 

lbs. 

52 

65 
54 



Pieds Carres 
Rouleau 
Square Feet 
Roll 

432 
432 

216 



OD 2890 



Gravure OD 2891.— Toi- 
turecaoutchoutee Canada. 

I'pli, le rouleau . . . .S2.00 
2 plis, le rouleau ... . 2.25 
3.pUs, le rouleau .... 2.75 

Plate OD 2891.— Canada 

rubber rooting paper. 

1 ply, per roll, .... .52.00 

2 " " 2.25 

3 " " 2.75 





OD 2893 




OD 2891 



Gravure CD 2893.— Toiture a surface minerale, 
Fabriquee en largeurs de 18" et 36". Couleursr rouge, 
verte et noire-bleue. 

18" de largeur, le carre S4.00 

26" de largeur, le carre 3.50 

Plate OD 2893.— The mineral surfaced roofing in 18' 
and 36" width, in red, green and blue-black colors. 

18" width, per'square S4.00 

36" width, per^'square 3.50 



Gravure OD 2892.— Toi- 
ture caoutchoutee Lauren- 
tia. 

1 ply, le rouleau. . . .$2.35 

2 plis, le rouleau 2.75 

3 plis, le rouleau 3.00 

Plate OD2892.— Lauren- 
tia rubber roofing paper. 



1 ply, per roll $2.35 

2 " " 2.75 

3 " " 3.00 



Gravure OD 2894.— Papier isola- 
teur a lambris, pour glacieres, etc. 

Largeur: 36 pouces; 500 pieds carres 
au rouleau. 

Le rouleau $5.00 

Plate OD 2894.~Insulating sheath- 
ing paper; for refrigerators, etc. 

Width 36 inches; 500 square feet 
per roll. 

Per roll $5.00 
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PAPIERS A LAMBRIS, PAPIERS BARDEAU, GOUDRONS 
SHEATING PAPERS, SHINGLES, COAL TAR 
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OD 2896 

Gravure OD 2896. — Papier a lam- 

bris goudronne No 2- 

400 pieds carres au rouleau. 

Le rouleau SI. 10 

Plate OD 2896,— No. 2 Tarred 
sheathing paper. 
400 square feet roll. 

Per roll , SI. 10 



OD 2897 

Gravure OD 2897.— Papier a 1am- 

bris de qualite superieure. 

200 pieds carres au rouleau. 

Le rouleau S2-50 

Plate OD 2897-— Extra quality 
sheathing paper. 
200 square feet roll 

Per roll $2.50 




OD 2898 

Gravure OD 2898.— Papier a 1am- 

bris, sec. 

400 pieds carres au rouleau. 

Le rouleau. 80.90 

Plate OD 2898.— Dry sheathing 

paper. 

400 square feet roll. 

Per roil SO. 90 




Gravure OD 2899.— Bardeaux muUiples. faits de 
couleur?: rouge fonce, verte et noire-b'.eue. 



Le carre 



S8.00 



Plate OD 2899.— Multi-shingles made of dark red, 
green and blue-black colors. 

Per square $8.00 




OD 2899 



OD 2899 



Gravure OD 2<J00.— Goudron de 
houille mis en baril d'environ 40 
gallons, et pesant approximative- 
ment 550 livres. 

Raffine, le baril $12.00 

Non raffine, le baril u.OO 




Plate OD 2900.— Coal tar put up 

in barrels of about 40 gallons of ap- 
proximate weight of 550 pounds per 
barrel. 

I 

Refined, per barrel S12.06 

Crude, per barrel 1 1 .00 
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GOUD^ON DE HOUILLE ET ClMENTS A COUVERTURES 
ROOFING PITCH AND ROOFING CEMENTS 



Gravure OD 2902.— Goudron bi- 
tumineux a couvertures et pour 
impermeabilisation. 

Mis en barils de 500 a 550 livres. 
Le 100 livres S1.75 




Plate OD 2902.— Coal tar pitch for 
roofings and water-proofinfr pur- 
poses. 

Put up in 500 to 550 pound barrets. 
Per 100 pounds $1-75 



OD 2902 



ENDUIT ELASTIGUM LIQUIDE 
LIQUID ELASTIGUM COATING 



CIMENT LIOUIDE EVERLASTIG 
EVERLASTIC LIQUID CEMENT 




OD 2903 




Gravure OD 2903.— L'Elastigum liquide, est un ciment 
noir impermeable a base d'asphalte et de fibres d'a- 
miante. Sa preparation toute particuliere en permet le 
posage facile avec un pinceau. 

II s'etend et se contracte selon les changements de 
temperature ou suivant les mouvements de la surface 
qu'ii recouvre. 

Barils de hois (environ 40 gallons), le gallon SI. 05 

Demi-barils de bois (environ 25 gallons), le gallon 1.20 

Bidons de 5 gallons, le gallon [-25 

Bidons de 1 gallon, chacun l-^** 

Plate OD 2903.— Liquid Elastigum is a water-proof 
cement, black in color, consisting of an asphalt base and 
asbestos fibre, it is prepared of such consistency that 
it can be readily applied with a brush. 

It readily expands and contracts with temperature 
changes or movement of underlying surface. 

Wooden barrels (about 40 gallons), per gallon. . .51.05 
Wooden half barrels (about 25 gallons), per gallon 1.20 

5 gallon cans, per gallon J-25 

1 gallon cans, each 1-^" 



OD 2904 

Gravure OD 2904,— Le ciment a cou'.'erture "Ever- 
lastic" a pour base un compose bitumineux noir ayant 
a peu pres la meme consistance que la melasse epaisse. 
II est absolument impermeable a I'humidite et peut 
etre employe dans n'importe quelle temperature. 

Un gallon couvrira de 100 a 250 pieds carres, selon 
I'etat de la couverture. 

Barils de bois (environ 40 gallons). le gallon SO.SO 

Demi-barils de bois (environ 25 gallons), le gallon 0.85 

Bidons de 5 gallons, le gallon. 0.90 

Bidons de 1 gallon^ chacun 1.25 

Plate OD 2904-— Everlastic cement has a base of 
black bituminous compound having about the same 
consistency as thick molasses. It is absolutely imper- 
vious to moisture, and can be used in any climate. 
One gallon will cover from 100 to 250 square feet of 
surface, depending on the condition of the roof. 

Wooden barrels (about 40 gallons) per gallon. . . .50.80 
Wooden half barrels (about 25 gallons) per gallon 0.85 

5 gallon cans, per gallon 0.90 

1 gallon can'-, each 1-25 
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SPECIALITES pour COUVERTURES — ROOFING SPECIALTIES 



Gravure OD 2906.— Ciment plas- 
tique a couverture. 

Bidons de: 

Slivres S0.50 

lOlivres 0.85 

801ivres 5.00 




Plate OD 2906 .—Plastic roofing 
cement. 

Cans of: 

5 pounds $0.50 

10 pounds 0.85 

80 pounds s.OO 



OD 2906 



ROSSES A COUVERTURE 



ROOFING BRUSHES 
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OD 2907 

GravureJOD 2907.— Brosses a couverture en fibre 
grise de quatite, lien en f\\ de ler. 

Double Triple Quadruple 

Chacune $0.70 1.05 1.45 

Plate OD 2907.— Roofing brushes grev fibre of quality, 
wire bound > 

2 Knot 3 Knot 4 Knot 

Each $0.70 1.05 1.45 



OD 2908 

Gravure OD 2908.— Brosse a couverture a long man- 
che. brosse unique seulennent, manche de 4^^ pieds. 

No 0, fibre, chacune $0.55 

No 5, qualite extra, chacune 0.90 

Plate OD 2908. -Long handled tar brush, made in 
one knot style only, with 4^ foot handle. 

No. 0. fibre, each $0.55 

No. 5, extra quality, each o.90 




OD 2909 

Gravure OD 2909.— Rondelles en 
ferblanc, a couvertures. 

Plate OD 2909.— Tin roofine caps. 

Lali\Te $o.i2 

Per pound o.l2 



® 



OD 2910 




Gravure OD 2910.— Rondelles en 

plomb. a couverture. 

LaUvre $0.25 

Plate OD 2910.— Lead roofing 
washers. 



Per pound $0.25 




OD 2911 

Gravure OD 29n."Poulie a cro- 
chet. 

Plate OD 2911.— Tin hook pulley. 

8" 10" 12" 

Ch. $6.00 7.00 8.00 



C 



V 



, \ 








GOUTTIERES, CROCHETS A GOUTTIERES, PASSOIRES 
EAVETROUGH, EAVETROUGH HOOKS, STRAINERS 



Gravure OD 2912.— 

Gouttiere a recouvre- 

ment, baguette simple ou 
double; tole galvanisee, 
jauge 28. 



Dimensions, pouces 
Le 100 pieds 



Gravure OD 2913.— 

Gouttiere avec joint a 
coulisse, baguette simple 
ou double, tole galvanisee, 
jauge 28. 



Dimensions, pouces 
Le 100 pieds 




Plate OD 2912.— Lap 

joint eavetrough, single or 
double bead; 28 gauge. 
galvanized iron. 



OD 2912 



8" 
$16.90 



10" 
18.70 



12" 
22.20 



15" 
35.50 



Dimensions, inches 
Per 100 feet 
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OD 2913 



8" 
S17.90 



10" 
19.70 



12" 
23.20 



15" 
36.50 



Plate OD 2913.— Slip 
joint eavetrough. single or 
double bead; 28 gauge, 
galvanized iron. 



Dimensions, inches 
Per 100 feet 



Gravure OD 2914.— 

Gouttiere cymaise, tole 
galvanisee, jauge 28. 



?^ti^cv•^, '-^j^l 



Plate OD 2914.— O.G. 

pattern eavetrough, 28 
gauge, galvanized iron. 



OD 2914 



Dimensions, pouces 
Le 100 pieds 



8" 
$15.90 



10" 
17.70 



12" 
21.20 



15" 
34.50 



Dimensions, inches 
Per 100 feet 



Gravure OD 2914.— La meme que ci-haut, mais avec 
quart de rond et baguette ronde. 



Plate OD 2914.— Same as above, except with round 
bead. 






OD 29t5 

Gravure OD 2915. — Crochets pour 
eouttieres et conduit de gouttieres. 
LelOO 2" 3" 4" 5" 6" 

S7.75 10.75 15.50 20.35 25.15 

Plate OD 2915.— Eavetrough and 

conductor pipe hooks. 

Per 100 2" 3" 4" 5" 6" 

S7.75 10.75 15.50 20.35 25.15 



OD 2916 

Gravure OD 2916.— Porte- 
gouttieres "Peerless". 

Chacun $1.44 

Plate OD 2916.— Peerless 
eavetrough hanger. 

Each $1.44 



OD 2917 

Gravure OD 2917.— Passoires en 
broche. 

2" 3" 4" 5" 

Chacun $0.20 0.25 0.30 0.40 

Plate OD 2917.- Wire strainers. 

2" 3" 4" 5" 
Each ... $0.20 0.25 0.30 0.40 
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CONDUITS POUR GOUTTIERES ET VENTILATION 
VENTILATION AND EAVETROUGH CONDUCTOR PIPES 



Gravure OD 2918.— Tuyau de conduit 
rond uni. 



Plate OD 2918 

ductor pipe. 

Grosseur 

Size 



Round plain con- 



Gravure OD 2919.— Tuyau de conduit 
rond ondule. 

Plate OD 2919.— Round corrugated 
conductor pipe. 



Le 100 pieds 
Per 100 feet 

5 8.75 
10.55 
14.00 
22.70 

27.75 



Grosseur 
Size 



Le 100 pieds 
Per 100 feet 

$ 8.75 
10.55 
14.00 
22.70 
27.75 






OD 2918 



OD 2919 



RACCORDS DE TUYAU DE CONDUIT — CONDUCTOR PIPE FITTINGS 






OD 2920 

Gravure OD 2920.— 

Coude uni, 

Plate OD 2920.— Plain 

elbow. 




OD 2921 

Gravure OD 2921. — 

Coude de degorgement. 

Plate OD 2921.— Shoe 

elbow. 



OD 2922 

Gravure OD 2922.— 

Coude de degorgement. 

Plate OD 2922.— Shoe 
elbow. 



OD 2923 



Grosseur 
Size 

9" 

3" 

4" 
5" 
6" 



Chacun 
Each 
S0.25 
0.30 
0.50 
1.20 
1.40 



Grosseur 

Size 
2" 
3" 
4" 
5" 
6" 



Chacun 
Each 
SO. 35 
0.40 
0.60 
1.40 
1.60 



Grosseur 

Size 
2" 
3" 
4" 
5" 
6" 



Chacun 
Each 
.35 
0.40 
0.60 
1.40 
1.60 




Gravure OD 2924.— Tes de venti- 
lation. 



Gravure OD 2925.— Bride ventila 

tion. 



OD 2924 



Plate OD 2924, 

Grosseur 

Size 

2" 

3" 
4" 

5" 
6" 



-Ventilation tee. 

Chacun 
Each 
$0.40 

0.50 

0.60 

0.75 

0.90 



Plate OD 2925 

Grosseur 
Size 
2" 
3" 
4" 
5" 
6" 



-Ventilation flange, 

Chacun 

Each 

$0.40 

0.50 

0.60 

0.75 

0.90 




OD 2925 




Gravure OD 


2923.— 


Coude ondule. 




Plate OD 2923.— Cor- / 


rugated elbow. 




Grosseur 


Chacun 


Size 


Each 


2" 


$0.25 


3" 


0.30 


4" 


0.50 


5" 


1.20 


6" 


1.40 
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TUYAU DE POELE ET RACCORDS — STOVE PIPE AND FITTINGS 



Gravure OD 2928.— Tuyau 
de poele. 




Plate OD 2928. — Stove 
pipe. 



Grosseurs, pouces 

Ordinaire 

Poli 

Galvanise 



OD 2928 
Prix a la longueur. — Price per length. 
3" 4" . 5" 6" 7" 

Prix sur demande — Price on application 



Sizes, inches 

Ordinary 

Polished 

Galvanized 



N.B.— Pour tuyaux plus gros. 
Prix sur demande. 



N.B. — For larger diameter pipe. 
Price on application. 



Gravure OD 2930,— Tuyaux 

coniques. 




Plate OD 2930.— Taper 

pipes. 



OD 2930 
Prix la piece — Price each. 



Dimension 
Ordinaire 
Poli 
Galvanise 



3x4" 31..X4" 4x5" 



5 X 6" 



6x7 



ti 



Prix sur demande — Price on application 



Autres grandeurs'sur demande — Other sizes on request 



Dimensions 
Ordinary 
Polished 
Galvanized 




OD 2951 
Gravure OD 2931.— Te. 

3" 4" 5" 




Grosseurs 
Ordinaire 
Poli 
Galvanise 



Plate OD 2931.— Tee. 

3" 



6" 

Prix sur demande 



8" 



Sizes 
Ordinary 
Polished 
Galvanized 



4" 5" 6" 
Price on application 



8" 



OD 2932 

Gravure OD 2932.— Coude 90'. 

Grosseurs 3" 4" 5" 6" 

Ordinaire 

Poli Prix sur demande 

Galvanise 

Plate OD 2932.-90° Elbow. 

Sizes 3" 4" 5" 6" 

Ordinary 

Polished Price on application 

Galvanized 
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COUDE DE TUYAU, VIROLES A TUYAU 
PIPE ELBOWS, SCREW THIMBLE, PIPE RINGS, FLUE STOPPER 




OD 2934 

Gravure OD 2934.— Coude 45^. 

Grosseurs 3" 4" 5" 6" 

Ordinaire 

poli Prix sur demande. 

Galvanise 



7" 



Jf 



Plate OD 2934.-45^ Elbow. 

Sizes 3" 4" 5" 

Ordinary 

Polished Price on application. 

Galvanized 



fi 




OD 2936 

Gravure OD 2936. — Viroles a tuyau. 

Grosseurs 3" 4" 5" 6" 

Douzaine §1.40 1.40 1.40 1.40 

Plate OD 2936.— Stove pipe rings. 

Sizes 3" 4" 5" 6" 

Dozen S1.40 1.40 1.40 1.40 



Gravure OD 2938.— Fil a tuyau de poele, 
paquet de Ji de livre. 

La iivre $0.25 



v>' 
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OD 2935 



8 



rf 



8 
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Gravure 


OD 2935.— Viroles embase. 


No 


Pour tuyau de Pour mur de 


3 


6" 4 a 7J^" 


4 


7" A a ly^" 


5 


6" 7^ a 121^" 


€ 


7" 7^al2H" 


Plate OD 2935.— Screw thimbles. 


No. 


For pipe For walls 


3 


6" 4to7j^" 


4 


7" 4 to 7H" 


5 


6". 7]i to IZYo" 


6 


7" 7Htol2i^" 



Chacune 
$0.75 
0.75 
0.75 

0.75 



Each 

$0.75 

0.75 

0.75 

0.75 




nit Qif 

1.60 2.40 



7" 8" 
1.60 2.40 



OD 2937 

Gravure OD-2937.— Bouchon a tuyau. 
Grosseurs 6" , „. 7" 

Douzaine S2.00 2.09 

Plate OD 29J7.— Flue stoppers! 

Sizes 6" 7" 

Dozen $2.00 2.00 



8" 
2.00 



8" 
2.00 




Plate OD 2938.— Stove pipe wire, U 
lb. roll. 

Per pound $o.25 



OD 2938 






r;.H 



V 




I \. 






PITONS, CLES A TUYAU, TUBE ET SIFFLET AGOUSTIQUES 
SCREW EYES, PIPE DAMPERS, SPEAKING TUBE AND WHISTLE 




/ 



OD 2940 

Gravure OD 2940.— Pitons a vis 'd tuyau, — Plate OD 2940.— Stove pipe screw eyes. 



No 

Lon^eur 
La grosse 



5 

S2.80 



6 

2" 
3.50 



7 
4.25 





8 

3" 
5.00 


No. 
Length 

Per gross 
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OD 2941 



OD 2942 



Gravure OD 2941.— Cles de re- Gravure OD 2942.— Cies de re- 

glage en fonte. glage en acier. 

Plate OD 2941.— Cast iron stove Plate OD 2942.— Sheet steel stove 

pipe dampers. pipe dampers. 



OD 2943 

Gravure OD 2943.— Tetes et fins 

de cles, acier embouti. 

Plate OD 2943.— Damper clips 
and tails, pressed steel. 



Dimensions, pouces 
OD 2941, la douzaine 
OD 2942, la douzaine 
OD 2943, la douzaine 



3" 

SI .60 

1.65 



4" 5" 6" 7" 8" 8H" 

.$1.60 Sl-70 §1.75 S1.70 S2.20 S2.40 

1.65 1.75 1.80 1.70 2.20 2.40 

Prix sur demande — Price on application 



9" 

$2.50 
2.50 



Sizes, inches 
Per dozen 
Per dozen 
Per dozen 






OD 2944 

Gravure OD 2944. — Coude de tube 
acoustique. 

Chacun $©-25 

Plate OD 2944.— Elbow for 1" 
speaking tube. 

Each 50.25 



OD 2945 

Gravure OD 2945.— Tube acousti- 
que. 1". ' - 

Lepied S0.15 

Plate OD 2945.— Speaking tube, 
1". 



Per foot SO. 15 Each 



OD 2946 

Gravure OD 2946.— Sifflet de tube 
acoustique. 

Chacun S-i^** 

Plate OD 2946.— Speaking tube 
whistle. 

$1.00 
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CHAUDIERES GALVANISEES — GALVANIZED PAILS 




OD 2948 



Gravure OD 2948. — Chaudieres galvanisees, modele 

Dufferin. 

No 12 14 16 

Pintes 8 lo 13 

La douzaine SIO.OO 14.00 18. OC 

Plate OD 2948.— Galvanized pails Dufferin pattern 

Nos.^ 12 =14 "^ 16 " 

Quarts 8 lo 13 

Per dozen SIO.OO 14.00 IS.OO 



OD 2949 







OD 2949. — Chaudieres galvanisees, modele 



Gravure 

Anglais. 

No 11 12 13 14 

Pintes 8 10 12 141 

La douzaine S8.00 10.00 12.00 14 00 

Plate OD 2949.— Galvanized pails, English pattern. 

Nos. 11 12 13 14 

Quarts 8 10 12 14 

Dozen S8.00 10.00 12.00 14.00 




OD 2950 

Gravure OD 2950.— Bidon a lait 
dit de chemin de fer. 

Plate OD 2950.— Railroad nnilk 
Can. 

Gallons 5 8 10 

Chacun 

Each... S6.75 7.00 8.00 





OD 2951 

Gravure OD 2951.— Bidon a lait 
dit de fromagerie. 

Plate OD 2951.— Cheese factory 
milk can. 



Gallons 

Chacun 
Each, . . 
Gallons 
Chacun 

Each . . . 



10 

58.00 
25 



15 

10.00 

30 



20 



OD 2952 

Gravure OD 2952.— Bidon a lait 
dit de chemin de fer. 

Gallons 5 8 10 

Chacun $7.50 8.00 9.00 

Plate OD 2952.— Railroad milk 

can. 

Gallons 5 8 10 

Each.. . S7.50 8.00 9.00 
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SPECIALITES DU FERBLANTIER — TINSMITH'S SPECIALTIES 




Gravure OD 2954- — Necessaire pour 

bidons a lait- 

Le necessaire comprend: 

1 Cercle de fond 

1 Couvercle 

1 Cercle central, 6" de large, jauge 20 

1 Cercle du haut 

1 Paire de poignees a couvercle 

1 Paire de poignees laterales. 



_ I . I 




Plate OD 2954.— Milk can trimmings, 

comprising ■ — 

1 Broad hoop bottom 

1 Cover 

1 Centre hoop 6 inches wide, 20 gauge 

1 Broad top hoop 

1 Pair cover handles 

1 Pair side handles 



OD 2954 



Gallons 
Complet 



10 
S4.70 



15 
5.00 



20 
5.90 



25 
7.80 



30 
7.40 



40 
10.20 



Gallons 
Complete 



/ 







Fonc 


s a bord rou e 


Cercle du haut 






Roll 


rim Bottoms 


Top hoop, 4 in. 
14 gauge 


10 gallons. 


douzaine 




S26.40 


S11.50 


15 " 






28.80 


12.20 


20 






36.60 


13.80 


25 


" 




42.20 


15.60 


30 






46.00 


17.40 


40 






73.20 


21.60 



PIECES SfiPAREES- -SEPARATE FARTS 

Cercle du centre 

Body hoop, 6 in. 

20 gauge 

S5.50 

.5.70 

6.30 

7,00 

7.70 

8,30 



Couvercles 
Covers 

$5.50 
5.90 
6.60 
8.00 
9.10 

11.20 



Dozen 



It 

u 

u 



Gravure OD 2956-— Necessaire pour 
bidons de cromerie, avec indicateur en 
verrede 4". 

Douz, 

Couvercle, 9}4"y sans barrure $ 4.00 

Couvercle, 9^", avec barmre 6.65 

Fends, 8H", cannele ou uni 3.35 

Oreillons ccches 1.10 

Complet 13.35 




rT.TO.TLTJin 



Plate OD 2956.— Creamery can trim- 
mings, with 4 inch glass gauge. 

Doz. 

Covers, 9H". no locking att S 4.00 

Covers. 9M". with locking att 6.65 

Bottoms, 81^", fluted or plain 3.35 

Ears, notched, dozen pairs 1.10 

Complete set 13.35 




OD 2956 
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SPECIAUTES DU FERBLANTIER — TINSMITH'S SPECIALTIES 



Gravure OD 2958.— Necessaire aTbidoas 

ambulants de chemin de fer. 

Complet avec couvercle voute ou embouti. 

Comprenant: — 

1 Couvercle 

1 Gorge avec cercle 

1 Fond a bord roule ' 

1 Paire de poignes en D 



Gallons 
Le jeu . 



5 
$4.10 



8-10-12 
5.00 




Plate OD 2958.— Railroad travelling can 

trimmings. 

Complete sets with either dome or seamless 

covers. 

Comprising; 

1 Cover 

1 Breast and neck 

1 Roll rim bottom 

1 Pair of D handles 



Gallons 
Per set . 



5 
$4.10 



8-10-12 
5.00 



OD 2958 



PifcCES SEPARfiES 

Gallons 5 

Couvercles, chacun SO. 60 

Cercles et gorges 1,60 

Fonds pesants a bord roule 1.70 

Poignees D, la paire 0.20 



8-10-12 

S0.60 

2.00 

2.70 

0.20 



SEPARATE PARTS 

Gallons 5 

Covers, each so.60 

Breasts and necks, each 1.60 

Heavy roll, rim butt 1*70 

D. handles, per pair 0.20 



8-10-12 

SO.60 

2.00 

2.20 

0.20 






OD 2959 

Gravure OD 2959.— Poignee en fil 

deafer pour plats, 35^", 

La grosse de paires, sur demande. 

Plate OD 2959.— Wire dish pan 

handle, 3'^". 

Per gross pairs, on apphcation. 



OD 2960 

Gravure OD 2960.~Anneau en fil 

de fer, cuivre rouge. 

Plate OD 2960.— Wire rings, cop- 
pered. 



OD 2961 

Gravure OD 2961.— Poignee eta- 

mee en fer malleable. 
La livre, sur demande. 



Grosseur 
Size 

'A" 
H" 

Ya" 

y%' 
1" 

Wa" 
I'A" 



La grosse 
Per gross 

Prix 

sur demande 

Price 
on application 



Plate CD 2961.— Tinned 

handle, malleable iron. 
Per pound, on application. 



hoop 




OREILLONS POUR BOUILLOIRES 
KETTLE EARS 



OD 2962 



Gravure OD 2962.— Oreillons malleables etames 

No 00 1 2 3 

La livre, sur demande, 

■ 

Plate OD 2962.— Tinned malleable ears 

No 00 1 2 1 



Per pound, on application 





OD 2963 

Gravure OD 2963.— Oreillons de bouilloire No 60. 
La grosse $io.00 

Plate OD 2963.— Kettle ears No. 60. 

Per gross $10.00 
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SPECIALITES DU FERBLANTIER — TINSMITH'S SPECIALTIES 



Gravure OD 2964.— Oreillons 
de chaudiere ou de bouilloire, en 

acier. 

MODELE A 





Noirs 


Etames 


vJo 


La grosse 


La grosse 


2 


S2.60 


$3.00 


3 


3.50 


4.00 


4 


4.70 


5.50 


5 


6.00 


7.00 


6 


7.50 


9.00 


7 


8.20 


11.00 


S 


11.00 


12.00 




Plate OD 2964.— Kettle or pail 
ears, made of steel. 




A MODEL 




No. 


Back 
Per gross 


Tinned 
Per gross 


2 
3 
4 
5 
6 
7 
8 


$2.60 
3.50 
4.70 
6.00 
7.50 
8.20 

11.00 


S3.00 
4.00 
5.50 
7.00 
9.00 
11.00 
12.00 



OD 2964 



ANSE DE COOUEMAR 
KETTLE HANDLE 



COUVERCLES DE BOUILLOIRES 
BOILER COVERS 





OD 2966 



CAPSULES DE BIDON 

CAN SCREWS 



En cuivre 

No 

La douzaine 



POMME D'ARROSOIR 
SPRINKLER ROSES 



8 
S25.00 



9 

S27.00 



Copper 

No, 

Per dozen 



BEG DE COOUEMAR 
KETTLE SPOUT 




OD 


2967 




Grosseur 




La grosse 


Size 




Per gross 


^" 




S,?.60 


H" 




3.60 


1" 




. 4.20 


1J4" 




5.10 


IW 




6.40 


Z" 




9.70 




No 
No. 


1 
2 



CD 2968 

Fouces 
Inches 

3" 
3%" 



■ »:*. 




OD 2969 



Douzaine 
Dozen 

S1.80 
2.00 
2.70 



Gravure OD 2969.— Bee etame. 
No 4. douzaine $1 .80 

Plate OD 2969 —Tinned kettle 

spout. 

No. 4. per dozen Sl-80 



Gravure OD 2970. — Soupapes de pompe, 
Prix sur demande. 




Plate OD 2970.— Pump valves, V4'% 

1K2". 2", 2yo". 

Price on application. 



OD 2970 
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SPECIALITES DU FERBLANTIER — TINSMITH'S SPECIALTIES 




OD 2972 

Gravure OD 2972.— Boutons pour porLe de poc!e et 
couvercie d'ustensiles de cuisine. 

La grosse jj 25 

Plate OD 2972.— Knobs for stove door and cooking 
utensils covers. 

Pergro'^s ' §1,25 




OD 2974 

Gravure OD 2974.-Toiie de laiton pour tamis, en 
rouleau de 5 pieds carres. 
Maille: 40, 50, 60. 

Prix sur demande. 

Plate OD 2974.— Brass wire strainer cloth in rolls of 
5 square feet. 

Mesh : 40, 50, 60. 

Price on application. 1 




OD 2976 

Gravure OD 2976.— Mend ets pour reparer les usten- 
siles perces. 

La douzaine Si 8ft 

Plate OD 2976.— Mendets for repairing leaky utensils. 
Per dozen ji_8o 




OD 2973 

Gravure OD 2973.— Fends de chaudiere a !ait dia- 

metre9M". 

La douzaine $7.50 

Plate OD 2973.--Dairy pail bottoms, 9^" diameter. 
Per dozen .$7.50 




OD 2975 

Gravure OD 2975.— Ferblanc pour poignees d'encas- 
trement Eureka. 

Prix sur demande, 

Plate OD 2975.— Countersunk body tin for Eureka 

handles. 

Price on application. 




Gravure OD 2977. 
feuilles de 14 x 20. 



OD 2977 
Ferblanc perfore pourjpassoires, 



Plate OD 2977. 
sheets. 

- 

No 1 

Trous — ' 

Pees. 

Douz. S8.00 



-Perforated tin for^strainer, 14 x 20 



// 



18 



2 

15 

8.00 



3 

12 

«.00 



4 
10 



No. 
8 (Holes- 
\ Inches 
8.00 8.00 Dozen 
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SPECIALITES DU FABRICANT DE SUCRE D'ERABLE 
MAPLE SUGAR MAKER'S SPECIALTIES 




OD 2990 



Gravure OD 2990.— Chalumeau Perfection avec 
crochet et bee. 

LelOOO , S23.00 

Plate OD 2990.— Perfection sap spout with hook and 
spout. 

P^'-IOOO $23.00 




OD 2991 

Gravure OD 2991.-Chalumeau Perfection avec 
crochet. 

LelOOO 521.00 

Plate OD 2991.— Perfection sap spout with hook. 
P^^IOOO S21.00 
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OD 2993 

Gravure OD 2993.— Hydrometre a 
sirop d'erable, 

La douzaine $10.00 



OD 2994 

Gravure OD 2994. — Passoire en 
feuLre pour couler le sirop d'erable 
lorsqu'il a la densite voulue, 

ChacLin : .- S3.00 



OD 2992 

Gravure OD 2992.— Thermometre 
a sirop d'erable. 

La douzaine $32.00 

Plate OD 2992.— Maple syrup 
thermometer. 

Per dozen $32.00 Per dozen SIO.OO Each 

N.B.— Voir aussi section de I'outillage, pour outils, N.B.— Also see the tool section for tapping tools 
servant a 1 entaillage et autres outils neces- used as well as other tools used in sugar 

saires a la cabane a sucre. camp. 



Plate OD 2993.— Maple syrup hy- 
drometer. 



Plate OD 2994.— Maple syrup felt 
strainer to be used when the syrup 
has the proper density. 



$3.00 
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TOLE GALVANISEE **OUEEN'S HEAD" GALVANIZED SHEET IRON 



SPECIAL FLAT 



Gravure OD 3000-— La tole galvanisee 
Queen's Head est de la meilleure qualite^ 
et est reconnue pour son uniformite en 
epaisseur, pesanteur et fini. 

Voir page suivante pour pesanteurs- 




Plate OD 3000.— The Queen s Head 

galvanized sheet iron is of the best quality 
and it is recognized as to be the most 

regular in thickness, weight and finish. 

See following page for weight. 



CANADA 

OD 3000 



TOLE GALVANISfeE "APOLLO'' GALVANIZED SHEET IRON 



Gravure OD 300L — La tole galvanisee 

de qualite. 

Voir le tableau des pesanteurs sur la 
page suivante. 




Plate OD 300L— The quality sheet iron, 
See weight table on the following page, 



APOLLO 

UXITCD STATES smt 

PRODUOTS COMPANY^ 

.NEW YORK,U.S.A.^ 

OD 3001 
TOLE GALVANISEE COLUMBUS ' GALVANIZED SHEET IRON 



Gravure OD 3002,— 

Notre tole galvanisee Co- 
lumbus est Tequivalent 
des meilleures marques. 

Elle est uniforme en epais- 
seur, pesanteur et fini. 
Elle se travaille (res bien 
et a une grande resistance 
aux intemperies. 

Voir le tableau des pe- 
santeurs, page suivante. 




Plate OD 3002.— Our 

Columbus galvanized 
sheet iron is unsurpassed 
for its uniform thickness, 
weight and finish. It 
is considered as the best 
sheet iron in the market 
for its working quality and 
its resistance to all con- 
ditions- 

See weight table on the 
following page. 



O0 3002 
TCLE GALVANISfiE ''AMERIC" GALVANIZED SHEET IRON 



Gravure OD 3003,— 

Pour etre employee la ou 
une qualite inferieure a 
notre tole Columbus se- 
rait satisfaisante. 

Voir le tableau des pe- 
santeurs sur la page sui- 
vante. 




Plate OD 3003.— To be 

used when a high quality 
such as our Columbus 
is not required, 

SeeXweight table on the 
following page- 
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TABLEAU DES PESANTEURS DE TOLE GALVANISEE 
GALVANIZED SHEET IRON WEIGHT TABLE 



CALIBRE— 14 — GACGE 


CALIBRE— !6 — GAUGE 


CALIBRE — 18 — GAUGE 


Grandeur 

de feui le 

Size of 

Sheet 


Pesanteur 
la feuille 

Weight 

per 

Sheet 


FeuiJles 

au 
paquet 

Sheets 
per 

Bundle 


Pesante ur 

au 
patjuet 

Weight 

per 
Bundle 


Peuilles 
eaissi^do 
>$ tonne 

Sheets 
per half 
ton case 


Pcsantcur 
la feuiile 

Weight 
per 

Sheet 


Feuilles 

nu 
paquet 

Sheets 

per 
Bundle 


Ppsanteur 

au 

paquet 

Weight 
per 

Bundle 


Feui lies 
eaiese dc 
li tonne 

Sheets 
per half 

ton ease 


Peaanteur 

la fpiiille 

Weight 
per 

Sheet 


Feuilles 

au 
paquet 

Sheets 

per 
Bund G 


Ppsanteur 

au 

paquet 

Weight 

per 
Bund G 


Feui les 
caisse de 

J-ji tonne 

Sheets 
per lalf 
ton case 


6' X 24" 
6' X 30" 
6' X 36" 

7' X 24" 
7' X 30" 
7' X 36" 

8' X 24" 
8' X 30" 
8' X 36" 

10' X 24" 
10' X 30" 
10' X 36" 


40.14 

50.17 
60.21 

46,83 
58,53 

70.24 

53.52 

66.90 
80,28 

66.90 

83.62 

100 . 35 


4 
3 
3 

4 
6 
2 

3 

O 

2 

3 
2 
2 


160 
150 
180 

187 
175 

140 

160 
200 
160 

200 

167 
200 


273^ 

22 

18 

233^ 

18H 
153^ 

203^ 

1334 

16K 

13M 
11 


31,44 

39,30 
47.16 

36,68 
45.85 
55,02 

41.92 
52.40 
62.88 

52,40 
65.50 
78.60 


5 
4 
3 

4 
4 
3 

4 
3 
3 

3 
3 
2 


157 

157 
141 

146 

183 
165 

167 
157 
188 

157 
196 
157 


35 ki 

28 

23)^ 

30 

24 M 
20 

2634 
21 

1734 

21 

163^ 
13 -'.i 


23.40 
29.25 
35.10 

27.30 
34.12 
40.95 

31.20 
39.00 
46.80 

39,00 
48.75 
58,50 


7 
5 

4 

6 
5 

4 

5 

4 
3 

4 
3 
3 


163 
146 

140 

163 

170 
163 

156 
156 

140 

156 

146 

175 


47 

37 K 
3Ui 

40^ 

32K 
27 

353^ 

28 kr 
233^ 

28 K 
2234 

183^ 



CALIBRE - 20 - GAUGE 



Grandeur 
de feiiille 

Size of 
Sheet 



6' X 24" 
6' X 30" 
6' X 36" 

7' X 24" 
7' X 30" 
7' X 36" 

8' X 24" 
8' X 30" 
8' X 36" 

10' X 24^' 
10' X 30" 
10' X 36" 



Pesanteur 
la feuille 

Weight 

per 

Sheet 



19,32 

24,15 
28.98 

22.54 
28.17 
33.81 

25.76 
32.20 
38.64 

32.20 

40.25 
48.30 



Feuilles 

au 
paquet 

Sheets 
per 

Bundle 



8 
7 
6 

7 
6 
5 

6 
5 

4 

5 
4 
3 



Pesanteur 

au 

paquet 

Weight 
per 

Bundle 



154 
169 
173 

157 
169 
169 

154 
161 
154 

161 
161 

144 



Feuilles 
caisse tic 
J4 tonno 

Sheet* 

ppr hulf 
ton case 



CALIBRE — 23 — GAUGE 



573^ 

45 -h 
38 

49 
39 

32^*4 

43 

34 H 
28,1-^ 

34 M 
27 U 

223^^ 



Pcsanteiir 
la fcuilje 

Weight 

per 
Sheet 



14,88 
18.60 
22.32 

17.36 
21.70 
26,04 

19.84 
24.80 
29.76 

24,80 
31,00 
37.20 



Feuilles 

au 
paquet 

Sheets 

per 
Bundle 



11 

8 

7 

9 
7 
6 

8 
6 
5 

6 
5 

4 



I'esanteur 

au 

paquet 

Weight 

per 
Bundle 



163 
148 
156 

156 
151 
156 

158 

148 
148 

148 
155 

148 



Feuilles 

caisse tie 

J-2 tonne 

Hhcets 
per li.ilf 
ton <:ii^L' 



59i^i 
49>^ 

64 
51 

4232 

56 

44 }/-. 
37 

44 »x, 
35 U 
29 V^ 



CALIBRE -24- GAUGE 



Peiaritpur 
la feuillr 

Weiaht 

per 

Sheet 



12.66 

15.87 
18.99 

14.77 
18.46 
22.15 

16.88 
21.10 
25.32 

21.10 
26.37 
31.65 



Feuilles 

ilU 

pa<iuet 

Sheets 

per 
BuntUe 



12 
9 
8 

10 
8 
7 

9 
7 
6 

7 
6 

5 



Pea.TJiteur Foiiille.s 



au 
paquet 

Weight 

per 
Bundle 



151 
142 
151 

147 
147 
155 

151 

147 
151 

147 
158 
158 



cai??se tie 
H tonne 

Sheets 
per lialf 
tr>n ciAse 



87 
70 
58 

75 

60 
50 

65H 

523-> 
43 ^i 

52 V^ 

42 

34^ 





CALIBRE— 25 — GAUGE 




CALJBRE — 26~GAUGE 


CALIBRE— 28 — GAUGE 


Grandeur 
de fcuilte 

.Size of 
Sheet 


I'es!inteur 
la feui lie 

Weight 

per 

Sheet 


Feuilles 

au 
paquet . 

Sheet,s 

per 
Bund e 


Pfsanteur 
au 

paquet 

Weight 

per 
Bundle 


Feiiil e^ 

cu is^e de 
J4 tonne 

Sheets 
per half 

ton easp 


Pesanteur 
la feiiil e 

Weig it 

per 

Sheet 


Feuilles 

au 
par4uet 

Sheets 

per 
Bunt le 


Pcfianteur 

au 

paquet 

Weight 

per 
Bundle 


Ffuille.<s 
cais.'ie dc 
Yi tonne 

Sheots 
per half 
ton ea.sr 


Pesanteur 
a feuille 

Weight 

per 
Sheet 


Feuilles 

au 
paquet 

Sheets 

per 
Bundle 


Pesanteur 

au 

paquet 

Wfi-hl 

P«.T 

Bundle 


Feuil es 
caisse de 
Yl tonne 

Sheets 

per half 

eon case 


6' X 24" 
6' X 30" 
6' X 36" 

7' X 24" 
7' X 30" 
7' X 36" 

8' X 24" 
8' X 30" 
8' X 36" 

10' X 24" 
10' X 30" 
10' X 36" 


10.80 
13.50 
16.20 

12.60 
15.75 

18.90 

14.40 
18.00 
21.60 

18.00 
22,50 
27,00 


14 

11 
9 

12 
9 
8 

10 
8 

7 

8 
7 
6 


151 
148 
145 

151 

141 
151 

144 
144 
151 

144 
157 

162 


103 
821^ 

683 2 

88 

703^ 

583^ 

77 

613^ 

51 

61 M 

49 

41 


9.00 
11.25 
13.50 

10.50 
13.12 
15.75 

12.00 
15.00 
18.00 

15.00 
18.75 
22.50 


17 
13 
11 

14 
12 
10 

12 

10 

8 

10 
8 

7 


153 

146 
148 

147 

157 
157 

144 
150 
144 

150 
150 
157 


123 
98 

82 

1053^ 

841^^ 
70>^ 

92 

74 
61 H 

74 

5834 

49 


8.05 

10,06 
12,07 

9.39 

11.74 
14,09 

10.73 
13.42 
16,10 

13,42 

16.77 
20.13 


19 
lo 
13 

16 
13 

11 

14 

11 

9 

11 
9 
8 


152 
150 
157 

150 
149 
155 

150 
147 
144 

147 
150 
161 


1373^ 
110 
92 

118 
94 

78 H 

103 
82 
68 

82 
66 
55 
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TOLE ONDULEE GALVANISEE —GALVANIZED CORRUGATED IRON 



r=T 




OD 3006 

Gravure OD 3006.— Tole ondulee galvanisee, fabri- Plate OD 3006,— Galvanized corrugated sheet iron 
quee dans les calibres suivants: 18. 20. 22, 24, 26 et 28. made in the following gauges: 18, 20. 22, 24, 26 and 28. 
Longueurs: 5, 6, 7, 8, 9 et 10 pieds. Lengths: 5, 6, 7, 8, 9 and 10 feet. 



I'ti^iAlN 


1 tuK Arrt 

Calibre 


^U-A.llVlA.1 1 VC 

Ca ibre 


Ca ibre 


Calibre 


Calibre ■ 


Calibre 


LJ J-lJU^J^ J. 




18 


20 


22 


24 


26 


28 




Longueur 


Gauge 


Gauge 


Gauge 


Gauge 


Gauge 


Gauge 


Length 


pieds 


lbs — lbs. 


bs — lbs. 


lbs— lbs. 


lbs— lbs. 


lbs— lbs. 


lbs— lbs. 


Feet 


5 


29K 


24 


19^ 


15M 


UK 


9M 


5 


6 


35 


29 


23^ 


18M 


13^ 


11^ 


6 


7 


41 


34 


27V2 


22 


15M 


13M 


7 


8 


47 


38H 


31^ 


26 


18 


15^ 


8 


9 


523^ 


43 H 


3534 


28 


20K 


173^ 


9 


10 


58M 


481^ 


391^ 


31 M 


22H 


19M 


10 


PESANTEUR APPROXIMATIVE 


AU CARRt 


— APPROXIMATE WEIGHT PER SQUARE 


Calibre 


18 


20 


22 


24 


26 


28 


Gauge 


Livres 


215 


177 


146 


118 


84 


71 H 


Pounds 



Prix sur demande — Price on application 



ENCOIGNURE GALVANISEE — GALVANIZED CORNER BEAD 




OD 3008 



Gravure OD 3008.— L'encoignure d'acier est hygieni- 
que, incombustible, durable et ecouomique. Elle 
peut etre courbee pour convenir a tout genre de courbes. 

Faite dans les longueurs suivantes: 4, 5, 6^ 7» 8, 9 et 10 
pieds. 

Mentionnez la longueur en commandant 
Prix sur demande. 



Plate OD 3008-— The steel corner is hygienic* fire- 
proof, durable and economical. 
It can be bent to fit any angle or circle. 

It is made in the following lengths: 4, 5, 6> 7^ 8, 9 and 
10 feet- 

In ordering specify the length required- 
Price on application. 
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TOLE NOIKK KN FtllLLE— hi ACK SfFFET IRON 



^ 



ftni Imh, trte iixiplc. 
IMx tur demandc. 



DuMlflal sheet 



th finiflh. of best 



Pnr e on 



■y 



i 







L 



TMUKAl l>KS PKSAVTH KS A I.A »LLILLL HUGHT T\BI> PKH siun 




Gauffn 



Cr'"^''-ir de 



I 



72" I ^» 
72" . 

72" X ito 

«4" X 24" 

«4 

M 



r» 



$t 



96" I 24" 
96" X .If*" 
"x36 



101 " X 2-1 
10! ■ X .'iiv 
101" x36" 

108" x 24" 
108" X 30" 

K)R" X 36" 

120" X 24" 

130" X 30" 
" X 36" 



10 



ItM 

»>l 2 

• .*. 3 

71 4 
76 5 

'M 8 

71 4 
m 25 
107 1 

81 6 
U»2 

1^ 4 

1'-. -J 
128 77 



11 



IbL 



68 111 
81 



12 



13 



14 






PI 
114 

137 



8 

75 

7 



102 
127 5 
1S3 



c. ■ 

7^t 1., 

95 34 

72 M 

90 Hii 

108 'tti 



( 






76 

95 

114 

81 
102 
122 

90 
11 
136 



i: 

72 
15 
56 

3 J 



Iba 
Ibt. 

72 V 



70 70 
84 84 

67 96 

H4 96 
102 tK) 

72 72 

90 90 

ION OK 



Ihs. 
'. 67 

./■ r, 
'.'1 *.J 





26 


M.' 


H2 


1 " 


jy 


1 

57 


44 


71 


«) 


«> 


h> 


60 


38 

44i 



41) 1^1 

«" 77 



Vi 



\1\ 



00 
30 



71 
107 



80 
75 
70 



38 40 

41 <- 
41 Ml 

K I 

57 6U 

44 80 

56 00 
67 2f» 

51 2r» 
64 rv) 

76 SO 

53 82 

67 29 

HO 80 

57 H) 

72 00 

64 00 
flO 00 
i* 00 



r 



16 



34 Lv 

17 (6 






11- 



17 



1 i :'ii 



.>! J'_i . -ij i»«.i 



39 (Ml 

49 h: 

45 ** ' 

57 m; . 
68 4" 

4^ ■' ', 
59 9:1 , 

71 % i 

51 .30 
7', !):, 



57 00 
71 ■ 

85 oo 



Ha 

LV 12 

' 38 

■tl 64 

33 90 

44) 68 



35 7n 'Mm 
" ' - , ,1-^ 55 
47 46 



-V^ ^^ 



4" ft.' , 36 16 

:j1 00 ! 45 30 
61 2r) I 54 24 



M iv 



:i; <: 



t 



I 



18 01 
17 52 

: (J6 

40 fi8 

t KS 

<->l 02 



I 



51 Ut 4r> 20 
' -^ .^. 5o 
7b 50 67 80 



C«lil>re»-C 



.'t 



<^ X ^ ' 

72' X 26" 
72" X 28" 
72" X 30" 
72" X 36" 



21 "- I -^ 



tiM. 

16 92 I lo 



F - 



24 



_ \ 



\ 



64" X 24" 
84" X 30" 
84" I 36" 



<*6" X 34" 
96" X 30" 
96" X 36" 

101" X 24" 

101" I 30" 
101 " X 36" 

108* I 24" 
KJ8" X 30" 
108" X 36" 

X 24" 

111 X :«j" 

x38" 



18 :J3 

19 74 
21 15 



19 74 
24 67 
29 61 

"^^ 'S6 




16 ,.1 I 1 •.•! 

17 7- 

19 06 1 Ih MI. 



\ 



17 78 

'>•> -JO 

21) 0. 



20 3'> 
25 I ' 

30 t- 



15 X-- 

]<» 77 

J3 7'i 

It n« 



Ibft. 
12 12 

i:i 13 
n 11 
i:, 15 

18 18 

14 14 
17 67 
21 21 

1.: 1*-. 

w4 ^4 



-f 



25 



2*^ 



lbs 
IbB. 

1f( f> 

11 57 

12 46 

13 35 
16 02 



23 71 

■-4 r,' 

i.i hU I J^i <jO 



21 ;ib 



iA 



1 : 



to 

» 31 75 

42 30 i 38 10 



22 '^ 
2ft 



■ 

'^1 



12 46 
15 57 
18 69 

14 24 

17 HO 

21 36 

14 96 

18 71 

22 47 

•2 

1 03 

24 l_« 

17 80 

22 25 

36 70 



10 r: 
\\ <n: 

\\ K» 

14 22 

11 o*^ 
13 K' 
16 V* 

12 64 

15 80 

18 96 

13 > 

16 »)1 

19 '♦! 

14 22 

17 77 

21 33 

15 80 
19 75 
23 70 



H 10 

<» 10 

•* HO 

10 50 



18 



I 



IM 



30 



24 24 I 21 48 
3fl :«» 26 K5 



36 36 



32 22 



35 35 31 32 
42 42 37 59 



'61 Si 38 y'A 

40 40 

48 48 ' 4;; 9b 



33 97 
42 48 
51 m 

36 36 
45 45 
54 54 

40 4r> 
H) 50 
60 60 



30 
45 


1 

In 
6.1 1 

19 


32 
48 




:t5 


80 



44 75 
53 70 



lb« 

— ! J*) 

23 85 

28 62 

22 26 

27 82 

X\ 39 

'r. 11 

31 80 

38 16 

'■ 74 

T{ %\\ 

40 14 

'* 62 

\, 77 

42 93 

31 80 

.39 75 

47 70 



26 



29 



1'^ 


«* I 


'» 


H, 


!_' 


:?r. 


U 


70 


11 


30 


M 


00 


16 HO ! 

i 


11 


77 


14 


72 


17 


'.7 






12 


60 


15 


75 


18 


».) 


T' 


rvi 


ii 


. 


21 


Uj 1 



lU 
lbs 

7 57 1 

8 19 ' 

8 82 

9 45 
II 34 



l^»s 

UlH. 

6 72 

7 28 

7 84 

8 40 
10 (JH 



rt 82 7 H4 
11 02 ' 9 80 
13 23 11 76 

10 08 ' 8 96 



30 



6 12 

6 63 

7 14 
7 66 
9 18 



15 12 


1 i ^f 

13 44 j 


10 59 
13 24 
15 90 


9 50 ; 
U 77 
U 14 


11 M 
14 17 
17 01 


10 08 
12 60 
15 12 


12 60 
15 75 
18 90 


11 20 
14 00 
16 80 

1 



7 U 

8 92 

10 71 

8 16 
10 30 

12 24 

8 57 
10 72 
12 07 



9 
U 
13 

10 

12 
15 



IH 
47 
77 

30 

75 



4(i9 



* f 



/ \ 



I 

• ( 



I s 




- -' > ^ 



I 



tj!{ 






: 
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TOLE CANADIENNE — CANADA PLATES 



Gravure OD 3010.— 

Tole canadienne dans les 
finis suivants: Demi-bril- 
lante, Bleue, Toute polie, 
Galvanisee. 

Prix sur demande. 





Plate OD 3010.— Canada 

plates in the following 

finishes: Half-bright, Blue, 
Full polished, Galvanized. 

Price on application. 



OD 3010 



Demi-brillante 
Half bright 

Grandeur de FeuiUes. 
Pesanteur approx. par 

boite, Ibs- 
Epaisseur de feuille, calibre 
Nombre de feuille a la boite 



Bleue 

Blue 



18 X 21 

112 
27 
60 



If 



112 
27 
52 



18 X 24" 

112 
28 

6b 



112 
30 

75 



Toute polie 
Full polished 

20 X 28" Size of Sheets 

Average weight per box, 

112 lbs. 

27 ThicknessTof sheet, gauge 

41 Number of sheets per box 



tOLE canadienne galvanisee — GALVANIZED CANADA PLATES 

Prix sur demande — Price on application 



Grandeur de Feuilles. 
Pesanteur approx. par boite, lbs. 
Epaisseur de feuille, calibre 
Nombre de feuilles a la boite 



18x24 


/ 


20 x 28" 


20 X 28" 


112 




112 


112 


224 


27 




28 


28 


28 


52 




60 


47 

■■ T_ ^^ — • ■ ■"— — ^~ 


94 



Size of Sheets 

Approx. weightTper box, lbs. 
Thickness of sheet, gauge 
Number of sheets in box 



TOLE DE 
LAMBRISSAGE 

Gravure OD 3012.— 

Toles de lambrissage 
simili-pierre ou brique: 

Fournies 

Peintes ou galvanisees. 
Une feuille couvre 1734 x 
23M" ou 36 feuilles au 
carre. 




SHEET IRON 
SIDINGS 

Plate OD 3012.— Sheet 
iron sidings, stone or 
brick imitation: 

Furnished 

Painted or galvanized. 
One sheet is covering 17J^ 
X 2314" or 36 sheets to a 

square. 



OD 3012 



tOle simili-brtoue 



BRICK SIDING 



No 


Calibre 


Sorte Pesanteur 


Le carre 


No. 


Gauge 


Kind 


Shipping Per square 






d 'expedi- 


- 








weight 








tion, ! 5S 










lbs. 




7 


Special 


Peinte rouge 50 




7 


Special 


Painted red 


50 




7A 


30 


Peinte rouge 60 


Prix 


7A 


30 


Painted red 


60 


Price; 


7R 


30 


Galvanisee 60 


sur 


7B 


30 


Galvanized 


60 


on 


7C 


28 


Ga vanisee 75 


demande 


7C 


28 


Galvanized 


75 


application 



TOLE SIMILI-PIERRE 



STONE SIDING 



No 



70 

70A 

70B 

70C 



Calibre 



Special 
30 
30 
28 



Sorte Pesanteur 
d 'expedi- 
tion, lbs 
Peinte gris 50 
Peinte gris 60 
Galvanisee 60 
Galvanisee 75 



Le carre 



Prix 

sur 

demande 



No. 



70 

70A 
70B 
70C 




Gauge 



Special 
30 
30 
28 



Kind 



Paint, grey 
Paint, grey 
Galvanized 
Galvanized 



Shipping Per square 
weight 
lbs. 
50 

60 Price 

60 on 

75 application 



I 







7 — \ 



cu 



FERBLANC — TIN PLATES 



Gravure OD 3014. 

Ferblanc terne. 




Plate OD 3014.— Tern 

plate. 



Qualite 

Grandeurs de feuilles 
Nombre de feuilles, la boite 
Pesanteur. la boite 



I C 

20 X 28" 

112 
200-216 



OD 3014 

I X " 

20 X 28" 
112 
272 



I X 

14 X 14" 
225 
190 



Quality 
Size of sheets 
Number of sheets, in box 
Weight per box 



Gravure OD 3015.— 

Ferblanc en boite. 




Plate OD 3015.— Tin 

plates in box. 









OD 3015 


Qualite et 


Grandeur 


Feuilles 


Folds Net 


Pesanteurs 


Pouces 


Sheets 


lbs 




Size 




Net Weight 




Inches 




lbs. 


ICL 30 lbs 


14 x 20 


112 


80 


ICL 85 " 


14x20 


112 


85 


ICL 90 " 


14x20 


112 


■ 90 


ICL 95 " 


14x20 


112 


95 


ICL 100 " 


14x20 


112 


100 


IC 


/ 14 X 20 
1 20 X 28 


112 
56 


} ^^^ 


IX 


/ 14 X 20 
\ 20 X 28 


112 
56 


1 135 


IXX 


f 14 X 20 
\ 20 X 28 


112 
56 


1 156 


IXXX 


/ 14 X 20 
\ 20 X 28 


112 
56 


1 177 


IXXXX 


f 14 X 20 
\ 20 X 28 


112 
56 


j 198 



Folds brut 


Epaisseur 


Qua ity and. 


lbs 


Thic (ness 


Weights 


Gross weight 






lbs. 




* 1 


86 


32.5 


ICL 80 lbs 


91 


:2.i 


ICL 85 " 


96 


31,6 


ICL 90 " 


102 


31,1 


ICL 95 " 


107 


30.6 


ICL 100 " 


114 






116 J 


30 


IC 


143 1 

146 J 


28.1 


IX 


165 1 
168 


> 26,8 


IXX 


186 

188 J 


i 25.8 


IXXX 


206 1 
208 


24.8 


IXXXX 




OD 3016 



Gravure OD 3016.— Ferblanc en feuille. Toutes Plate OD 3016.— Tinned sheet iron All 'Standard 

grandeurs regulieres. sizes. 

Calibre 18 a 28. 18 to 28 gauge. 

Prix sur demande. Price on application. 

N.B.— Voir page suivante pour tableau des pesanteurs, N.B.— See next page for weight table. 
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TABLEAU DES PESANTEURS DU FERBLANG 
TINNED SHEET IRON WEIGHT TABLE 




Calibre— Gau^e 



18" 



20" 



22" 



24" 



26" 



28'' 



/ 



\' 



I f 

I 



/ 



\ 



E ^ 



Z=3 



Grandeur de 

feuille — pouces 

Size of sheets 

inches 



4J 



<v 



30x72 
36 X 72 
36x84 
40x84 
42x84 
48x84 
30x96 
36 x 96 
40 X 96 
42 X 96 
48 X 96 



tfj 






CO 



0.^ 



30 
36 

42 
46.66 



?> i. QJ 

o <J 



16 



OJ 



OJ 



d (/} 



OJ 






22.16 
25,23 
33.18 
34.53 

36.14 
41,30 

'36 ' 



12 47,20 



OJ 



M ^ — 

a; .2 ^ 

tu J; gj 

W. Cfl 1J 

S"« ''' 
O " 



cu 



18.40 

24 
27.17 
28.69 
32,66 
35.62 



15 31,50 



^ 



W 



OJ 



V3 tU 



(^^ 2 



34.35 

41.50 



14.62 

18 
21.92 
22.63 

26 
28.77 

21 
25.73 

27^50 
32 



ca 



m 



m 



29 



21 



5i^ 



12 
15 

18 
18.66 

19.60 



20 



27 



% 



<U 



OJ 



GO 



OJ 



OJ 






60 9.41 



Gravure OD 3018.— 

Zinc en feuilles. 




Plate OD 3018. 

Sheet zinc. 



OD 3018 

PESANTEUR ET EPAISSEUR APPROXIMATIVES DU ZING 
APPROXIMATE WEIGHT AND THICKNESS OF ZINC 



Epaisseur — T lic cness 


Pesanteur 


Ca ibreduZincAmencam— American zincgauRe 26" X 96" 


















Calibre offi- 


au pied 






Pesanteur de 


Feuilles par 


Calibre du 


Decimales 


ciel Imperial 


carre, en 


Livres au 


Epaisseur en 


la feuille 


560 lbs 


Zinc 


d'un pouce 


de (il de fer 


livres 


pied carre 


pouces 


livres 


environ 


V.M. 


Decima s o 


Imperial 


Weight per 


Square foot 


Thickness in 


Weight of 


Sheets per 


Zinc gauge 


an inch 


standard wire 


square foot 


in pounds 


inches 


sheets in 


560 lbs. 






gauge 


in pounds 






pounds 


about 


3 


.007 


37 


.25 


.22 


.006 


5.91 


94 


4 


.008 


36 


.30 


.30 


.008 


7.22 


77 


5 


,010 


33 


.35 


.37 


.010 


8.54 


65 


6 


.011 


32 


' .42 


.45 


.012 


10.03 


55 


7 


.013 


29 


.48 


.52 


.014 


11.62 


48 


8 


.015 


27 


.56 


.60 


.016 


13.31 


42 


9 


.018 


26 


.65 


.67 


.018 


15.47 


36 


10 


.020 


25 


.72 


.75 


.020 


17.16 


32 


11 


.023 


23 


.83 


.90 


.024 


19.97 


28 


12 


.026 


t m 1 1 


.95 


1.05 


.028 


22.70 


25 


13 


.029 


22 


1.06 


1.20 


.032 


25.41 


22 


14 


.032 


21 


1-17 


1.35 


.036 


28.13 


20 






□ 







i 












ZINC nickelE ^^apollo" nickel zinc 



Gravure OD 3020.— Le zinc 

nickele Apollo est un metal 
en feuille, dur, [eger et souple, 
au fini brillant qui ne rouille 
pas et ne s'ecaille pas. 
Precisement ce qu'il faut 
pour une quantite d 'usages 
tels que couvertures de tables, 
cabinets, tablettes de garde- 
manger, dos et assechoirs 
d'eviers, etc, 

Toujours en magasin les 
grandeurs suivantes: 

No Grandeur Pesanteur 
de feuille lbs 

Pouces 
9 30x96 13^ 

9 36 X 96 16 

Prix sur demande, 




Plate';OD 3020.— The Apollo 
nickel zinc is a hard, light 
and pliable sheet metal. It 
has a bright finish and will 
not rust or peel. 
The proper metal for many 
uses as kitchen tables or 
cabinets covering, for pantry 
shelves, sink backs and drain 
boards, etc. 

Always in stock the following 
sizes. 



No. 



9 
9 



Size of 
sheet 
Inches 
30x96 
36x96 



Weight 
lbs. 

133^ 
16 



Jll:^=^:^f■^:u^-i^l:i^:!^iJ^^^' ■:JJL^J l^ ^A■^ ^ ^^^ ^:TO 

OD 3020 



Price on application- 



GUIVRE ROUGE EN FEUILLE 

Lamine a chaud et a froid- 
Prix sur demande. 



RED COPPER SHEETS 

Hot and cold rolled. 
Price on application. 



TABLEAU DONNANT L'fiPAISSEUR. LA PESANTEUR AU PIED CARRfe ET A LA FEUILLE 
TABLE SHOWING THICKNESS, WEIGHT PER SQUARE FOOT AND PER SHEET 













Calibres — 


Gauges 










Kpaisseur — 

Thickness 


K" 


3/16" 


10 


12 


14 


16 


18 


20 


22 


24 


26 


28 


Pesanteur piec 
carre, lbs. 

Weight per sq. 
ft. lbs 


12.07 


8.37 


6.23 


5.07 


3.86 


3.00 


2.28 


1.62 


1,3 


1.02 


.832 


.651 



Grandeur des 

feuilles, pouces 

Size of sheets 

Inches 



PESANTEURS DES FEUILLES — WEIGHT OF SHEETS 



72 X 30 


180 


125 


93 


76 


57 


45 


34 


24 


19 


15.35 


12.48 


9.77 


72x48 


. . . 


■ - I 


149 


121 


92 


72 


54 


39 


31 


24. 


20. 


15,5 


84 X 30 


210 


146 


109 


88 


67 


52 


40 


28 


22 


17.85 


14.56 


11.39 


96 X 24 


192 


134 


99 


81 


61 


48 


36 


26 


20 


16.37 


13.32 


10.42 


96 X 30 


240 


167 


124 


101 


77 


60 


45 


32 


25 


20.46 


16.64 


13.02 


96 X 36 


288 


200 


149 


121 


92 


72 


54 


39 


31 


24.55 


20. 


15,5 



CUIVRE ROUGE EN FEUILLE 

En rouleau de 10, 12 et 14 pouces 
Prix sur demande 



RED COPPER SHEET 

In roll of 10, 12 and 14 inches. 
Price on application 



Calibres . 



10 



12 



14 



16 



18 



20 



22 



Gauges 



La pesanteur approximative par rouleau est de 65 lbs. 

CUIVRE ROUGE ETAMt 

Toute grandeur de feuille de cuivre rouge en magasin 
peut ^tre etamee sur demande. 

Prix sur demande. 



The approximate weight per roll is 65 lbs. 

TINNED COPPER 

Any size of sheet copper in stock can be tinned on 
request. 

Price on application. 
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CUIVRE JAUNE EN FEUILLES 



YELLOW BRASS IN SHEETS 



Cuivre jaune en feuilles, dur et souple. 
Grandeur de feuilles, 24 x 48". 

TABLEAU DES PESANTEURS 
PAR PIED CARRE ET PAR FEUILLE 



Sheet brass, hard and soft. 
Size of sheets, 24 x 48". 

WEIGHT TABLE 
PER SQUARE FOOT AND PER SHEET 





Pees — Inches 






■ 


Ca ibre^Gauge 












Epai?seur — Thick. 


H 


3/16 


10 


12 


14 


16 


18 


20 


22 


24 


26 


28 


30 


Pesanteur pd. carre, 
lb — Weight per sq. 
foot, lb 

Pesanteur a feui le, 
b^Wt. per sheet, 
b 


11.07 
88 H 


8.30 
66 ^ 


5.58 

44 3/4 


4.54 
3614 


3.50 
28 


2.80 
22M 


2.10 
1634 


1.57 
12H 


1.22 
9H 


.96 
7H 


.78 
6H 


.64 
514 


.55 

41^ 



CUIVRE JAUNE EN FEUILLES 

Feuille de cuivre jaune en rouleau de 12 et 14 pouces 
et pesant environ 65 lbs. au rouleau. 



SHEET BRASS 

Sheet brass in roll of 12 and 14 inches and weighing 
about 65 lbs. to a roll. 



Calibre 



16 



18 



20 



22 



24 



26 



28 



30 



32 



34 



Gauge 



ALUMINIUM EN FEUILLE 

Grandeur de feuilles: 72 x 24" €t 96 x 36". 

Touted autres dimensions de feuilles fournieB 

sur demande. 

- 

TABLEAU DES PESANTEURS 
AU PIED CARRE ET A LA FEUILLE 



ALUMINUM SHEETS 

Size of shee^.s 72 x 24" and 95 x 36". 

Any other sizes of sheets furnished 
on reiiuest. 

WEIGHT TABLE 
PER SQUARE FOOT AND PER SHEET 



Calibre B. & S.— B. & S. Gauge 



Pesanteur, pd. carre, lbs 
Pesanteurs la feuille, lbs 

72x24" 

96x^^6" 



.9 

10,80 
21.60 



.73 

8,76 
17.52 



.557 

6.68 
13,36 



.445 

5.35 

10.7 



.354 

4.25 
8.5 



.29 

3.48 
6,96 



.235 

2,82 
5,64 



.173 

2.07 

4.14 



Wt. per sq. foot, lbs. 

Weight per sheet, lbs. 
72 X 24" 
96 X 36" 



CUIVRE ROUGE EN BARRE 



RED COPPER IN BAR 



Barres rondes ou carrees. 
Toutes dimensions de J^" a 2". 
Prix sur demande. 



Square or round bars. 
All sizes from J^" to 2", 
Price on application. 
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FER ANGULAIRE 



Gravure OD 3024,— Acier angulaire, toutes 
dimensions. 




ANGLE IRON 



Plate OD 3024.— Steel angle, all sizes. 



OD 3024 



Dimensions, pees Epaisseur, pees Poids au pied 

lbs 
Sizes, inches Thickness, inches Weight per foot, 

lbs. 



Dimensions, pees Epaisseur, pees 



1 

1 
1 

IK 
IK 
IK 
IK 

VA 
VA 

VA 

1^ X 



X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 



1 
1 
1 

IK 

IK 

IK 

IK 

VA 

I A 

lA 
l\4 

1'^ 

IK 

IK 
1 



Vs 
% 
K 

K 
% 

% 
K 

s 



K 



.8 

1.2 
1.5 
1.1 
1.5 
2.0 
2.4 
1.3 
1.8 
2.4 
2.9 
3.4 
1.4 
2.2 
2.8 



IK 

1% 
2 

2 

2 

2 

2 

2^ 

2?^ 

2K2 

2H 
3 

3 - 

3 - 

3 



X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 
X 



1?4 

IK 
2 

2 

2 

•? 

2 

21.; 

91 

91 

«_^ 

'; 

3 
3 
3 
3 



*L ■> 



^ ■> 



^ , * 



eur, 


pees 


Poids aii ,)iec 


ess. 


inches 


lbs 
Weight per fcx>t, 
lbs. 


% 




3.4 


^k 




4.0 


% 




1.7 


% 




2.5 


H 




3,2 


% 




4.0 


H 




4.7 


% 




3.1 


H 




4,1 


% 




SO 


3S 




5 9 


% 




3.7 


K 




4,9 


% 




6,1 


% 




7.2 



LISTE DES SUPPLEMENTS SUR FER ET ACIER — LIST OF EXTRAS ON IRON AND STEBL 

Ces supplements doivent etreajoutes au pri\: debase. These extras are to be added to base price. 



I 




FER ROND — 


ROUND IRON 






Dimensions, pouces 
Sizes, inches 


Le 100 lbs 
Per 100 lbs. 


Dimensions, pees Le 100 lbs 
Sizes, inches Per 100 lbs. 


Dimensions, pees 
Sizes, inches 


Le 100 lbs 
Per 100 bs 


H a— to 3 

^et— and 1116 

14 et— and 9/16 

7/16 

H 

11/32 
5/16 


$0.10 
0.15 

0.25 
0.35 
0.40 
0.45 
0.50 


9/32 

K 
15/64 
7/32 
3/16 
3H 
3K 


S0.55 
0.65 
0.90 
1.25 
1.50 
0.30 
0.30 


^A 

3K' 
4 

4K 

43.8 

4-716 
5-7/16 


S0.40 
0.50 
0.60 
0.65 
0.65 
0.65 
0.85 




ACIER OU 


FER CARRE — 


SQUARE IRON OR SIEEL 




Dimensions, pees 
Sizes, inches 


Le 100 lbs 
Per 100 lbs. 


Dimensions, pees Le 100 bs 
Sizes, inches Per lOO lbs. 


Dimensions, pees 
Sizes, inches 


Le 100 lbs 
Per 100 lbs 


K a~to 3 

Het— and 1116 

M et— and 9/16 

7/16 


Base 

.SO. 10 

0.15 

0.25 


5/16 

K 

3/16 


SO. 35 

0.45 
0.65 
1.50 


3^ 
3K 

3?8' 

4 


SO. 30 
0.30 
0.40 
0.60 
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LISTE DES SUPPLEMENTS SUR PER ET^ACIER 
LIST OF EXTRAS ON IRON AND STEEL 

Ces supplements doivent etre ajoutes au prix de base. These extras must be added to base price. 



FER OU ACIER DEMI-OVAL — HALF-OVAL STEEL OR IRON 

l"a— to4" ^'^ a— to 15/16 £^" 14" 



Le 100 lbs 



$0.40 



0.65 



0.80 



L25 



Per 100 lbs. 



FER OU ACIER DEMI-ROND — HALF-ROUND IRON OR STEEL 



Dimensions 
Le 100 lbs 



1 a— to 2" 
$0.35 



% et-and Vs" M et— and 11/16" M et— and 9/16" M et— and 7/16" Sizes 

0.5» 0.70 LIS 1.50 Per 100 lbs. 



FER OU ACIER OVAL — OVAL IRON OR STEEL 



Dimensions Vs" a— to IM" 

Le 100 lbs S0.30 



H" 


Vs" 


9/16" 


'A" 


Sizes 


0.45 


0.65 


0.90 


0.90 


Per 100 lbs 



FER OU ACIER PLAT 

Dimensions, pouces 

Sizes, inches 

1 a— to6"x ^'8 a— to 1" 

1 a— to6"x Ua— to;Vfi" 

11/16 a— to 15/16 X 3^8 a— to H" 

11/16 a— to 15/16 X 3<t a— to5/16" 

9/16 a-to H X % a— to 1/2" 

9/16 a— to %yi]4 a— to 5/16" 



Le 100 lbs 

Per 100 lbs. 

Base 

$0.15 

0.30 

0.35 

0.35 

0.50 



FLAT IRON OR STEEL 

Dimensions, pouces 
Sizes, inches 

H"x ^a-to7/16 

M"x Ma— to 5/16 

Ij^ a— to 6 X IJ^ a— to 1^ 

l]4 ^— to 6 X 1 i<r a— to 1 ^" 

134 a— to 6x15^ a— to 2" 



Le 100 lbs 
Per 100 lbs. 

$0.70 
0.80 
0.10 
0.15 
0.20 



FER LARGE ET LARGES FEUILLARDS — LARGE BANDS AND FLATS 



Largeur 

3/16 

et 5/16 
^al 
l^a2 



FER PLAT MINCE ET FEUILLARDS 



Calibre a Broche Birmingham 
Dimensions, pouces 
Sizes, inches 



Le 100 lbs 
Per 100 lbs. 



iy2 a— to 6" X Nos 7, 8, 9 et— and 3/16" 

Nos. lOet— and Ys" 

1 a— to 1%" X Nos. 7. 8, 9 et— and 3/16".. 

No. lOet— and K" 

% X Nos. 7, 8, 9 et— and 3/16" 

No. lOet— and^" 



$0.30 
0.40 
0.35 
0.45 
0.45 
0.50 








Les 100 lbs - 


- Per 100 bs. 








7" 


8" 


9" 


10" 


11" 


12" 


Width 


S0.60 


$0.70 


$0.80 


SO. 80 


$1.10 


$1.10 


% 


0.50 


0.60 


0.70 


0.70 


1.00 


1.00 


3/16 


0.40 


O.60 


0.60 


0.60 


0.90 


0.90 


14: and 5/16 


0.25 


0.40 


0.50 


0.50 


0.80 


0.80 


H tol 


0.40 


0.50 


0.60 


0.60 


0.90 


0.90 


lMto2 



FER ET ACIER ANGULAIRE 

Dimensions, pouces Le 100 lbs 

Sizes, inches Per 100 lbs. 

3 et— and 3H x M> 5/16, % et— and 7/16" Base 

2Mx7/16 $0.20 

2 et-and 2J^" x 3/16. H, 5/16 et— and % 0.20 
IM et-and \%" x V^" 0.25 



LIGHT FLATS AND BANDS 

Birmingham Wire Gauge 
Dimensions, pouces Le 100 lbs 

Sizes, inches Per 100 lbs. 

M X Nos. 7. 8, 9 et-and 3/16" $0.70 

No. 10 et— and %" 0.80 

H X Nos. 7, 8, 9 et-and 3/16" 0.90 

No. 10 et-and y^" 1.30 

H X Nos. 7, 8, 9 et— and 3/16" 1.15 

No. 10 et-and y^" 2.DO 



ANGLE IRON AND STEEL 



Dimensions, pouces 
Sizes, inches 



Le 100 lbs 

Per 100 lbs. 

1 H et-and 1% x 3/16, M. 5/16 et-and ^ $0.20 

L' et-and lM"xM" 0.30 

1 et— and 1 K x 3/16, M et-and 5/16 0.25 
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FEUILLARD PERFORE — PERFORATED IRON 





OD 3026 



Gravure OD ,^026.— FeuiUard perfore fourni en Ion- Plate OD 3026 

gueurs de 10 pieds. 



V 



—Furnished in 10 foot lengths. 



Numeros 


1 


Largeurs, pouces 


%" 


Leger, le pied 


$0.06 


Moyen, le pied 


0.08 


Fort, le pied 


0.10 



2 

K" 
SO. 08 

0.10 

0.12 



3 
1" 
SO. 10 
0.12 
0.14 



4 

$0.12 

0.14 
0.16 



// 



5 

IK 

SO. 14 
0.16 
0.18 



Numbers 
Width, inches 
Light, per foot 
Medium, per foot 
Heavy, per foot 



Gravure OD 3028.— Fil de fer. 
Souple, recuit, brillant, galva- 
nise et cuivre. • * 

Prix sur demande. 





Plate OD 3028.— Iron wire 
Soft, annealed, bright, gal- 
vanized and coppered. 

Price on application. 




OD 3028 



Calibre D£>cimale d'un 
S.W. ponce 

Gauge No. Decimal ot inch 



7/0 

6/0 

5/0 

4/0 

3/0 

2/0 



1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 



.500 
.404 
.432 
.400 
.372 
,348 
.324 
.300 
.27e 
252 
,2.32 
.212 
.192 
.176 
.160 
.144 
.12^ 
.116 
.104 

.mil 
.oso 

.072 
.064 
.0.56 
.048 
.0-10 
.030 
.0.32 
.028 
.024 
.022 
.020 



Aire sectionntlle. 

pees carr^s 
Sectional Xraa. 

Sq. inches 

. I96.'i 

.1691 
. 146(i 
. 12.37 
.I0.S7 
.09.51 
.0824 
.0707 
. 0.59.S 

. mm 

. 042.3 

.03.53 

.0200 

.0243 

.0201 

,01(i3 

.0129 

.0100 

.00S5 

.0066 

.0050 

.0041 

. 0032 

.002.5 

.OOIK 

.001.3 

.0010 

.0008 

.0006 

.0045 

. 000,38 

.00031 



PcsantcLir an 
100 [ids. 
Weight ppr 100 
feet 
lbs— lbs. 

efi.7 

57-44 

49,79 

42.69 

36 , 93 

32.31 

28.01 

24.01 

20 - .32 

16.95 

14,36 

II .99 

y..S5 

8.26 

6.82 

5.53 

4 37 

3.60 

2,88 

2.25 

1.70 

1.3S 

1-10 

.83 

.61 

.42 

.34 

.273 

.209 

.154 

.129 

.107 



Pesanteur pour 

un mille 

Weight of one 

mile 

lbs— lbs. 

3.522 

3.033 

2.629 

2 . 254 

1.9.50 

1.706 

1.479 

1 . 2(JS 

1.073 

895 

758 

633 

520 

436 

3(30 

292 

231 

190 

152 

119 

90 

73 

58 

44 

32 . 25 

22.5 

18.25 

14.425 

1K046 

8.115 

6.818 

5.636 



Loncjucur dans 
100 lbs— Piorts 
Length in 100 
pounds — Feet 

1,50 

174 

201 

233 

271 

308 

356 

415 

490 

589 

696 

S33 

1.018 

1.211 

1.462 

l.SOS 

2.287 

2.786 

3.466 

4.428 

5.855 

7,229 

9.150 

11.952 

16.267 

23,424 

2S,918 

30 . 603 

47.799 

, 65 . 062 

77.440 

93.683 



Force de rup- 
ture — Rofiiit 
Breakitiu Strain 
Annealed 
lbs— lbs. 
10.470 
9,017 
7.814 
6 . 702 
5 . 796 
5 . 072 
4.397 
3 - 770 
3.190 
2 . GGO 
2,254 
I.X83 
1,544 
1 .298 
1,074 
860 
687 
564 
454 
355 
268 
218 
172 
131 
97 
67 
55 
43 
33 
24 
20.5 
1G.9 



Force de rup- 

turp^ — -Brillant 

Breaking Strain 

Briglit 

lbs— Ihs. 

1.5,700 

13. 525 

11.725 

10.052 

8 . 694 

7.608 

6.595 

5 . 65,5 

4.7S5 

3.990 

3.381 

2.S24 

2.316 

1.946 

1 . (iOS 

1.303 

1 . 030 

8.4-5 

689 

532 

402 

326 

257 

197 

145 

100 

82 

64 

49 

36 

31 

25 
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FIL DE PER ET DE LAITON — IRON AND BRASS WIRE 



Gravnre OD 3030.— Fil a ressort 

en fer ou laiton, tout calibre. 

Prix sur demande. 




Plate OD 3030.— Spring wire, iron 
or brass, any gauges. 

Price on application. 



OD 3030 



FIL SOUPLE EN CUIVRE 



En rouleau de 10 lbs. 5 lbs. 1 lb. h lb, H lb. 1 et 2 onces. 



SOFT COPPER WIRE 

Inrollofl0]bs.,5lbs.,llb., 3-^15., }4\b., land2ounces. 



No Calibre— S.W.— Gauge No. 



3 a— to 10,,.. 
11a— to 16. . 

17 et— and 18 
19 et— and 20 

21 

22 

23 

24 

25 

26 



Prix courant 

lb 

Price list 

lb. 

SO. 56 
0.57 
0.64 
0.66 
0.68 
0.70 
0.72 
0.76 
0.80 
0.86 



No Calibre— S.W.— Gauge No. 



27 
28 

29 
30 
31 
32 
33 
34 
35 



Prix courant 
lb 
Price List 
lb. 
S0.96 
1.02 
1.08 
1.24 
1.34 
1.46 
1.64 
1.90 
2.60 



FIL DE FER BARBELt — BARBED WIRE 




Gravure OD 3032.— Fil de fer barbele galvanise 
2x5"; 4x4"; 4x6". 

Prix sur demande. 



Plate OD 3032.— Galvanized barbed wire, 
2x5";4x4";4x 6". 

Price on application. 



CRAMPES A CLOTURE 

Gravure OD 3034, — ^Crampes a cl5 
ture. brillantes et galvanisees. 




FENCE STAPLES 

Plate OD 3034.— Fence staples, bright 
and galvanized. 



Dimensions 

Longueur int., pees 1 l'<4 13-^ '^H - 

Largeurint., pees . . 3/16 3/16 3/16 3 16 316 

Calibre No 9 9 9 9 9 

Quantite approxima- 
tive, lb 110 89 74 67 60 

Prix sur demande. 



OD 3034 

Sizes 

Length ins., inches. . 1 13^ 13-^ l^ 2 
Width inside, inches 3/16 3a6 3/16 3/16 3/16 

Gauge No 9 9 9 9 9 

.A,pproximate num- 
ber, lb 110 89 74 



67 60 



Price on application. 




\ 
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GOUPILLES D'ACIER — STEEL COTTER PINS 



Gravure OD 3036. — Goupilles d'acier. 




Plate OD 3036.— Steel cotter pins, 











OO 


3036 










Calibre Dimensions Prix cou- 


Quantite Poids ap- 


Calibre Dimensions 


Prix cou- 


Quantite Poids ap- 


de Fil de 


pouces 


rant le 1000 


par pa- 


proximati ' 


de fil de 


pouces rant le 1000 


par pa- 


proximati f 


fer 


Sizes 


Price List 


quet 


1000 


fer 


Sizes 


Price List 


quet 


1000 


Wire 


inches 


per 1000 


Quantity 


Approxi- 


Wire 


inches 


Per 1000 


Quantity 


Approxi- 


Gauge 






in package 


mate 

weight 

1000 


Gauge 






m Package 


mate 
weight 
1000 




Hx H 


$0.58 


1000 


3.63 




5/16 X 1 


S4,20 


250 


29.5 




3^x1 


0.70 


1000 


4. 




5/16 X V4 


4.80 


250 


34.06 




HxlH 


0.83 


1000 


4.88 




5/16 X IM 


5.40 


250 


38. 




VsxlVi 


0.95 


1000 


5,56 




5/16 X IH 


6.00 


250 


44. 


No' 11 


VsxlH 


1.08 


500 


6. 


No. 1 


5/16 X 2 


6.60 


250 


47,81 




3^x2 


1.20 


500 


7.19 




5/16 X 214 


7.10 


250 


52.38 




VsxZVi 


1.55 


500 


9.75 




5/16 X 214 


7.60 


250 


57,63 




Mx3 


1.90 


500 


10.5 




5/16 X 3 

5'16x3^ 


8.60 
9.60 


Kn vrac 
Buk 


67. 
75.31 




Kxl 


2.80 


500 


17.81 




5/16 X 4 


10.60 




84.44 




HxVA 


3.20 


500 


20.5 




^xli^ 


7.80 




60. 




Hxm 


3.60 


250 


23. 




?-8x2 


9.30 




70. 




HxlH 


4.00 


250 


26.50 




3-^x2^ 


10.80 




34, 


No. 4 


^x2 


4.40 


250 


29. 




H X -■ 


12.30 




95. 




Mx2^ 


4.80 


250 


32.50 




^8X3H 


13.80 




109. 




Mx2?-^ 


5.20 


250 


35. 


No. 1 


?-sx4 


15.30 




123. 




Mx3 


5.90 


250 


40.13 




^8X5 


18.30 




151. 




H X SVo 


6.60 


250 


51.81 




Vs^Q 


21.30 




179, 




}4x4 


7..?0 


250 


61 5 













GOUPILLES DE LAITON 



BRASS COTTER PINS 



Prix la douzaine, 

Price per dozen, }^" x 1" 



SO. 40 



Prix la douzaine, 

Price per dozen, ^" x l^i" 



SO. 50 



CRAMPONS A GOUTTIERES 



EAVE TROUGH SPIKES 



TSte plate 



Flat head 



Longueurs 
Calibre . . , 



5" 
5 



5M" 

4 



6" 
3 



Lengths 
Gauge . . 



5" 
5 



M" 



6" 
3 



Prix sur demande. 



Price on application. 



CLOUS COUPES 

Noirs ou galvanises 

Longueurs V V/s" VA" m" Lengths 

CLOUS COUPES A COUVERTURE 

Pour tole ou ardoise. 
Prix sur demande 



CUT NAILS 

Black or galvanized 



1' 



4" 



IH 



99 



lyz" 



CUT ROOFING NAILS 

For sheet iron or slate. 
Price on application 




4# 



.V 



/ 




□ 
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I. 
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CLOUS DE BROCHE A COUVERTURE — WIRE ROOFING NAILS 




Plate OD 3038.— Roofing nails, ordi- 
nary and galvanized. 



Gravure OD 3038.— Clous a couver- 

ture, ordinaires et galvanises. 

OD 3038 

Tetes ordinaires et larges tetes, Vg" a 2 pouces. Regular heads or large heads, 14" to 2 inches, 

Prix sur demande — Price on application 

CLOUS A TETE PLATE — CLOUT NAILS 




Gravure OD 3040.— 

Clous a tete plate: 
Brillants, bleus, eta- 
mes, cuivres ou cuivre. 





Plate OD 3040.— 

Clout Nails; Bright, 
blued, tinned, cop- 
pered or copper. 



Longueurs 



H" rs 



5^" 



OD 3040 

Prix sur demande — Price on application 
CLOUS A VALISE — TRUNK NAILS 



// 



IM" 2" 



Sizes 



Gravure OD 3042.— 

Clous a valise: Bril- 
lants, bleus, etames, 
cuivres rouge ou jaune. 




Plate OD 3042.— 

Trunk nails: Bright, 
blued, tinned, copper- 
ed or brass-plated. 



Longueurs 



5^" 



^ 



W" 



2" Lengths 



OD 3042 

Yi" %" 1" 1)4" IH" A74 

Prix sur demande — Price on application 
RIVETS ET RONDELLES EN CUIVRE — COPPER RIVETS AND p'^prs 



TjTt 






OD 3044 



Gravure OD 3044.— En bolte de 1 lb. 

Longueurs y^" y^' y^' 

Calibre 3 4 5 6 7 8 

La livre S0.49 0.49 0.49 0.49 0.49 0.50 



M'' 



Plate OD 3044. — In one pound box. 

Vz' 1" IK" 1^" 

9 10 11 12 13 14 
0.52 0.54 0.56 0.58 0.60 0.65 



Lengths 
Gauge 
Per pound 





t I 



\ 



7 ^ 



a 






RIVETS EN FER — IRON RIVETS 





OD 3046 

Tete ovale^Oval head 
En paquet de 5 et 10 livres. 



OD 3047 

Tete ronde— Round head 
In 5 and 10 pound packages. 



Diametre 






Longueurs, pouces— Length, inches 


pouces ou 

Calibre B.W. 

Diameter 

inches or b.W. 
Gauge 


l"etpluf5 

long 

1" and 

Longer 


H" 


H" 


Vs" 


H" 


15 32" 


7 16" 


13/32" 


'.i" 


7/16 

H 

11/32 
5/16 

2 
3 

H- 

4 

5 

e 

7 

' 9 

10 
11 
12 
13 

14 


SO. 19 
0.19 
0.19^ 
0.191^ 
0.20 
0.20 
0.20 
0.20 
0.21 
0.21 
0.21 
0.21 
0.21 
0.22 
0.23 
0.24 
0.25 
0.26 
0.30 
0.32 


S0.19H 
0.19 H 

0.20 

0.20 

0.20^9 

0.20K 

0.20H 

0.20H 
0.21H 

0.211^ 

0.21 Vo 

0.21H 
0.211^ 

0.221^ 

0.23 H 

0.24H 
0.253^ 

0.26H 
0.30H 
0.32H 


.SO.I9V2 
0.191^ 
0.20 
0.20 
0.20K 
0.20K 
0.20 Vi 

0.20M 
0.213^ 

0.211^ 

0.211.; 

o.2iyl 
0.22 
0.22 V9 

0.23 H 

0.24!4 
0.251^ 

0.26 K> 
0.30H 

0.32i| 


SO. 20 
0.20 
0.20 K 
0.20 V,, 
0.21 
0.21 
0.21 
0.21 
0.22 
0.22 
0.22 
0.22 
0.23 
0.23 
0.24 
0.25 
0.26 
0.27 
0.31 
0.33 


SO.20 
0.20 
0,201^ 

0.20 V, 

0.21 

0.21 

0.21 

0.21 

0.22 

0.22 

0.22 

0.22 

0.23 

0.23 

0.24 

0.25 

0.26 

0.27 

0-31 

0-33 


SO. 21 
0.21 
0.21 
0.22 
0.22 
0.22 
0.22 
0.23 
0.23 
0.23 
0.23 
0.24 
0.24 
0.25 
0.26 
0.28 
0.30 
0.33 
0.36 


SO. 21 
0.22 
0.23 
0.23 
0.23 
0.23 
0.23 
0.24 
0.24 
0.24 
0.24 
0.25 
0.26 
0.27 
0.30 
0.32 
0-36 
0.41 


SO. 22 
0.23 
0.23 
0.23 
0.23 
0.24 
0.24 
0.24 
0.24 
0.24 
0.25 
0.26 
0.28 
0.32 
0.34 
0.39 
0.44 


SO. 22 
0.23 
0.23 
0.23 
0.23 
0.24 
0.24 
0.25 
0.25 
0.25 
0.26 
0.27 
0.29 
0.33 
0.35 
0.40 
0.46 



RIVETS POUR FERBLANTIER — TINSMITH'S RIVETS 

Prix le mille p3r paquet de 1 lb. Price per 1000 for 1 lb. package 




TTT 



OD 3048 



1 

Genre 


Prix le 1,000 
Price per 1000 


1 

Genre 

Type 


Prix le 1000 
Price per 1000 


Genre 


Prix e 1000 
Price per 1000 


Type 


Noirs 
B ack 


Etames 
Tinned 


Nnirs 
Blacv 


h-tames 
Tinned 

S0.88 
1.00 
1.20 
1.37 
1.52 
1.70 
1.98 
2.31 


Type 


Noirs 
Bacv 


Etanics 
Tinned 


8 oz. 
10 " 
12 " 
14 " 

1 b. " 

IH •' 
1% " 


SO.. 32 
0.36 
0.41 
0.45 

0.48 
0.54 
0.62 
0,67 


$0.36 
0.41 
0.47 
0.52 
0.56 
0.64 
0.74 
0.81 


2 lbs. 
214 " 
3 

SVz " 
4 
5 
6 

7 


SO. 72 
0.83 
0.96 
1.09 
1.20 
1.30 
1.50 
1.75 


8 It 

9 ' 
10 ' 
12 * 
14 ' 
16 ' 
18 ' 
20 ' 


)S. 


.S2.00 
2.20 
2.40 
2.64 
3.08 
3.52 
3.78 
4.20 


S2.64 
2.92 
3.20 

3.60 
4.20 
4.80 

5.22 
5.80 



zr~\ 



N.B,— Pour paquets de 5 et 
lb pour Tetamage. 



10 lbs deduisez S0.03 par N.B.— For 5 and 

. for tinninff. 





y , 




m 



ii 



1 



l« 



ir 



1 




10 lbs. package deduct S0.03 per lb. X 



1 



a 



L 



\i^ 






VU^ 




HI 




A^ 



a 




''i ' 
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VIS A BOIS — WOOD SCREWS 



Gravure OD 3050.— 

Vis a bois en acier. 

Prix courant a la grosse 




Plate OD 3050.— 

Steel Wood Screws. 

Price list per gross 



OD 3050 















LonjTue 


urs, pouces 


— Lengths 


inc les 














K 


h 




'4 


H y% 1 


U 


i IH 


IM 


No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 


- 


No. 




No. 







SO. 90 





SO. 90 


1 


$0.90 


2 


SO. 90 


2 


S0.90 


3 


$0.95 


3 


$0.95 


4 


$1.10 


4 


$1.20 


6 


11.40 


1 


0.90 


1 


0.90 


2 


0.90 


3 


0.90 


3 


0.90 


4 


0.95 


4 


1.00 


5 


1.15 


5 


1.25 


7 


1.45 


2 


0.9O 


2 


0.90 


3 


O.90 


-^ ■ 


0.90 


4 


0.95 


5 


1.00 


5 


1.05 


6 


1.20 


6 


1.30 


8 


1.50 


c- 


0.90 


r 
C 


0.90 


4 


0.90 


5 


0.95 


5 


0.95 


6 


LOS 


6 


1.10 


7 


1.25 


7 


1.35 


9 


1.60 


4 


0.90 


4 


0.90 


5 


0.90 


6 


0.95 


6 


1.00 


7 


1. 10 


7 


1.15 


8 


1.30 


8 


1.40 


10 


1.70 






5 


0.90 


6 


0.90 


1 


1.00 


7 


1.05 


8 


1.15 


8 


1.20 


9 


1.35 


9 


1.45 


11 


1.80 






6 


0.90 


7 


0.95 


8 


1.05 


8 


1.10 


9 


1.20 


9 


1.25 


10 


1.40 


10 


1.50 


12 


2.00 






7 


0.90 


8 


1.00 


9 


1.10 


9 


1.15 


10 


1.25 


10 


1.30 


11 


1.50 


U 


1.60 


14 


2.25 






8 


0.90 


9 


1.05 


U) 


1.15 


10 


1.20 


11 


1.30 


11 


1.35 


12 


1.60 


12 


1.80 


16 


2.60 










10 


1.10 


11 


1.20 


1 


1.25 


12 


1.35 


12 


1.40 


14 


1.80 


14 


2.05 


18 


3.05 














12 


1.25 


12 
14 


1.30 
1.40 


14 


1.50 


14 
16 


1.60 

1.85 


16 

18 


2.05 
2.40 


16 

18 
20 


2.35 
2.75 
3.25 


20 

* 


3.60 













Lonfoie 


urs, pouces - 


- Len^t IS. inches 
















_ 




2M 


2j^ 2H 3 


3^ 


4 


4M 


5 


No. 




No. 




No. 




No. 




No. 




No. 


w 


No. 




No. 




No. 




6 


SI. 55 


6 


S1.75 


6 


S1.95 


8 


S2.15 


8 


$2.45 


10 


$3.00 


12 


$3.80 


14 


$5.10 


14 


$5.75 


7 


1.60 


7 


1.80 


7 


2.00 


9 


2.25 


9 


2.55 


11 


3.20 


14 


4.50 


16 


5.90 


16 


6.70 


■ 8 


1.65 


8 


1.85 


8 


2.05 


10 


2.45 


10 


2.65 


12 


3.40 


16 


5.20 


18 


6.90 


18 


7.80 


9 


1.75 


9 


1.95 


9 


2.15 


11 


2.60 


11 


2.80 


14 


4.00 


18 


6.10 


20 


8.00 


20 


9.00 


10 


1.85 


10 


2.05 


10 


2.25 


12 


2.80 


12 


3.00 


16 


4.60 


20 


7.10 


24 


10.70 


24 


11.90 


11 


2.00 


11 


2.20 


11 


2.40 


14 


3.25 


14 


3.50 


18 


5.40 


24 


9.50 










12 


2.20 


12 


2.40 


12 


2.60 


16 


3.80 


16 


4.10 


20 


6.30 














14 


2.50 


14 


2.75 


14 


3.00 


18 


4.45 


18 


4.80 


24 


8.40 














16 


2.90 


16 


3.20 


16 


3.50 


20 


5.20 


20 


5.60 


















18 


3.40 


18 


3.75 


18 


4.10 






24 


7.40 


















20 


4.00 


20 


4.40 


20 


4.80 



























VIS A BOIS EN GUIVRE — BRASS WOOD SCREWS 















Longueurs, Douces 


— Lencths 


;. inches 














U H 


'4 


H 


'^i 


''i 1 ' IH VA 


m 


No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 







so. 95 





.SO. 95 


1 


SI. 05 


2 


SI. 20 


2 


$1.30 


4 


SI. 50 


4 


$1.60 


6 


S2.30 


6 


$2.65 


8 


$.^.75 


1 


0.95 


1 


1.00 


2 


1.10 


r 


1.25 


3 


1.35 


5 


1.65 


5 


1.80 


7 


2.60 


7 


3.00 


9 


4.25 


2 


1.00 


2 


1.05 


3 


1.15 


4 


1.30 


4 


1.40 


6 


1.85 


6 


2.00 


8 


2.95 


8 


3.35 


10 


4.80 




1.00 


3 


1.10 


4 


1.20 


5 


1.40 


5 


1.50 


7 


2.10 


7 


2.25 


9 


3.30 


9 


3.75 


11 


5.40 


4 


1.05 


4 


1.15 


5 


1.30 


6 


1.50 


6 


1.70 


8 


2.35 


8 


2.55 


10 


3.65 


10 


4.20 


12 


6.10 






b 


1.20 


6 


1.40 


7 


1.70 


7 


1.90 


9 


2.60 


9 


2.85 


11 


4.10 


11 


4.70 


14 


7.45 






6 


1.30 


7 


1.55 


8 


1.90 


8 


2.15 


10 


2.90 


10 


3.15 


12 


4.60 


12 


5.35 














i^ 


1.75 


9 
10 


2.15 
2.40 


9 
10 
11 


2.40 

2.65 
2.95 


11 
12 


3.20 

3.55 


11 
12 
14 


3.50 
3.90 

4.75 


14 


5.65 


14 


6.55 






















12 


3.25 














1 



















Longueurs, pouces 


— Lengths 


. inches 






- : 










2 


2h 2V2 3 


SH 


No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 




No. 




8 


$4.25 


12 


$6.80 


10 


S5.95 


14 


S9.30 


10 


$6.60 


14 


10.25 


12 


$9.75 


16 


14.70 


12 


11.25 


16 


17.00 


y 


4.75 


14 


8.35 


11 


6.70 


16 


11.30 


11 


7.40 


16 


13.00 


14 


12.00 


18 


17.70 


14 


14.00 


IR 


20.50 


10 


5.35 


16 


10.20 


12 


7.50 


18 


13.60 


12 


8.25 


18 


15.00 


















11 


6.00 


18 


12..30 

































7 — \ 



I 



n 




I 



I 





tw l^PP 



TIREFONDS — COACH SCREWS 




OD 5052 
Prix le 100 — Prifc per 100 






Diam^tre 


DiLiilbL-trc 


Diu,miitrc 


Diamotre 


Diamt^tre 


Diam^tro 


Diamotre 


Diam^tre 


Longueur soua t*te 
Length under head 


Pouce 


Police 


Pouce 


Poult 


Pouco 


Pouce 


Pouce 


Pouce 


Diameter 


Duiiiiftrr 


Diameter 


Diameter 


Diameter 


Diiuneter 


Diiimctcr 


Diameter 


Inch 


Inch 


Inch 


Inch 


Inch 


Inch 


Inch 


Inch 




5/ltl 


H 


7/16 


^'2 


9/lG & 5b 


U 




1 


14 


$2.25 


$2.70 


S3. 15 


$3,75 










2 


2.45 


3.00 


3.50 


4.15 


$6.00 








2\4 


2.65 


3.30 


3.85 


4.55 


6,50 


$ 9,10 






3 


2.85 


3.60 


4.20 


4.05 


7.00 


9.W 


S15.00 




3Ji 


A. 05 


3.% 


4.55 


5.35 


7.50 


10.60 


16.00 


S22.00 


4 


3.25 


4.20 


4.Q0 


5.75 


8.0O 


11.30 


17.00 


23.30 


4^ 


3.45 


4.50 


5.25 


6.15 


8.,^0 


12.00 


18.00 


24.60 


5 


3.65 


4.80 


5.60 


6.55 


9.00 


12.70 


19.00 


25.90 


5H 


3.85 


5.10 


5,95 


6,95 


9.50 


13.40 


20.00 


27.20 


fr 


4.05 


5.40 


6.30 


7.35 


10.00 


14.10 


21.00 


28.50 


6H 


5.25 


6.70 


7.65 


8,75 


10.50 


14.80 


22.00 


29.80 


7 


5.45 


7.00 


8.00 


9.15 


11.00 


15.50 


23.00 


31.10 


7H 


5.65 


7.30 


S.35 


9.55 


11.50 


16.20 


24.00 


32.40 


8 


5.85 


7.60 


8.70 


Q,Q5 


12.00 


16.90 


25.00 


33.70 


9 


6.25 


8.20 


9.40 


10.75 


13.00 


18-30 


27.00 


36.30 


10 


6.65 


8.80 


10.10 


11.55 


14.00 


19.70 


29.00 


38.90 


11 








12,35 


15.00 


21-10 


31.00 


41.50 


15 








13.15 


16.00 


22.50 


33- on 


44.10 



I 

i 




BOULONS A P0£LE — STOVE BOLTS 




Ifl3IVI3¥lS 



\HUUi^^^^4U*M 



i» 



OD 3053 



OD 3054 










Pri\ 


^ ion— Prifp per IDO 








LoDgueur 


Dtani^tre 


Diatndtrc 


DiamOtrc 


DiamCtre 


Dianii^trL' 


Diatni^tre 


Diami^trt' 


Longueur 


POUCGS 

LencEth 


pouce 


pouce 


pouce 


pouce 


poucp 


pouce 


pouce 


pontes 


Diameter 


Diameter 


Diiimotor 


Diiiniptcr 


Diiimeter 


Diameter 


Diumetor 


Lonsth 


iQehea 


inch 


inch 


incli 


int'h 


inc 1 


inch 


ioeh 


inrhos 




!S 


.')/;i2 


;)/n; 


7/32 


'. 


ri/iii 


■'* 




H 


$0.85 


$0.85 


$0.»5 










H 


H 


0.85 


0.85 


0.85 


$1.20 


$1.20 






^ 


H 


0.85 


0.85 


0.85 


S.20 


1.20 






H 


H 


0.85 


0.85 


0.85 


1.20 


1.20 


JI.75 


$2.65 


H 


H 


0.90 


0.90 


9.90 


1.25 


1.25 


1. 80 


2.70 


H 


1 


0.90 


0.90 


0.90 


1.30 


1.30 


1.85 


2.75 


1 


1« 


0.95 


0.95 


0.95 


1.35 


1.35 


1.90 


2.85 


IX 


I'/i 


1.00 


1.00 


1.00 


1.40 


1.40 


1.95 


2.90 


ly* 


IH 


1.05 


1.05 


1.05 


1.45 


1.45 


2.00 


3.00 


\H 


IH 


1.10 


1.10 


1.10 


1.50 


1.50 


2.05 


3.10 


m 


IK 


1.15 


1.15 


I.IS 


1.55 


1.55 


2.15 


3.20 


IK 


2 


1.20 


1.20 


1.20 


1.60 


1.60 


2.30 


3.40 


2 


2K 






1.25 


1.70 


1.70 


2.40 


3.60 


2Vf 


2H 






1.30 


1.80 


1.80 


2.50 


3.80 


2^ 


2M 






1.40 


1.90 


1.90 


2.60 


4.00 


2K 


3 






1.50 


2.00 


2.00 


2.70 


4.20 


3 


3i^ 






!.60 


2.10 


2.10 


2.85 


4.40 


3?4' 


3J^ 






1.70 


2.20 


2.20 


3.00 


4.60 


3H 


3K 






1.80 


2.30 


2.30 


3.15 


4.80 


3-K 


4 






1.90 


2.40 


2.40 


3..*rt 


5.00 


4 


4li 






2.00 


2.50 


2.50 


J,A5 


5.20 


4K 


4H 






2.10 


2.60 


2.60 


3.60 


5.40 


4M 


4K 






2.20 


2.70 


2.70 


3.75 


5.60 


4K 


5 






2.30 


2.85 


2.85 


3.90 


5.80 


5 


5'< 






2.40 


3.00 


3.00 


4.10 


6.00 


5^ 


5H 






2.50 


3.15 


3.15 


4.. 30 


6.20 


5H 


n 






2.75 


3.45 


3.45 


4.70 


6.60 


fi 




♦*> 



', \ 



J- 




□ 



1 



* "*T -,^- 



4r 



^.-. 





BOULONS A VOITURE — CARRIAGE BOLTS 





OD 3056 



Longueur sous 

t^tc — polices 

Lehgth under 

the Heati — Imiies 




•> 
3 

4 

m 

in 

6 



IS 



fi 

7 " 

7H 

s 
0'.; 

10 

11 

12 

13 
14 
lo 



Diametre 

Diameter 
3/16 & >i" 



SI. 00 
l.IO 
1.20 
1.30 
1.40 

1.50 
1.60 
1.70 
1.80 
1.90 

2,75 
2,85 
2.95 
3.05 
3.15 

3.25 
i.35 
3.45 
3.65 
3.85 

4.05 
4.25 
4.45 



Dianu'trc 
Diameter 



5/lti 



tf 



$1-40 
1.55 
1,70 

1-85 
2.00 

2,15 
2.30 
2-45 
2.60 
2.75 

3-65 
3-80 
3.95 
4,10 
4.25 

4,40 
4.55 
4.70 

5-30 

5,60 
5.*)0 
6.20 



Diamotre 
Diameter 



SI. 90 
2.10 
2.30 
2.50 
2.70 

2.90 
3.10 
3.30 
3.50 
3.70 

4.65 
4.85 
5.05 
5.25 
5.45 

5.65 
5.85 
6.05 
6,45 
6.85 

7-25 
7.65 
8.05 



Diametre 

Diameter 

7/16" 



$2.30 
2.75 
3.00 
3-25 
3.50 

3.75 
4.00 

4.25 
4.50 

4.75 

5,75 
6.00 
6.25 
6.50 
6.75 

7.00 
7.25 
7.50 
S.OO 
8.50 

9.00 

9.50 

10.00 



Diami^tre 
Diam(*ter 

3^" 



$3.25 
3.55 
3.85 

4.15 
4.45 
4.75 
5.05 
5.35 

6-40 
6.70 
7.00 
7.30 
7.60 

7,90 
8.20 
8,50 
9.10 
9.70 

10.30 
10.00 

11.50 



Diametre 

Dianietor 
9/16 & H" 



$6-00 
6-40 
6-80 

7.20 
7-60 
8-00 
8-40 
8-80 

9.20 

9-60 

10-00 

10.40 

10.80 

11.20 
11.60 
12.00 
12.80 
13-60 

14-40 
15.20 
16.00 



Diametre 

Diameter 



S9.80 
10.30 
10.80 

11.30 
11.80 
12.30 
12.80 
13.30 

13.80 
14.30 
14-80 
15.30 
15.80 

16.30 
16.80 
17.30 
18.30 
19.30 

20.30 
21.30 
22.30 



Longueur sous 

t^te — pouces 

Length under 

the Head — Inches 



BOULONS A MACHINE— MACHINE BOLTS 





m 



I 




OD 3057 



#"! 




? \ 




114 
2 

3 

4 

4J^ 

5 

6 

■6H 

7 

s 

9 

10 
11 
12 

13 
14 

I.T 






J ; 



Longueur sous 


Diame- 


Diame- 


Diame- 


Diame- 


DiamT'- 


Diame- 


Diame- 


Diame- 


Diame- 


Diam^ 


Diame- 


tete — pouces 

Length under 

the Head — Ins. 


tre 

Diani. 

5i" 


tre 
Diam- 
5/16" 


tre 
Diam. 


tre 
Diam. 

7/16" 


tre 
Diam. 


tre 

Diani. 

9/16 & 5^" 


tre 
Diana. 


tre 
Diameter 


tre 
Diameter 

1" 


tre 

Diameter 

IH" 


tre 
Diameter 

1 y/' 


^2 

2 


51*70 


§2.00 


$2.40 


S3. 00 


$3.70 


$5.50 


$7.70 


$10.50 


$15-10 


S22.50 


S30-00 


1.80 


2.15 


2.60 


3.25 


4.00 


5.90 


8.25 


1L20 


16.00 


23.70 


31 50 


2H 


1.90 


2.30 


2-80 


3.50 


4.30 


6.30 


8.80 


11.90 


16.90 


24.90 


33 00 


3 


2.00 


2.45 


3.00 


3.75 


4.60 


6.70 


9.35 


12.60 


17.80 


26.10 


34^.^0 


34 


2.10 


2.60 


3-20 


4.00 


4.90 


7.10 


9.90 


13.30 


18.70 


27,30 


36,00 


4 
4H 


2,20 


2.75 


3.40 


4.25 


5.20 


7.50 


10.45 


14.00 


19.60 


28,50 


37.50 


2_30 


2.90 


3.60 


4.50 


5.50 


7.90 


11.00 


14-70 


20.50 


29.70 


39.00 


o 


2.40 


3.05 


3.80 


4.75 


5.80 


8.30 


11.55 


15.40 


21-40 


30.90 


40.50 


5'^^ 


2.50 


3.20 


4.00 


5.00 


6.10 


8.70 


12.10 


16.10 


22.30 


32.10 


42.00 


6 


2.60 


3.35 


4.20 


5,25 


6.40 


9.10 


12.65 


16-80 


23-20 


33.30 


43:50 


ay. 

7 
7H 


3.70 


4.50 


5.40 


6.50 


7.70 


9.50 


13.20 


17.50 


24.10 


34.50 


45,00 


3.80 


4.65 


5.60 


6.75 


8.00 


9.90 


13.75 


18.20 


25.00 


35.70 


46.50 


3p90 


4.80 


5.80 


7.00 


8.30 


10.30 


14.30 


18.90 


25.90 


36.90 


48 00 


8 
9 


4.00 


4,95 


6.00 


7.25 


8.60 


10.70 


14.85 


19.60 


26.80 


S8.10 


49.50 


4.20 


5.25 


6.40 


7.75 


9.20 


11.50 


15.95 


21,00 


28.60 


40.50 


52.50 


10 


4.40 


5.55 


6.80 


8.25 


9.80 


12.30 


17.05 


22.40 


30.40 


42.90 


55 50 


11 

12 
13 
14 


4,60 


5.85 


7.20 


8.75 


10.40 


13.10 


18.15 


23,80 


32.20 


45,30 


58 50 


4.80 


6.15 


7.60 


9.25 


11.00 


13.90 


19.25 


25.20 


34.00 


47,70 


61.50 






8.00 


9.75 


11-60 


14.70 


20.35 


26.60 


35.80 


50.10 


64,50 






8.40 


10.25 


12.20 


15.50 


21.45 


28.00 


37.60 


52.50 


67,50 


15 






8.80 


10.75 


12.80 


16.30 


22.55 


29.40 


39,40 


5J-*»0 


70.50 



□ 



Li 4 . 



II 





on 



f 





7—3. 





})'■ 




"-^»-i /Ml' Mil 



i 




^ 



RONDELLES EN FER FORGE — WROUGHT IRON WASHERS 



Gravure OD 3058. — Rondelles 
en fer forge pour tout diametre 
de boulons jusqu'a 1". 

La lb SO. 20 




Plate OD 3058.— Wrought iron 
washers for all bolt diameter up 
to 1". 

Per lb SO. 20 



OD 3058 
BOULONS A CABILLOT — TOGGLE BOLTS 






OD 3059 
I 



OD 3060 

5-R 



Prix le 100 



Price per 100 



OD 3061 

5-F 



BOULONS A CABILLOT No 1 
No. 1 TOGGLE BOLTS 



BOULONS A CABILLOT No 5R-5F 
No. 5R OR 5F TOGGLE BOLTS 











Prix 


i Diametre 
et longueur 
de Vis 

Diameter 
and Length 

of Screw 


Grosseur 

de foret 

requis 

Size Drill 

Required 


Poids au 
cent 

Shipping 
Weight 
Per 100 

Ibs^lbs. 


Quantite 

en boite 

Number 

Pieces in 

a Box 


Courant 

le 100 

Cabi lots 

seuls 

List Price 

Per 100 

logges 

on y 


5/32 X 3 


W 


4 


100 


S 9.00 


5/32 X 4 


W 


4y2 


• 100 


10.00 


3/16 X 3 


'A" 


5 


100 


9.50 


3/16 X 4 


M" 


6 


100 


10.50 


3/16x5 


H" 


6M 


100 


12.00 


3/16 X 6 


W 


7^ 


100 


12.50 


14x3 


%" 


71^ 


100 


10.50 


Mx4 


Vs" 


9 


100 


11.75 


H^5 


%" 


10 


100 


13.00 


Mx6 


%" 


11 


100 


14.00 


5/16 X 3 


%" 


12 


100 - 


17.50 


5/16 X 4 


%" 


13 


100 


18.00 


5/16 X 6 


%" 


17 


100 


20.00 


^x3 


H" 


19 


100 


20.00 


^x4 


H" 


22H 


50 


24.00 


Hx6 


Va" 


27 


50 


31.00 











Prix 


Diametre 

et longueur 

dp Vi*^ 


Grosseur 


Poids au 
cent 


Quantite 


Courant 
le 100 


de foret 


Shipping 


en boite 


Cabillots 


Diameter 

and Length 

of Screw 


requis 
Size Dri 1 
Required 


Weight 
Per 100 
lbs— lbs. 


Number 

Pieces in a 

Box 


seu s 

List Price 

Per 100 

Togg es 
on y 


VsxZ 


^8" 


2?4 


100 


S 9.00 


ysx2y2 


H" 


3 


100 


9.00 


J^x: 


H" 


3 


100 


9.00 


J^x4 


Vs" 


3J4 


100 


10.00 


Hx5 


%" 


3H 


100 


10.50 


Mx6 


H" 


4 


100 


11.00 


3/16 X 3 


9/16" 


5 


100 


9.50 


3/16 X 4 


9/16" 


5M 


100 


10.50 


3/16 X 5 


9/16" 


6 


100 


12.00 


3/16 X 6 


9/16" 


7 


100 


12.. SO 


Kx3 


y*" 


8 


100 


10.50 


^x4 


H" 


8J^ 


100 


1L75 


J^x5 


3^" 


9 


100 


13.00 


Mx6 


3<" 


11?-^ 


100 


14.00 



TtTES DE CABILLOT--N0 5 — TOGGLE HEADS 




Did 



W 



V 





i< 




WW 



'•\ 



1 ■ 



l» 




mm 



mm 



' 1 1 \ J jj L 



j(iili*ill" 



mp\ 



im 




^ 



TAMPONS EXPANSIBLES ~ EXPANSION SHIELDS 

POUR BOULONS DIVERS, VIS A BOIS, TIREFONDS, ETC. 
FOR DIFFERENT KINDS OF BOLTS, SCREWS, LAG SCREWS, ETC. 






CD 3062 



CD 3063 



CD 3064 



OD 3065 



Les prix ne comprennent pas les boulons ou vis. Prices do not include screws or bolts. 

Diametre de boulon ou vis Diametre de boulon ou vis 

Pouce Le 100 Pouce Le 100 

Diameter of screw or bolt Diameter of screw or bolt 

Inch Per 100 Inch 

3/16 S15.00 ^4 

lA 15.00 y^ 

5/16 18.00 ^ 

H 25.00 y. 



7/16 



25.00 
32.00 



Per 100 

S38.00 

45.00 

65.00 

95.00 

110.00 



TAMPONS "DRYVINS" SHIELDS 



Se posant avec un marteau 
Moins de temps. 
Moins dispendieux. 
Moins d'ouvrage. 



i^H ^^1 


To be fitted with hammer. 


^H !■ 


Save time. 




m ^1 


Save abor. 




1 ▼ 


Save money. 




OD 3066 






Dime nsions — -Pou ce s 


Capacite de charge — lbs 


Quantite par boite 


Sizes^Inches 


Working load — lbs. 


dumber in 30x 


3/16 X Vi 


130 


100 


- 'Axl 


200 


100 


MxlH 


300 


100 


5/16 xV4 


400 


100 


5/16 X 2}<i 


500 


100 


H X 2 


700 


100 


Hx2K 


1200 


100 


. 


CABLES D'ACIER - 


- STEEL ROPE 




OD 3066 

LelOO 
Per 100 
$ 8.00 
10.00 
11.00 
14.00 
18.00 
20.00 
30.00 



Gravure OD 3068.— 

Cable d 'acier, tout dia- 
metre. 

Prix sur demande. 




Plate OD 3068." Steel 
rope, any diameter. 

Price on application. 



OD 3068 




V 



7 1 








OD 3070 

LONGUEUR, FORCE ET PESANTEUR APPROXIMATIVES DU CABLE MANILLA 
APPROXIMATE WEIGHTS, LENGTH AND STRENGTH OF MANILA ROPE 



Dimensions 








Force du nouveau 




Longueur en rouleau 


Pesanteur — lbs 


Nombre dc pieds A la 


DiamMre 


Circonfi^rence 


Pie( s 




n-ro 


IMiiniUa — bs 


Pouces 


Pouces 


Length in coi — Feet 


Weig it — lbs. 


^0. of feet in 1 tb. 


Strength of New 


Diameter — laches 

^ 


Circumference — Ins . 








Manilla Hope — Ibs. 


3/16 


^ 


3333 


SO 


66' 8" 


480 


'A 


K 


2750 


60 


55' 


620 


5/16 


1 


1820 


SO 


36' 4" 


1.000 


H 


\Vi 


1350 


SO 


27' 


1,275 


7/16 


I'A 


1200 


6S 


IS' 6" 


1J50 


H 


IH 




90 


13' 4" 


2,450 


9/16 


IH 




125 


9' 7" 


3.150 


H 


2 




160 


7' 6" 


4.000 


v. 


2K 


840 


139 


6' 1" 


4,900 


13/16 


2K 




164 


5' 1" 


5.900 


H 


2ii 




189 


4' 5" 


7,000 


\ 


3 




227 


3'S" 


8.200 


1-1/16 


3K 




265 


3' 2" 


9.S00 


VA 


3}4 




302 


2'i)" 


11,000 


IK 


3K 




353 


2' 5" 


12.500 


1-5/16 


4 




403 


2' 1" 


14,200 


IM 


4J4 




454 


y yy, 


Ifi.OOO 


IM 


4H 




504 


I'S" 


17.,'jOO 


IH 


5 




630 


1" 4" 


21.. 50(1 


1J< 


5li 




756 


1' 1" 


25.500 


2 


6 




907 


11" 


30,000 


2>i5 


6H 




105S 


S]^" 


34,000 


2;^ 


7 




1235 


8" 


38.500 


2H 


734 


- 1 


X4H 


7" 


43,500 


2H 


8 


1613 


6^" 


49,000 


2H 


8J^ 


\ 


1S13 


5H" 


55.000 


3 


9 


\ 


2041 


5" 


61,000 


3H 


9^ 


\ 


226fi 


4H" 


67.000 


3>i 


10 




2520 


4" 


73,000 



Gravure OD 3071.— Corde d'a- 

miante. 

lb. 

Balle d'une H lb S0.40 

Balled'unelb 0.75 



y 




Plate OD 3071.— Asbestos wick. 

lb. 

yz lb. ball S0.40 

1 lb. ball 0.75 



OD 3071 





□ 




m 




m 






^ - ' -, " ' I - I. " I - 



- '' 



- 4 'I 




'Hfl! 



liimm 



I 



ir* 



#il 



t 



'4^ 
1 



. I 





I 




a 



Etoupe goudronnee 
tarred oakum 



BOURRE DE COTON 
COTTON WASTE 




00 3072 

Gravure OD 3072. ^Etoupe goudronnee de premiere 
qualite. 

Prix sur demande. 

Plate OD 3072.— First quality tarred oakum. 

Price on application. 



Gravure OD]3073. 

Bourre de colon 
pour usage de bou- 
tique; ballot de 112 
et 224 lbs. 

Prix sur demande. 



Plate OD 3073.— 

Cotton waste for 
shop use in bale of 
112 and 224 lbs. 

Price on applica- 
tion. 




OD 3073 



Gravure OD 3074.— 

Feutre a crins 6 pieds de 
largeur, 300 pieds au 
rouleau. '4". H" et 1 
pouce d'epaisseur. 

Prix sur demande. 




Plate OD 3074.— Hair 

felt 6 feet wide, 300 feet 
in a bale, j^, % and 1 
inch thick. 

Price on application. 



OD 3074 



PLANCHE D'AMIANTE 
ASBESTOS BOARD 



AMIANTE EN FEUILLE 
ASBESTOS SHEET 





OD 3075 

Gravure OD 3075.— Planche de 40 x 40 pouces. 

Epaisseurs suivantes: 1/32", 1/16", 3/32", i^". 3/16", 
W\ Vs". 'A". 

Prix sur demande. 
Plate OD 3075.— Board of 40 x 40 inches. 

Following thicknesses: 1/32", 1/16". 3/32", U", 
3/16". H". H". 'A"- 

Price on application. 



OD 3076 

Gravure OD 3076.— En rouleau d'environ 100 lbs 36" 

de largeur. 

Epaisseurs: 6, 8, 10 et 14 lbs au 100 pieds carres. 

1/32" ou 16 lbs aux 100 pieds carres. 

1/16" ou 32 lbs aux 100 pieds carres. .. 

Prix sur demande. 

Plate OD 3076.— In roU of about 100 lbs. 36" wide- 
Thicknesses: 6, 8, 10 and 14 lbs. to the 100 square feet 
1/32" or 16 lbs. to 100 square feet. 
1/16" or 32 lbs. to 100 square feet 

Price on application. 



•V 
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GOUVRE-TUYAUX EN AMIANTE - ASBESTOS PIPE COVERINGS 



Gravure OD 3078.— 

Couvre-tuyaux et couvre- 
raccords en amiante. 

Prix: Au pied pour 
couvre-tuyaux et a la 
piece pour couvre-rac- 

cords. 




Plate OD 3078.— 

Asbestos pipe coverings 
and fittings coverings. 

Prices are per foot, for 
pipe coverings and per 
piece, for fitting coverings. 



OD 3078 



Diametre 
interieur du 
tuyau, pees 



Epaisseur 
du couvre- 
tuyau, pees 



Inside 

Diameter 

of Pipe^Ins. 



H 

H 
1 

IK 

IH 
2 

2M 
3 

4 

5 

6 

7 

8 

9 
10 
12* 
14 
16 
18 
20 
24 
30 



Thickness 

of Covering 

Inches 





H 


S0.22 




y^ 


0.24 




y^ 


0.27 




H 


0.30 




Vh 


0.33 


1-1 


32 


0.36 


1-1/32 


0.40 


1-1/32 


0.45 


1-1/32 


0.50 


m 




0.60 


m 




0.65 


1% 




0.70 


m 




0.80 


Wa 




1.00 


IH 




1.10 


IH 




1.20 


IH 




1.30 


ly?. 




1.85 


ly?. 




2.10 


w. 




2.35 


\y. 




2.60 


IH 




2.85 


ly?. 




3.30 


iM 




4.00 



Prix le 

pied li- 
neaire 
avec en- 
veloppe 
de toile 

Price per 
Lineal 
Foot 
Canvas 
Jacket- 
ed 



Epais- 
seur du 
couvre- 
tuyau 
Pouces 



Thick^ 
ness of 
Cover- 
ing. Ins. 



l'-> 
I'i 

m 

1>4 
lU 

m 

lu 
iH 

1^ 

1^ 
VA 

lA 
IH 

IH 

IM 



Prix le 
pied li- 

neaire 
avec en- 
veloppe 
de toile 

- 

Price per 
Lineal 
Foot 
Canvas 
Jacket- 
ed 



Epais- 
seur du 
couvre- 

tuyau 
Pouces 



Thick- 
nes of 
Cover- 
ing, Ins. 



S0.46 
0.49 
0.52 
0.56 
0.60 
0.64 
0.70 
0.76 
0.82 
0.88 
0.94 
1. 00 
1.10 
1.20 
1.35 
1.50 
1.65 
1.85 
2.10 
2.35 
2.60 
2.85 
3.30 
4.00 



2 

2 
2 
2 
2 
2 
2 
2 
2 

2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 



Prix le 

pied li- 
neaire 
avec en- 
veloppe 
de toile 

Price per 
Lineal 
Foot 
Canvas 
Jacket- 
ed 



SO. 75 

rt.so 

0.85 
0.90 
0.95 
1.00 
1.05 
1.15 
1.25 
1.35 
1.45 
1.55 
1.70 
1.85 
2.00 
2.20 
2.40 
2.70 
3.00 
3.30 
3.60 
4.00 
4.50 
5.50 



Double 

rang 
Epais- 
seur 
double 
ordinai- 
re, pees 

Double 
la\-er. 
Double 
Stand- 
ard 
Thick- 
ness, Ins. 



IH 
IK 

2-1/16 
2-1/16 

2-1/16 
2-1/16 
2>^ 

23^ 

2k£ 
2 'A 

2H 
2H 

2}4 

3 " 

3 

3 

3 

3 

3 

3 



Prix au 

pied li- 

neaire 

avec en- 

veloppe 

de toile 

ordinaire 

Price 
per Lin- 
eal Foot 
Canvas 
Jacket- 
ed 
Stand- 
ard 



Double 
rang 

Epais- 
seur 

entiere 

Pouces 

Double 
layer. 
Total 
Thick- 
ness 
Inches 



80.65 
0.70 
0.75 
0.80 
0.85 
0.90 
1.00 
1.10 
1.20 
1.40 
1.50 
1.60 
1.80 
2.25 
2.50 
2.70 
2.^0 
4.10 
4.60 
5.10 
5.60 
6.00 
7.00 
8.40 



3 

3 

3 

3 
2 

3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 



Prix au 
pied li- 
neaire 
avec en- 
veloppe 
de toile 

Price per 
lineal 
Foot 
Canvas 
Jacket- 
ed 



SI .20 
1.35 
1.40 
1.45 
1.55 
1.65 
1.75 
1.90 
2.05 
2.20 
2.35 
2.50 
2.70 
2.90 
3.15 
3.40 
3.65 
4.10 
4.60 
5.10 
5.60 
6.00 
7.00 
8.40 



COUVRE-RACCORDS — FITTING COVERINGS 



^ 



Grosseurs 


y2" 

$0.30 


$0.30 


1" 


IH" 

$0.30 


VA" 

$0.30 


2" 


2j^" 


3" 
$0.48 


SA" 

$0.54 


4" 


4A" 

$0.72 


5" 


6" 
$1.30 


7" 


8" 


Sizes 


Coudes 


$0.30 


$0.36 


$0.42 


$0-60 


SO. 90 


$1.80 


S2.40 


Elbows 


Tes 


0.36 


0.36 


0.36 


0.36 


0.36 


0.42 


0.48 


0.54 


0.60 


0.75 


0.90 


1.2ft 


1.60 


2.20 


3.00 


1 ees 


Croix 


0.48 


0.48 


0.48 


0.48 


0.48 


0.54 


0.60 


0.70 


0.80 


0.95 


1.10 


1.50 


2.00 


2.80 


3.60 


Crosses 


boupapes 


0.54 


0.54 


0.54 


0.54 


0.54 


0.60 


0.78 


0.96 


1.20 


1.50 


1.85 


2.25 


2.80 


3.60 


4.40 


Valves 


Brides 0.50 0.50 0.50 0.50 0.50 


0.60 


0.70 


0.80 0.90 


1.00 


1.30 


1.60 


1.90 


2.20 


2.50 


F anges 






I 

'1 



■/ 




I ^1 



\i 





<tl 



'». ■ 



'■;^--■i■^^ 



■* ■ — "^ 




I 





1m 



' ii 
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Epaisseur — pee. 
Caoutchouc rouge, lb. 
Caoutchouc gris, lb. 
Caoutchouc gris avec 
toile, lb. 



1/64 


1/32 


lae 


3/32 


Vb 


3/16 


H 


Thic iness, inch 


SO. 70 


SO. 65 


so. 60 


$0.60 


S0.60 


$0.60 


$0.55 


Red rubber, lb. 


0.70 


0.65 


0.60 


0.60 


0.60 


0.60 


0.55 


Grey rubber, lb. 
Grey rubber cloth 


0.70 


0.65 


0.60 


0.60 


0.60 


0.60 


0.55 


inserted, lb. 



GARNITURE "FIRMITE^' PACKING 



Gravure OD 3081.— Garniture d'a- 
miante, en feuille, comprimee a 
haute pression. Faite dans les 
epaisseurs suivantes: 1/32", 1/16", 
3/32", ys". 
La livre .SI. 30 




Plate OD 3081.— Compressed high 
pressure asbestos sheet packing. 
Made in the following thicknesses: 
1/32", 1/16", 3/32", H". 

Per pound $1.30 



OD 3081 



GARNITURE D'AMIANTE — ASBESTOS PACKING 



Gravure OD 3082.— 

Garniture d'amiante, 
M" a 3 ponces. 
Longueurs, d environ 
12 pieds. 
La livre Sl.OO 







/f 



Plate OD 3082.— As 

bestos packings, }4 

to 3 inches. 

Lengths of about 12 

feet, 

Per lb $1.00 



CLASS A 



GLASS C CLASS L, 
OD 3082 



CLASS K. 



GARNITURE SPIRALEE — SPIRAL PACKING 



Gravure OD 3083. —Garniture spiraiee, 
en caoutchouc et toile; enduite d'un 
lubrifiant a base d'amiante. 
3/16" a IV^pouce. 
Longueur de 12 pieds. 

La livre si. 50 




Plate OD 3083. — Spiral packing, made of 
rubber and duck and impregnated with a 
base compound lubricant. 
3/16" to 1 >-^ inches. 
Lengths of 12 feet. 

Per lb $1.50 



OD 3083 





? ^ 







GARNITURES DE LIN - FLAX PACKINGS 





OD 3085 



OD 3084 

Gravure OD 3084.— Garniture de lin ^i" a 1 li" carre. 
La lb $1.00 

Plate OD 3084.— Flax packing, }i to VA" square. 
Per lb $1.00 



w 



Gravure OD 3085.— Garniture de lin hydraulique 
a 1 pouce carre. 

La lb $1.00 

Plate OD 3085.— Hydraulic flax packing K" to 1 inch 
square. 

Per lb §1.00 



GARNITURE DE TIGE 
DE PISTON 

Gravure OD 3086.— Garni- 
ture d'amiante pour tige de 
piston. 

En rouleau de 25 et 50 lbs. 

Diametre de M" a 2J^". 

Prix sur demande. 



V 




PISTON ROD PACKING 

Plate OD 3086.— Asbestos 

piston rod packing. 

In rolls of 25 and 50 lbs. 
M" to 2H" diameter. 
Price on application. 



OD 3086 



GARNITURE DE TIGE DE SOUPAPE 
VALVE STEM PACKING 



PREPARATION A COURROIE 
BELT DRESSING 




OD 3087 

Gravure OD 3087.— Garniture tressee et tordue 
fabriquee de fil d'amiante et entierement lubrifiee. 

Diametre: 1/16", J4". 3/16", i^". 5/16". ^", 7/16", 
La lb $2.00 




Plate OD 3087. — Manufactured from asbestos yarn 
and thoroughly lubricated; braided and twisted. 

Diameter: 1/16", >g", 3/16". M", 5/16", H", 7/16". 
) ( Per lb $2.00 



OD 3088 

Gravure OD 3088. — Preparation a courroie; pour 
courroies de cuir, tissu ou caoutchouc. 

Le petit rouleau SO. 75 

Le gros rouleau 1.50 

Plate OD 3088. —Belt dressing; for leather, rubber and 
fabric belts. 

Per small roll SO. 75 

Per large roll 1.50 
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CIMENT PORTLAND — PORTLAND CEMENT 



Le sac SO-90 Per hag 



$0.90 



standaro 
Asbestos 



Cement! 



^^^ ^^^^^SBr^ 





h^^Boj^l 
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ASBESTOS 
STOVETirNING 
CEMENT,. 



'^^OUN ASBESTOS^ 




N 



IT 
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PHOENIX BRAND g 

ASBEiSTOS ^ 

DRrSTDVE LINING! 



\. 
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OD 3090 

Gravure OD 3090.— Ciment d'a- 

miante. 

Lesac S2.00 

Plate OD 3090.— Asbestos cement. 
Per bag S2.00 



OD 3091 

Gravure OD 3091. — Ciment d'a- 
miante en pate pour poele. 

Plate OD 3091. — Asbestos stove 

lining cement. 

Boite— 

Box 1 lb. 2Vz lbs 5 lbs. 10 lbs. 

Chacun 

Each S0.20 0.40 0.70 1.25 



OD 3092 



Gravure OD 3092.— Ciment 

poudre pour poele. 



en 



Plate OD 3092.— Dry stove lining 
cement. 

Boite de— Box. . . 2K lbs. 5 lbs. 

$0.25 S0.40 
Sac de— Bag of 100 lbs ... . $0.03 lb. 



1^^^^^^^^^^^\ 




SHOOTH-ON 



HAPK 



OD 3093 



CIMENT A FER "SMOOTH-ON" IRON CEMENT 

Gravure OD 3093.— Pour reparations permanentes sur 
systemes hvdrauliques. a eau chaude ou a vapeur. Pour 
fuites dans les fournaises, radiateurs, joints filetes, etc. 

Plate OD 3093.— For making permanent repair on hydraulic, 
hot water or steam systems. For leaky boilers, radiators, 
screw thread joints, etc. 

Bidon Bidon Bidon 

Can Can • • Can 

1 lb. 2 lbs. 5 lbs. 

S0.75 1.40 3.25 




OD 3094 




OD 3095 




Gravure OD 3095. — Ciment "Securo" pour reparer 
les fuites, fendaisons, etc., boucher les trous de sable 
sur le tuvau de fonte a renvoi. 
Le carton $0.40 

Plate OD 3095. — Securo cement for repairing leaks, 

splits, etc., and sand holes on soil pipe. 

Per carton $0.40 



OD 3096 

Gravure OD 3096. — Compose au graphite pour joints 
de tuyau. 

Tube de 4 onces $0.45 

Boite de lib 0.60 

Boite de 5 lbs 2.25 

Plate OD 3096.— Graphite pipe joint compound. 

4 oz. tube $0.45 

1 lb. box 0.60 

5 lbs. box 2.25 
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NETTOYEURS A TUYAU 

PIPE CLEANERS 



COMPOSE A MAROUER 
PREPARED SOIL 



lgiantj 



IDESOLVO 

Je\verand Drain { 

Pipe Cleaner 



■nr^i 



OD 3098 

Gravure OD 3098. - 

DeSolvo pour tuyau 

de drain. 

La douzaine , 



■ Nettoyeur 
d'egout et 

S0.50 



sewer 



Plate OD 3098.— DeSolvo 

and drain pipe cleaner. 

Per dozen S0.50 



OD 3099 

Gravure OD 3099.— Nettoyeur a 

tuyau Babbitt's. 

La douzaine . , §0.50 

Plate OD 3099.— Babbitt's pipe 

cleaner. 

Per dozen SO. 50 



NETTOYEURS POUR EMAIL ET PORCELAINE 
ENAMEL AND PORCELAIN CLEANERS 





^*^UFACTURED*^^ 



^St^ 



LISMECJ 



1016 



OD 3101 

Gravure OD 3101, — Le nettoyeur 

Sani-flush nettoie tres bien la fonte 

emaillee et la porcelaine, il enleve 

toute tache et chasse les odeurs 

nauseabondes. 

La douzaine S7.00 

Plate OD 3101-— The Sani-flush 

cleans perfectly well the cast iron 

enamelled and porcelain. Removes 

discoloration and destroy al! foul 

odors. 

Per dozen $7,00 



OD 3102 




Gravure OD 3102. — Le nettoyeur 
Babo est prepare specialement pour 
nettoyer et polir Temail et la por- 
celaine, 11 n'endommage ni les 
appareils, ni les mains. 
La douzaine .S 6.00 

Plate OD 3102.— The Babo is 
especially prepared for cleaning and 
polishing all enamel and porcelain 
fixtures. It will not scratch fixtures 
or harm the hands. 
Per dozen S 6,00 




OD 3100 

Gravure OD 3100- — Compose mar- 

queur, en poudre pour joints es- 

suyes- 

En liquide. la boite S0,60 

Plate OD 3100.— Prepared soil for 

wiped joints. 

Liquid, per box 0.60 



LIQUIDE X 
X LIQUID 




OD 3103 

Gravure 3103. — Fait une repara- 
tion permanente aux fournaises a 
eau chaude et a vapeur qui coulent, 
et les rend anti-rouille. 

Bidon de 34 gal-. S 6,00 

Bidon de H gal 10,00 

Bidon de 1 gal 18.00 

Plate OD 3103.— Makes permanent 
repairs on leaky hot water or steam 
boilers and mal<es it rust-proof. 

Kgal. Can % 6.00 

i^igal. Can 10.00 

i ga!. Can 18.00 
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GRAPHITE EN FLOCONS, LIQUIDE ET PATE A SOUDER 
FLAKE GRAPHITE, SOLDERING LIQUID AND PASTE 








DIXON CRUCIBLE 

OD 3104 

Gravure OD 3104.— Un graphite 
pur d'une endurance sans rivale. 
II n'est pas affecte par Tacide, 
Talcali, la chaleur. la vapeur ou le 
froid. 

Boite de 1 lb SI. 00 

Boite de2'-2 lbs 2.25 

Boite de 5 lbs 4.00 

Plate OD 3104.— A pure graphite 
of unrivalled endurance. Not affect- 
ed by heat, cold, steam, acids or 
alkalies. 

1 lb. box Sl.OO 

2h ibs. box 2.25 

5 lbs. box 4.00 



°*^tCT|OK^ 
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OD 3105 

Gravure OD 3105,— Solderall est le 
meilleur liquide a etamer et a sou- 
der tous metaux. 

Bidonde H gal S 1.90 

Bidon de 1 gal 3.50 

Bidon de 5 gals 15.00 

Plate OD 3105.— Solderall is the 

best fluid for tinning and soldering 

all metals. 

heal- Can S 1.90 

1 gal. Can 3.50 

5 gal. Can 15.00 



OD 3106 

Gravure OD 3106.— Cette pate a 
souder est tres fondante, elle ne 
gelera pas et ne se decomposera pas. 

Boite de 2 onces SO. 20 

Boite de 8 onces 0.50 

Boite de 1 lb 0.90 

Plate OD 3106.— This paste is a 
perfect flux which will not freeze or 
decompose. 

2 oz. box S0.25 

8 oz. box 0.50 

1 lb. box 0.90 



BLANC DE PLOMB 

Gravure OD 3107.— Blanc de 

plomb pur. 

Prix au 100 lbs sur demande. 




ROUGE DE PLOMB 

Prix la lb sur demande. 

MASTIC 



WHITE LEAD 

Plate OD 3107.— Pure white lead, 
Price per 100 lbs. on application. 

■ 

OD 3107 

RED LEAD 

Price per lb. on application. 

PUTTY 



Le 100 lbs S6.00 Per 100 lbs $6.00 



PEINTURE METALASTIQUE 

No 1 No 2 

Liquide. Rouge-diamant Liquide, Brune et Noire. 



No. 1 
Red-diamond Liquid. 



No. 2 
Brown and Black Liquid. 



_ No 5 

Liquide Rouge plomb 

No. 5 
Red lead color Liquid 



METALASTIG PAINT 

No 3 No 4 

Demi-pate: Vert olive, Liquide, Graphitee 

vert fonce, grise, rouge. 

No. 3 No. 4 

Dark green, olive green, Graphite base Liquid 

grey and red semi-paste. 

No 6 No 7 . 

Demi-pate Brune et Noire Liquide, Vert fence, vert 

olive, rouge, gris 

No, 6 No. 7 

Brown and Black semi- Olive and dark green, red 

paste and grey Liquid 

Prix sur demande — Price on application 
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SURFACEUR A FER ^'RENOS'' IRON FILLER 

La livre SO. 15 Per lb $0.15 

LAOUE NOIR BLACK JAPAN 
Le gallon S1.50 Per gallon $1.50 

LAQUE NOIR "EGYPTALIIE" BLACK JAPAN 



Bidons de 


Mgal. 


3^ gal. 


1 gal. 


.5 gals. 


Cans 


Chacun 


$1.25 


2.35 


4.25 


4.15 


Each 



EMAIL A CUIRE — BAKING ENAMEL 

Prix sur demande — Price on application. 

fiMAIL A TUYAU DE P0£LE — STOVE PIPE ENAMEL 



Bidons de 
Chacun 



H gal. 
.45 



0.85 



1.55 



Igal. 
2.80 



Cans 

Each 



BRONZE PREPARE "LUSTRO" PREPARED BRONZE 

Le gallon $2.50 Per gallon $2.50 



ALUMINIUM PREPARE — PREPARED ALUMINUM 



Bidons de 

Chacun 



J^gal- 
$1.35 



Mgal. 
2,50 



)^gal. 
4.90 



Igal. 
9.45 



Cans 
Each 



BRONZE D'OR EN POUDRE — GOLD BRONZE IN POWDER 



Paquets de i^ lb 

La livre SL50 



1 lb 
1.30 



Package of 14 lb 

Per lb $1.50 



1 lb 
1.30 



LAOUE DE CUIVRE EN POUDRE — COPPER LAC IN POWDER 



Paquets de J^ lb 

La livre $2.20 



lib 
2.00 



Package of 
Per lb 



3^ lb 
$2.20 



1 lb 
2.00 



ALUMINIUM EN POUDRE — ALUMINUM POWDER 



Paquets de i^ lb 

La livre $1-75 



1 lb 
1.40 



Package of H lb. 

Per lb $1.75 



1 lb. 
1.40 



HOUIDE A BRONZER — BRONZING LIQUID 



Bidons de 
Chacun 



1/16 gal. 
S0.40 



Hgal. 
0.65 



Kgal 
1.10 



1.95 



Igal. 
3.50 



5 gals. 
17.00 



Cans 
Each 



TEINTURE A LA CREOSOTE POUR BARDEAU — CREOSOTE SHINGLE STAIN 



Prb: le gallon 



B3 et B9 Brun 

B12 Rouge 

C43 et C44 Verts 



Bidon de 

Igal. 

Can 

$2.10 

2.10 

2.40 



Bidon de 

5 gals. 

Can 

$1.95 

1.95 

2.25 



Baril de 

25 gals. 

Barrel 

$1.85 

1.85 

2.15 



Baril de 

40 gals. 

Barrel 

$1.75 

1.75 

2.05 



Price per gallon 



B3 et B9, Brown 

B12, Red 

B43 and B 44, Green 



HUILE BOUILLIE 

Huile pure double bouillie. 

Le gallon. Prix sur demande. 



BOILED OIL 



Pure double boiled oil. 

Per gallon. Price on application 



Le gallon. 
Per gallon. 



HUILE DE LARD 
LARD OIL 

Prix sur demande. 
Price on application. 



Le gallon. 
Per gallon. 



HUILE A MACHINE 
MACHINE OIL 

Prix sur demande. 
Price on application. 
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BURETTES— OILERS 
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OD 3120 

Gravure OD 3120.— Bu- 
rette en acier cuivre. 
Bee courbe ou droit. 

Plate OD 3120.— Cop- 
pered steel oil can. 
Bented or straight spout. 



OD 3121 



Gravure OD 3121. — Burette verseuse d'in- 
genieurs, acier cuivre. 

Plate OD 3121.— Engineers' filler oiler, coppered 

steel. 




No 



No 

Douz. 
3 



19 19A 

1 chop. 114 chop, 

1 pint li^pint 

S14.00 17.00 



Chopine 
Long bee 
Hauteur 
Diametre 
Douzaine 



1 

9h" 
12" 

S6.10 



1 



/y 



8" 
5.70 



// 



H 

8" 

3" 

4.00 



H 

4" 

6" 

3" 

3.20 



No. 

Pint 

Lg. spout 
Height 
Diam. 

Dozen 



\ 



210 211 No 

1 pinte 2 pintes 
1 quart 2 quarts 
20.00 24.00 Doz. 



No 

No. 

1 

lA 

2 

2A 

3 

3A 



OD 3122 

Gravure OD 3122.— Bu- 
rette a bee flexible, avec 
nettoyeur, acier cuivre. 

Plate OD 3122.— Flexible 

spout can with cleaning 
device. 



Capacite 


Diannetre 


Bee 


Douzaine 


Capacity 


Diameter 


Spout 


Dozen 


H 


3H" 


6" 


$6.00 


H 


3H" 


9" 


6.75 


H 


4" 


6" 


7.25 


H 


4" 


9" 


8.00 


1 


4H" 


6" 


8.50 


1 


4H" 


9" 


9.00 



Gravure OD 3123.— Burette de che- 
min de fer; pour ingenieurs, acier cui- 
vre. 



Plate 


OD 3123.— Railroad oiler: for fl 


engineers; coppered stee . . 






Capa- 










cite 




Dia^ 


A 


No 


Capa- 


Bee 


metre 


Douz. ^^^^p 


No. 


city 
Chop. 
Pint 


Spout 


Dia- 
meter 


Doz. ^^ 


10 


1 


12" 


33," 


$14.00 


11 


2 


18" 


4H" 


18.00 


12 


2 


1'j" 


5" 


20.00 





OD 3124 

Gravure OD 3124, — Serie de burettes pour ingenieurs, 
avec plateau. 

Plate OD 3124- — Engineers' oiler set with tray. 
Prix la serie — Price per set 



OD ini 



No 


30 


40 


50 


60 


No. 


Cuivre 


$5.00 


7.00 






Brass 


Cuivre 






.$5.00 


7.00 


Copper- 
pated 


Pieces . 


5 


6 


5 


6 


Pieces 



\ 




6 





^ 



7 ^ 




Gravure OD 5130. — Sac a outils avec fond en cuir. 
Chacun S6.50 

Plate OD 3130.— Tool bag with leather bottom. 
Each _ S6.50 

SACS A OUTILS EN CUIR 
LEATHER TOOL BAG 



OD 3131 

Gravure OD 3131.— Sac a outils avec fond et cotes en 

cuir. 

Chacun $7.00 

Plate OD 3131.— Tool bag with leather bottom and 

sides. 

Each... S7.00 

TROUSSE A OUTILS 
TOOL ROLL 




OD 3132 

Gravure OD 3132. — Sac a outils en cuir. 
Plate OD 3132.— Leather tool bag. 




No Longueur 

No. Length 

14 14" 

16 16" 

18 18" 

20 20" 



Largeur 

Width 

7" 
7" 
7" 
7" 



Hauteur 
Heigth 

8" 

8" 
8" 
8" 



Chacun 
Each 

S12.00 
12.60 
13.20 
14.00 



Gravure OD 3134.— Coffrets a 

outils de grandeurs variees pour 
machinistes. 

Prix sur demande. 




OD 3133 

Gravure OD 3133. — Trousse a outils en cuir. 
Plata OD 3133.— Leather tool roll. 

No Longueur Largeur Chacun 

No. Length Width Each 

56" 24" $11.40 

1 60" 24" 15.00 



Plate OD 3134.— Machinist tool 
cases of assorted sizes. 



Price on application. 



OD 3134 
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CHIFFRES ET LETTRES D'ACIER 
STEEL FIGURES AND LETTERS 



Gravure OD 3136.— Chiffres d'acier. 
Plate OD 3136.— Steel figures. 



K" 3/16" \i" 5/16" 
S2.00 2.60 3.30 3.90 


Vs" 

4.60 


7/16" 
5.50 


1/" 
7.80 


Le jeu — Per set 






Gravure OD 3137. — Lettres d'acier. 


- 






Plate OD 3137.— Stee letters. 








Vs" 3/16" K" 5/16" 
$4.30 4.80 5.40 7.20 


9.00 


7/16" 
10.50 


12.00 



n^f^^ 






OD 3136 



N.B. — Chiffres et lettres peuvent etre vendus separement. 
N.B.^We can sell separate figures and letters. 



RUBANS DE POCHE, ACIER, TISSU ET TOILE 
POCKET TAPES, STEEL, WOVEN AND LINEN 



ilLJU-l]-lJl I I'lHilH 



Gravure OD 3138.— Rubaii 

de poche, en acier, marque en 
pieds, pouces et 16ieme de 
pouce. 

Plate OD 3138.— Steel pock- 
et tape marked in feet, 
inches and 16ths of inches. 



CU3]K=SfWR 





OD 3137 



Gravure OD 3139.— 

Ruban de poche en acier, 
marque en pouces et 
16ieme de pouce. 

Plate OD 3139.— Pocket 

steel tape marked in 
inches and 16ths of an 
inch. 



OD 3138 



OD 3139 



Longueurs, pds. 25 50 

Chacun S4.70 5.70 



100 
9.60 



Length, ft, 
Each 



Longueur, 

pees 
Chacun 



36 
S0.90 



60 
1.15 



72 
1.25 



96 
1.80 



Length, 

inches 
Each 




Gravure OD 3140.— 

Ruban metallique tisse, 
marque en pouces et 
pieds. 

Plate OD 3140.— Metal- 
lic woven tapes marked 
in inches and feet. 



Gravure OD 3141.— 

Ruban en toile, marque 
en pouces et pieds. 

Plate OD 3141.— Linen 

tape marked in inches and 
feet. 




OD 3140 



OD 3141 



Longueur, pds. 
Chacun 



25 50 

$3.10 4.50 



100 
7.60 



Length, ft. Longueur, pds. 
Each Chacun 



25 50 100 

$3.00 4.00 6.00 



Length, ft. 
Each 



PIEDS DE ROI 
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FOOT RULES 
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OD 3142 



OD 3143 



Gravure OD 3142.— Pieds de roi de 2 pieds non ferre. Gravure OD 3143.— Pieds de roi, 2 pieds, a joint ferre. 

La douzame S4.50 La douzaine $6.00 

Plate OD 3142.— Two foot rule, unbounded. Plate OD 3143.— Two foot rules, with middle plates- 

Per dozen $4.50 Per dozen $6.00 



Gravure OD 3144.— Pieds de roi 

compas, marque en 8. 10, 12 et 16ieme 

de pouce, compas en 16 et 32ieme de 

pouce. 

6 pouces, 2 articulations. 

La douzaine $11.70 




OD 3144 




Plate OD 3144. — Caliper rule, marked 
in 8, 10, 12 and 16ths of inch, caliper in 
16 and 32ths of inch. 
6 inches, two folds. 

Per dozen £11.70 
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PIEDS DE ROI '*ZIG-ZAC FOOT RULES 
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OD 3146 

Gravure OD 3146. — Pied de roi, avec joints a rivet. 

Longueurs pds. 2 3 4 5 6 8 

Douzaine $3.00 4.50 6.00 7.50 9.00 12.00 



Plate OD 3146.— Rivet joints foot rule. 

2 3 4 5 6 8 

S3.00 4.50 6.00 7.50 9.00 12.00 



Length, feet 
Dozen 



OD 3147 

Gravure OD 3147.— Pied de roi a joints incnistes. 

Longueurs, pds. 2 3 4 5 6 8 

Douzaine S2.40 3.60 4.80 6.00 7.20 9.60 

Plate OD 3147.— Concealed joint rules. 

Length, feet 2 3 4 5 6 8 

Dozen S2.40 3.60 4.80 6.00 7.20 9.60 



Gravure OD 3148.— 

Pieds de roi en alumi- 
nium, fini noir avec 
chiffres et graduation 
en blanc. Six articula- 
tions. 



^^m 



"m^ 



was 
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Plate OD 3148.— Alu- 
minum foot rule, six 
folds, black finish with 
white figures and gra- 
duation. 



Longueurs, pds. 
Douzaine 



3 
S18.00 



4 

24.00 



REGLES FLEXIBLES TREMPEES 
SPRING TEMPERED RULES 



OD 3148 

5 6 Length, feet 

30.00 36.00 Dozen 



NIVEAU EN BOIS 
WOOD LEVEL 



3 
S18.00 



4 
24.00 



5 
30.00 



6 
36.00 



" . . . \ . . r . . 1 . , ■> , . 
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NIVEAU EN FER 
IRON LEVEL 



OD 3149 

Gravure OD 3149.— Regie d'acier 
biseautee, graduation de l/64ieme 
de pouce sur biseau. 

Longueurs et Prix la piece 





9" 



3" 



// 



6" 9" 12" 



SO. 55 0.75 0.90 1.10 1.65 2.00 

Plate OD 3149.— Bevelled steel 
rule, with 64ths of inch on bevelled 
edge. 

Length and Prices each 

2" 3" 4" 6" 9" 12" 

S0.55 0.75 0.90 1.10 1.65 2.00 



OD 3150 

Gravure OD 3150- — Niveau en 
bois, IM" x23y". 

Longueurs: 10" 12" 14" 16" 
Chacun SO. 90 0.95 1.00 1-10 



Plate OD 3150.— Wood Level, 
l^"x2^s"- 

Length 10" 12" 14" 16" 

Each SO. 90 0.95 1.00 1.10 



OD 3151 



Gravure OD 3151. — Niveau en fer 
pour ingenieurs et plombier.s. 

Longueurs 10" 15" 
Chacun S5.50 6.40 



Plate OD 3151.— Engineers' and 
plumbers' iron level. 



Length 10" 

Each $5.50 



15" 
6.40 
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Gravure OD 3152. 

— H aches avec 
manche, 23--^ lbs a 5 
lbs. 



OD 3152 

Prix sur demande 
Price on application 



Plate OD 3152.— 

Handled axes, 2V^ 
lbs. to 5 lbs. 





.1 



N 





/ 



J 



i 



□ 




If 








lil'l 



ti 



I 



I 



'^J< 



-■ t- 



— ■ t 

J '- 




\vm\] 




n ' 



II 



Gravure OD 3154. — ^Marteau a panne spherique, en 
acier forge au pilon. 

Plate OD 3154. — Drop forged steel ball pein hammer. 



Poids 




Poids 




Weight 


Chacun 


Weight 


C lacun 


3n. — oz. 


Eaci 


on.^z. 


Each 


2 


SI. 10 


20 


Sl.40 


4 


1.15 


24 


1.50 


6 


1.20 


28 


1.60 


8 


1.25 


32 


1.70 


12 


1.30 


36 


1.80 


16 


1.35 


40 


2.00 



Gravure OD 3156. — Marteau a panne fendue, en 

acier fondu et poli, 16 onces. 

Chacun $2.25 

Plate OD 3156.— ^Polished cast steel claw hammer, 

Ounces. 

Each S2.25 



MARTEAU FORMATEUR 
RAISING HAMMER 




MARTEAU RIVOIR 
RIVETING HAMMER 



OD 3157 

Gravure OD 3157.— Marteau formateur en acier. 

Plate OD 3157. — Steel raising hammer. 

Prix la piece — Price each 
N<v-No. 1* 2 3 

$2.60 2.25 1.90 



4 
1.50 




MARTEAU DE FERBLANTIER 
TINSMITH'S HAMMER 






^0m^^ 




OD 3155 



Gravure OD 3155. — Marteau rivoir en acier forge. 
Plate OD 3155.— Forged steel riveting hammer. 




No 
No. 

10 
12 
13 

14 

14H 



Poids 
Weight 

VA lb— lbs. 
13^ lb— lbs. 
13 on. — 02. 

7 on. — oz. 

4 on.- — oz. 



Chacun 
Each 

$1.25 
1.15 
1.00 
0.90 
0.85 



OD 3158 

Gravure OD 3158. — MEirteau de ferblantier. 
Plate OD 3158.— Tinsmith's hammer," 

No-No. XX XXX O GO GOO 

14 1 12 14 1 

on. — 02. lb — lb. on.^-02. on. — oz. lb — ^Ib. 
Chacun 

—Each $1.15 1.25 1.15 1,20 1.25 
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MAILLETS 



MALLETS 




OD 3160 

Gravure OD 3160. — Maillets de ferblantier. 

La douzaine S 9.00 

Plate OD 3160.— Tinsmith's mallets. 

Per dozen §9.00 

SCIE A GUICHET 
COMPASS-SAW 




Gravure OD 3161.— Mailiets de 
couvreur. 

La douzaine $12.00 

Plate OD 3161.— Roofer s mallets. 
Per dozen. $12.00 

EGOHINE 
HAND SAW 





I \ ts-z . ■ ■■'A 



f^ OD 3162 



OD 3163 



Longueurs 
Douzaine 



10" 
$8.40 



12^' 
9.00 



14" 
9.60 



Lengths Longueurs 
Dozen Chacune 



20" 
S4.00 



22" 
4.25 



24" 
4.50 



26" 
5.00 



Lengths 
Each 



SCIE DE PLOMBIER 
PLUMBER'S SAW 



PORTE-SCIE 
HACK SAW-FRAME 




/pw 
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OD 3164 

18" 20" 22" 24" 26" 
Chacune S3.50 3.75 4.00 4.25 4.50 Each 



LAMES DE SCIE 

Gravure OD 3166. — Lame de 
scie en excellent acier lamine a 
chaud. 



OD 3165 



Longueurs, pouces 
La douzaine 



8" 
SO. 80 



*^ 


OD 3166 


^..^^ 


9" 


10" 


12" 


0.90 


1.00 


1.20 



Gravure OD 3165.^Porte-scie ajustable. 
Plate OD 3165. — Adjustable hack saw frame. 

La douzaine — Per dozen S15.00 



HACK SAW BLADES 



Plate OD 3166.— Good hot 

rolled steel hack saw blades. 



14" 
1.40 



Lengths, inches 
Per dozen 



LAMES DE SCIE *'STARRETT" HACK SAW BLADES 

Lames de qualite superieure — Extra quality blades 



Longueurs, pouces 


8" 


10" 


12" 


14" 


Lengths, inches 


La douzaine 


S0.90 


1.10 


2.00 


2.50 


Per dozen 
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LIMES — FILES 





Longueurs, pouces 
Batardes, douzaine 
Douces, douzaine 



Longueurs, pouces 
Batardes, douzaine 
Douces, douzaine 
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OD 3168 
LIME PLATE — FLAT FILE 

Gravure OD 3168 

7" 8" 9" 



6" 

S6.10 
7.10 



6" 
S4.30 

5.30 



7.00 

8.20 



7.50 
8.90 



8.50 
9.90 



OD 3169 

LIME DEMLRONDE-HALF ROUND FILE 
- Plate OD 3168 

10" 12" 14" 

9.10 11.80 15.50 

10.70 13.90 18.30 



16" 
20.60 
24.20 



Length, inches 
Bastard, dozen 
Smooth, dozen 



Gravure OD 3169 

7" ■ 8" 9" 
4.80 5.30 6.30 
6.10 6.60 7.90 



Plate OD 3169 

10" 12" 14" 

7.00 9.70 13.30 

8.70 12.10 16.70 



16" 
17.80 
22.30 



Length, inches 
Bastard, dozen 
Smooth, dozen 




OD 3170 
LIME RONDE — ROUND FILE 



Longueurs, pouces 
Batardes, douzaine 
Douces, douzaine 



6" 

S3.50 

4.50 



Gravure OD 3170 

7" 8" Q" 

3.90 4.30 4.90 
4.90 5.40 6.30 



OD 3171 
LIME CARREE — SQUARE FILE 



Long^ieurs, pouces' 
Batardes, douzaine 
Douces, douzaine 



■liiilliB 



Gravure OD 3171 



6" 

S4.60 
5.50 



7" 
5.10 
6.30 



8" 
5.50 
7.00 



9" 
6.60 
8.30 



Plate OD 3170 

10" 12" 

5.60 7.50 

7.00 9.40 

Plate OD 3171 

10" 12" 

7.40 10.20 

9.10 12.80 



14" 

10.70 
13.10 



16" 
14.70 
17.90 



14" 

13.90 
17.50 



16" 
18.70 
23.30 



Length, inches 
Bastard, dozen 
Smooth, dozen 



Length, inches 
Bastard, dozen 

Smooth, dozen 




OD 3172 
LIME PLATE A PLOMB — FLAT LEAD FILE 



OD 3173 

LIME DEMI-RONDE A PLOMB 
HALF ROUND LEAD FILE 



Longueurs, pouces 
La douzaine 



Longueurs, pouces 
La douzaine 



6" 
S4.80 



6" 
S7.00 



Gravure OD 3172 

8" 10" 

6.30 8.60 



Plate OD 3172 

-12" 14" 

11.80 16.00 



Gravure OD 3173 — Plate OD 3173 

8" 10" 12" 14" 

8.50 10.70 14.10 18.50 



16" 
21.50 



16" 
24.70 



Length, inches 
Per dozen 



Length, inches 
Per dozen 




OD 3174 
TIERS-POINTS CONIOUES — TAPER FILES 



- I 



OD 3175 

TIERS-POINTS CONIOUES MINCES 
SLIM TAPER FILES 



Longueurs 3" 3M" 
Ladouz. S2.10 2.10 



zm 



Longueurs 3" 
La douz. $2.10 



// 



3H 
2.10 



Gravure OD 3174 

4" 4M" 5" 
2.20 2.40 2.60 

Gravure OD 3175 

4" 4y^>' 5'. 

2.20 2.30 2.50 



Plate OD 3174 

5H" 6" 



3.00 



3.40 



Plate OD 3175 

SH" 6" 



2.90 



3.10 



7" 
4.30 



7" 
3.80 



8" 
5.40 



8" 
4.50 



10" 
8.10 



10" 
6.40 



Lengths 
Perdoz. 



Lengths 
Per doz. 
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NECESSAIRES D'OUTILS — TOOL SETS 



Gravure OD 3176.— 

Trousse-necessaire, 

coraprenant 1 1 outils 
commodes, 



Complete S3. 00 



y ■ 




Plate OD 3176.— Tool 
kit comprising 11 
handy tools. 

Complete S3. 00 



MANCHE NECESSAIRE 
TOOL HANDLE 




OD 3177 

Gravure OD 3177.— Manche ne- 
cessaire comprenant 10 outils. 

Complet .$1.75 

Plate OD3177. — Tool handle com- 
prising 10 tools. 

Complete $1.75 

TIRE-GOUPILLE 
COTTER PIN PULLER 



OD 3180 

Gravure OD 3180.— Fait d'acier 
trempe et durci. 

Chacun S0.40 

Plate OD 3180.— Made of hardened 

and tempered steel. 

Each S0.40 



~ OD 3176 

TROUSSE NECESSAIRE 
TOOL KIT 



BARRE A PANNE FENDUE 
CLAW BAR 




Gravure OD 3178.— Trousse- 
necessaire comprenant 6 outils 
utiles. 

Chacune S2.50 

Plate OD 3178.— Tool kit com- 
prising 6 useful tools. 

Each S2.50 

COUPE-RONDELLE 
WASHER CUTTER 






OD 3179 

Gravure OD 3179.— Barre a panne 
fendue, en acier octogonal. Tres 
utile pour deballage. 

Longueur 16" 24" 30" 
Douzaine S13.00 IfiM 18.80 



Plate OD 3179.— Octogon steel 
claw bar; very useful for unpacking. 



Length 
Dozen 



16" 24" 30" 
S13.00 15.90 18.80 



jt:J. 



TOURNEVIS PlAt 
OFFSET SCREW DRIVER 



OD 3181 

Gravure OD 3181.— Tres utile pour 
couper les rondelles de cuir. de 
fibre, de drap ou des feuilles de 
metal mince. 

Chacun S4.00 

Plate OD 3181.— Very useful de-- 
vice for cutting washers of leather, 
fibre cloth or thin sheet metal. 

Each S4.00 



OD 3182 

Gravure OD 3182.— Tournevis pile 
en acier octogonal forge a la main. 

Chacun S0.40 

Plate OD 3182.— Hand forged 
octogon steel offset screw driver. 

Each SO-40 
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TOURNEVIS ET LAME TOURNEVIS 
SCREW DRIVERS AND SCREW DRIVER BLADES 





Gravure OD 3184. — Tournevis Hurwood, avec 
lame, tige et tete, tout d'une piece. 

Plate OD 3184. — Hurwood screw driver, with 
blade, shank, head all in one piece. 



Longueurs 
Chacun 



3" 
$0.40 



OD 3184 

4" 
0.50 



5" 
0.60 



6" 
0.70 



8" 
0.85 



10" 
1.10 



12" 
1.35 



/■/ 



18 
1.75 



Lengths 
Each 



Gravure OD 3185. — Tournevis tres fort, pour 
plombier et machiniste. 

Plate OD 3185. — Extra strong screw driver, for 
plumbers and machinists. 




OD 3185 



Longueurs, 
Chacun 



6" 
$0.75 



8" 
1.00 



10" 
1.25 



12" 
1.50 



15" 
2.00 



Lengths 
Each 




OD 3186 



Gravure OD 3186. — Tournevis a manche caout- 
chouc. 

Longueurs 3" 6" 

Chacun $0.75 1.15 

Plate OD 3186. — Rubber covered screw driver. 

Lengths 3" 6" 

Each $0.75 1.15 



Gravure OD 3187.— Tournevis en acier fondu et forge, manche en 
bois dur. 

Plate OD 3187.— Forged cast steel screw driver, hardwood handle. 




OD 3187 



Longueurs 
La douzaine 



3" 
S2.15 



4" 
2.65 



5" 
3.20 



6" 
3.75 



7" 
4.30 



S" 
5.50 



10" 
8.00 



12" 
10.00 



Lengths 
Per doz. 




Gravure OD 3188. — Tournevis "Yankee", a cliquet acier, forge. 

trempe et poli. 

Plate OD 3188.— Yankee ratchet screw driver with forged steel 
blade, tempered and polished. 



OD 3188 

Longueur de lame 
Chacun 



3" 
SI. 40 



4" 
1.50 



5" 
1.60 



6" 
1.75 



Length of blade 
Each 




/f 



Gravure OD 3189. — Tournevis spirale, a cliquet "Yankee" fait 
d'acier de haute qualite. nickele. No 30 Modele regulier, longueur 
de 13}4" ferme, etl9K" etendu. No 31 extra-fort, longueur de 
17M" ferme, et 26M" etendu. 

OD 3189 
Plate OD 3189. — Yankee spiral ratchet screw driver, made of high grade steel, nickeled. No. 30, Standard, 13)^ 
length when closed and 1934" when extended. No. 31 extra heavy 173^" closed and 26J^" when extended. 

Chacun S4.00 Each -. $4.00 



Gravure OD 3190.— Lame de tournevis faite d'excellent acier a 

outils. 

Plate OD 3190.— Screw driver blade made from the best tool steel. 

M"x5" 5/16" X 5" ^"x5" 
Chacune S0.40 0.45 0.50 Each 




OD 3190 




V 
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FRAISES ET MECHES — COUNTERSINKS AND AUGER BITS 





Gravure OD 3192. 

au marteau. 



OD 3192 

-Fraise conique faite d'acier forge 



OD 3193 

Gravure OD 3193.— Fraise plate faite d'acier forge au 
marteau. 



Chacune SO. 90 Chacune $0.60 



Plate OD 3192. — This Rose countersink is made from 
hammer forged steel. 



Plate OD 3193. — Flat countersink made from hammer 
forged steel. 



Each 



$0.90 Each $0.60 



Gravure OD 3194.— Meches a 
centrer en acier fondu, fini 
brillant. 




Plate OD 3194.— Center bits, 
cast steel, bright finish. 











OD 3194 










Dimensions 
Chacune 


$0.30 


0.35 


K" 

0.35 


K" ■ 1" 

0.40 0.40 


0.45 


0.50 


0.70 


Sizes 
Each 



MfcCHE EXPANSIBLE 
EXPANSIVE BIT 



MfeCHE POUR L'ENTAILLAGE 
TAPPING BIT 





OD 3195 

Gravure OD 3195.^Faite du meilleur acier forge et 
poli, couteau interchangeable. 

No 1 2. 3 4 

Grosseur V^kH" VszVA" Vs^lH" IK a 3" 
Chacune S2.00 2.25 2.50 3.00 

Plate OD 3195.— Made from best forged steel, polished. 
Interchangeable cutters. 

No. 12 3 4 

Sizes M to Vs" T^tolH" VatolH" Ih to 3" 

Each $2.00 2.25 2.50 3.00 



OD 3196 

Gravure OD 3196. — Meche specialement designee 
pour rentailiage des erables. 



No 
Chacune 



6 

SO. 75 



7 
0.75 



8 

0.85 



9 

0.90 



Plate OD 3196. — Designed especially for maple 
tapping. 



No. 


6 


7 


8 


9 


Each 


S0.75 


0.75 


0,85 


0.90 



TARlfeRE TORSE — EYE AUGER 



Torsade : 6 


"a 


9'^ 

ft. A 








^K 


^ Twist: 6 


" to 9". 


Longueur: 


16" a ^^§% 


^^^^ 


>##«i 




' , ^,i'i^1' * 


1 Length: 
i 22". 


16" to 


22", 




^^ 












-- 


OD 3197 








Grosseurs 
Douzaine 




$11.00 


'A" 

12.00 


13.00 


Vs" I" IVs" IW 

14.00 15.00 16.50 18.2= 


' IVa" 
) 20.00 


VA" 

22 J 5 


Sizes 
Dozen 


Grosseurs 
Douzaine 




IH" 

$26.75 


2" 
30.00 


2W 

39.00 


2iA" 2H" 3" 

48.00 69.00 88.00 


3^" 
146.00 


4" 
204.00 


Sizes 
Dozen 
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MECHES TORSES — AUGER BITS 



Gravurfi OD 3200.— 

Meches torses. 




Plate OD 3200.— Auger 
bits. 



OD 3200 



Grosseurs 
La douz, 
Grosseurs 
Douzaine 



3/16" 4/16'^ 5/16" 6/16" 7/16" 8/16" 9/16" 10/16" 11/16" 12/16 
$6.00 5.00 5.00 5.00 5.00 5.00 6.00 6.00 7.00 7 00 

13/16" 14/16" 15/16" 16/16" 17/16" 18/16" 20/16" 22/16" 24/16" 
S8.25 8.25 9.50 9.50 12.00 12.00 14.00 16.00 18.00 

MECHES ALESOIRS — REAMER BITS 



// 



Sizes 
Dozen 
Sizes 
Dozen 





OD 3201 

Gravure OD 3201.— Diametre yi" 

fini brillant. 

La douzaine $8.00 

Plate OD 3201. ^Diameter, J^^", 

bright finish. 

Per dozen S8.00 



OD .^202 

Gravure OD 3202.— Diametre: 

7/16", fini brillant. 

La douzaine $8.00 



Plate OD 3202.— Diameter: 7/16" 

bright finish. 

Per dozen $8.00 



FORETS HELICOIDAUX A BOIS — WOOD BORING BITS 




Grosseurs 
Douzaine 
Grosseurs 
Douzaine 



OD 3204 

2 '32" 3. .32" 4/32" 5/32" 6/32" 7/32" 8/32" 9/32" 10/32" 11/32 
S3.25 3.25 3.25 3.50 4.00 4.50 5-00 5.50 6.00 6 50 
12/32" 13/32" 14/32" 15/32" 16/32" 17/32" 18/32" 19/32" 20/32" 
$7.00 7.50 8.00 8.75 9.50 10.25 11.00 11.75 12.50 

FORETS HfiLICOIDAUX DE VILEBREQUIN =- BIT STOCK DRILLS 



Sizes 
Dozen 
Sizes 
Do2en 



Pour metal ou bois- 
Acier carbone. 




For metal or wood 
Carbon steel. 



OD 3205 



Grosseurs— Pees 
Sizes — Inches 

1/16 
5/64 
3/32 
7/64 

H 
9/64 



Douzaine 
Dozen 

S2.50 
2.60 
2.70 
2.85 
3.00 
3.25 



Grosseurs 

Pouces 
Sizes, inches 

5/32 
11/64 

3/16 
13/64 

7/32 
15/64 



Douzaine 
Dozen 

$3.50 
3.75 
4.00 
4.25 
4.50 
4.75 



Grosseurs 

Pouces 

Sizes, inches 

Vi 
17/64 

9/32 

19/64 

5/16 

21/64 



Douzaine 
Dozen 

$5.00 
5.50 
6.00 
6.50 
7.00 
7.50 



Grosseurs 
Pouces 
Sizes, inches 
11/32 

Vb 
13/32 

7/16 

15/32 

H 



Douzaine 

Dozen 

$8.00 
8.50 
9.25 
10.50 
11.75 
13.00 



FORETS TORSES DROITS — STRAIGHT SHANK TWIST DRILLS 



Acier carbone. 




Carbon steel. 



Grosseurs— Pees 
Sizes — Inches 



Douzaine 
Dozen 



Grosseurs 

Pouces 

Sizes, inches 

23/32 

Y^ 

25/32 

13/16 
27/32 

'A 



OD 3206 

Douzaine Grosseurs 



Dozen 



Pouces 

Sizes, inches 

29/32 

15/16 

31/32 

1-1/32 
1-1/16 



Douzaine 
Dozen 

$2.80 
3.00 
3.25 
3.50 
3.75 
4.00 




Grosseurs 
Pouces ■ 
Sizes, inches 
1-3/32 

VA 

1-5/32 
1-3/16 
1-7/32 

IK 



Douzaine 
Dozen 

S4.25 
4.50 
4.75 
5.00 
5.25 
5.50 



V 



OD 3203 

Gravure OD 3203.— Diametre: H" 

fini brillant. 

La douzaine $10.60 \ 

Plate OD 3203.— Diameter: H" 

bright finish. 

Per dozen $10.60 



1 



-S^riB^ 



4 
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FORETS HELICOIDAUX DROITS — STRAIGHT SHANK DRILLS 



Gravure OD 3208.— 

Acier carbone et grande 
Vitesse. 




Plate OD 3208.— Carbon 
steel and high speed. 



OD 3208 



i i 



Grosseurs 

Calibre 

Sizes 

Gauge 




I 



1 

9 

3 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 



Douzaine 

Acier 

Carbone 

Dozen 

Carbon 

Steel 



Douzaine 

Grande 

Vitesse 

Dozen 

High 

Speed 



S2.75 


S7.00 


2.75 


7.00 


2.75 


7.00 


2.75 


7.00 


2.75 


7.00 


2.50 


7.00 


2.50 


7.00 


2.50 


7.00 


2.50 


7.00 


2.50 


7.00 


2.25 


6.30 


2.25 


6.30 


2.25 


6.30 


2.25 


6.30 


2.25 


6.30 


2.00 


6.30 


2.00 


6.30 


2.00 


6.30 


2.00 


6.30 


2.00 


6.30 


1.90 


6.10 


1.90 


6.10 


1.90 


6.10 


1.90 


6.10 


1.90 


6.10 


1.80 


6.10 


1.80 


6.10 


1.80 


6.10 


1.80 


6.10 


1.80 


6.10 


1.75 


5.90 


1.75 


5.90 


1.75 


5.90 


1.75 


5.90 


1.75 


5.90 



Grosseurs 

CaUbre 

Sizes 

Gauge 



36 
37 
38 
39 
40 
41 
42 

44 
4S 

46 



Douzaine 
Acier 

Carbone 
Dozen 

Carbon 
Steel 



49 
50 
51 



55 
56 
57 
58 
59 
60 
61 
62 
63 
64 



m 



m 

70 



SI. 75 
1.75 
1.75 
1.75 
1.75 
1.70 
1.70 
1.70 
1.70 
1.70 
1.65 
1.65 
1.65 
1.65 
1.65 
1.60 
1.60 
1.60 
1.60 
1.60 
1.55 
1.55 

■ 1.55 
1.55 
1.55 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 
1.50 



Douzaine 

Grande 

Vitesse 

Dozen 

High 

Speed 



S5.90 
5.90 
5.90 
5.90 
5.90 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 
5.70 



Grosseurs 

Pouces 

Sizes 

Inches 



1/32 
3/64 
1/16 

5/64 
3/32 
7/64 

H 
9/64 

5 '32 
11/64 

3/16 
13/64 

7. 32 
15/64 

H 
17/64 

9 '32 

19/64 

5/16 

21/64 

11 32 

23,64 

H 

25/64 

13/32 
27-64 

7/16 
29/64 
15/32 
31/64 

'A 



Douzaine 
Acier 

Carbone 
Dozen 

Carbon 
Steel 



SI. 50 
1.55 
1.60 
1.65 
1.70 
1.75 
1.80 
1.85 
1.90 
2.00 
2.25 
2.50 
2.75 
3.00 
3.25 
3.50 
3.80 
4.00 
4.35 
4.70 
5.05 
5.50 
6.00 
6.50 
7.00 
7.75 
8.50 
9.25 
10.00 
11.00 
12.00 



Douzaine 

Grande 

Vitesse 

Dozen 

High 

Speed 



S5.70 

5.70 

5.70 

5.90 

5.90 

6.10 

6.10 

6.30 

6.30 

7.00 

7.00 

7.35 

7.35 

9.10 

9.10 

10.50 

10.50 

12.00 

12.00 

13.50 

13.50 

15.00 

15.00 

17.00 

17.00 

18.75 

18.75 

20.00 

20.00 



FORETS A PIERRE "STAR" STONE DRILLS 



Gravure OD 3209.— Acier forge 
a main ; pour percer la brique, la 
pierre ou le be ton. 




Plate OD 3209.— Hand forged 
steel, for drilling holes in brick, 
stone or concrete. 



OD 3209 



f3 



Diamfetre 

12" douz. 
18" douz. 
24" douz. 



H" 


5/16" 


3^" 


7/16" 


14" 


%" 


M" 


'A" 


1" 


1 H" 


S 8.50 


S 8.50 


S 8.50 


$ 9.00 


SIO.OO 


S12.00 


S14.00 


SI6.00 


$18.00 


S30.00 


11.00 


11.00 


11.00 


11.50 


12.50 


15.00 


17.50 


20.00 


22.50 


35.00 


13.50 


13.50 


13.50 


14.00 


15.00 


17.50 


20.00 


22.50 


25.00 


40.00 



Diameter 
Doz. 12" 
Doz. 18" 
Doz. 24" 
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PERCEUSES A MAIN, A CONSCIENCE, A CHAJNE ET APPLIQUES 
AUTOMATIC HAND BREAST, CHAIN AND POST DRILLS 



Gravure OD 3210.— Cette per- 

ceuse est foumie avec huit 

pointes rainurees ayant ua dia- 

metre 1/16 a 11/64"; toute 

nickelee. 

Chacune S3. 50 




Plate OD 3210.— This drill is 
furnished with eight fluted drill 
points, Diameter: 1/16 to 
11/64", nickel-plated all over. 



Each 



$3.50 



OD 3210 





Gravure OD 3211. — ^Perceuse a main et a conscience; 
a cliquet et foumie avec mandrin capable de tenir les 
forets a tige droite de a ^i". 
Chacune $8.00 

Plate OD 3211.— Ratchet hand and breast drill 
furnished with chuck for holding straight shank drill 
to %". 
Each S8.00 



OD 3212 

Gravure OD 3212.— Perceuse a conscience a structure 
de fer emaille noir; foumie avec mandrin pour foret a 
tige carree. 
Chacune $7.00 

Plate OD 3212.— Breast drill with black enamelled 
plate and frame, furnished with chuck holding square 
shank drill. 
Each [ S7.00 




OD 3213 



PERCEUSE A CHAINE 
CHAIN DRILLS 

Gravure OD 3213. — Perceuse a 

commande automatique. 

Le No 308 avec mandrin douille 

ayant vis de fixation pour tenir 

les foreta a tige ronde de J^". 

Le No 326 a un mandrin a trois 

machoires pour les forets a tige 

ronde de 0" a }4", 

Le No 327 a un mandrin pour 

forets a tige carree de 0" a H"- 

Plate OD 3213. — Automatic 
feed device drill. No. 308 has a 
chuck consisting of a socket for 
holding H" round shank drills. 
No. 326 has a chuck for hold- 
ing round shank drills from 0" 
to M". 



No. 327 has a chuck for holding square shank drills 
from 0" to V2". 



No— No 
Chacune— Each 



308 
$5.25 



326 
8.00 



327 
8.00 



FOREUSE APPLIQUE 
POST DRILL 

Gravure OD 3214.— 

Foreuse avec arbre et 
fuseau en acier extra fort. 
A une table carree ajusta- 
ble a toute position, en 
montant ou en descen- 
dant. Perce jusqu'a 1 Vz'. 

Poids, 159 lbs. Poids 
emtaallee 170 lbs. 

Chacune $35.00 

Plate OD 3214. — Post 
drill with extra strong 
shaft and spindle. It has a 
square table which can be 
adjusted to any position 
up or down. 

Drill holes up to VA". 
Weight, 159 lbs. 
Weight crated, 170 lbs. 
Each $35.00 




OD 3214 
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FOREUSES ELECTRIQUES *'BLACK & DECKER" ELECTRIC DRILLS 




OD 3216 

Gravure OD 3216.— Foreuse complete avec mandrin 
a trois machoires pour tenir les forets droits a tige 
ronde jusqu'a M"- Fournie avec 7H pieds de cable 
electrique a double conducteur avec prise de courant. 

Poids 5 lbs. 

Chacune 



S36.00 



Plate OD 3216.— Drill complete with three jaw chuck 
for straight shank drills up to H", furnished with 7}.i 
feet of duplex electric cable with attachment plug. 

Weight 5 lbs. 

Each 



S36.00 




OD 3218 

Gravure OD 3218.— Foreuse complete avec poignee 
beche formant plaque de conscience, mandrin a trois 
machoires pour forets a tige droite jusqu'a 5^". Four- 
nie avec 15 pieds de cable electrique a double conduc- 
teur avec prise de courant. 

Capacite, acier: H" a M". Capacite, bois: H" a H". 

Poids, 22 lbs. 

Chacune $98.00 

Plate OD 3218. — Drill complete with combination 
spade handle and breast plate, three jaw chuck for 
straight shank drills up to ^", 15 feet duplex electric 
cable and attachment plug. -^ 

Capacity in steel: Vs" to ^A". 

Capacity in wood, }4" to ^". 

Weight. 22 lbs. 

Each S98.a0 




OD 3217 

Gravure OD 3217. — Foreuse complete avec poignee 
beche formant plaque de conscience et ayant mandrin 
a trois machoires pour les forets h tige ronde de 0"aH", 
pour I'acier, et 0" a jj-i" pour bois dur, poids 15 lbs. 
Fournie avec 15 pieds de cable electrique. 

Chacune S78.00 

Plate OD 3217. — Drill complete with combination 
spade handle and breast plate, and three jaw chuck for 
straight shank drills up to If for steel and 0" to ^i" 
for hardwood. Furnished with 15 feet duplex electric 
cable with attachment plug. Weight, 15 lbs. 

Each S78.00 




OD 3219 

Gravure OD 3219.— Foreuse complete avec poignee 
beche formant plaque de conscience, douille conique 
Morse No 2 pour forets a tige conique de 37/64" a %", 
15 pieds de cable electrique a deux conducteurs et 
prise de courant. 

Capacite, acier: 1/16" a J^". 

Capacite. bois dur: 1/16" a 1^"- 

Poids, 25 lbs. 

Chacune $118.00 

Plate OD 3219. — Drill complete with combination 
spade handle and breast plate. No. 2 Morse taper 
socket for taper shank drills from 37/64" to K".15 feet 
of duplex electric cable %vith attachment plug. 

Capacity, steel: 1/16' to Vs". 

Capacity, hardwood: 1/16" to IH"- 

Weight, 25 lbs. 

Each $118.00 
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PORTE-FOREUSES 
DRILL STANDS 




Gravure OD 3222.— Porte- 

foreuse Black & Decker : 
Modele'extra-fort pour fo- 
reuses de ^'^ >^", 9/16", 
H" et j^". 

Pouretabli S38.00 

Modele applique 44.00 

Modele leger, pour foreuse de 
14", pouretabli 18.50 

Plate OD 3222.— Biack & 
Decker drill stand. Extra- 
R heavy model for %", W^ 
IJ 9/16", Vs" and Vs" drills. 

tM Bench stand S58.0O 

Post stand 44.00 

Light model for J4" (JnH- 
bench stvle 18.50 



OD 3222 



affCteur electrioue 
electric grinder 




OD 3223 

Gravure OD 3223.— Un affuteur ideal pour I'etabli. 
pour affutage d'outils, meulage ou pohssage. 

Roues, 6" X W, Vitesse sans charge, 3,600" tours a la 
minute. Complet avec garde-roues, 2 porte-outils, 
cable electrique, prise de courant et interrupteur. 

Folds 38 lbs. 

Chacun $60.00 

Plate OD 3223. — An ideal bench grinder; for sharpen- 
ing tools, grinding and polishing. 

"Wheels, 6" x W', no load speed 3,600 R.M.P. Com- 
plete with two wheel guards, two tool rests, electric 
cable with attachment plugs, and electritT switch. 

Weight 38 lbs. 

Each $60.00 



AFFUTEURS D'EMERI 
EMERY GRINDERS 




OD 3224 

Gravure OD 3224.— Get affuteur s'adapte tout parti- 
culierement aux ateliers ou boutiques qui n'ont pas de 
force motrice. 

La roue d'emeri a 7" x IJ4"; il est pourvu d*un porte- 
outil; il pese 22 lbs. 

Chacun $18.00 

Plate OD 3224.— This grinder is particularly adapted 
for use iin shops which are not provided with power. 

The emery wheel is 7" x 1}^", an adjustable tool rest 
is provided. Weight 22 lbs. 

Each $18.00 




jTrrii 



OD i225 

Gravure OD 3225,— Cet affuteur est tres fort et tres 
durable. II est pounm d'un porte-outil ajustable et 
d'une roue emeri de 5" de diametre par 1" d'epaisseur- 

C'est un bon compagnon dans Tatelier, 

Chacun V SIO.OO 

Plate OD 3225.— This grinder is very strong and very 

durable. It is fitted with an adjustable tool rest and 
a 5" diameter by 1" thick wheel. 

It is a good companion for the repair shop- 
Each SIO.OO 





V 




1 



xA.^^'^if^J^i^, 




\ 





MEULES D'EMERI 
EMERY WHEELS 



PIERRES A AIGUISER ^ 
SHARPENING STONES 





OD 3228 
MEULES D'EMERI — EMERY WHEELS 



Diam. 

en pees. 
Diam. 


H.paisseur c es roues en pouces 


— ThicI 


aiess of 


whee s in 


inches 


















inches 


H 


V2 


H 


1 


IM 


13^ 


1?4 


2 


1 


S0.40 


SO. 50 


SO. 60 


SO. 70 


SO. 80 


$0.95 


S1.05 


SI. 15 


2 


0.60 


0.75 


0.90 


1.00 


1.15 


1.30 


1.45 


1.60 


3 


0.80 


1.00 


L20 


1.45 


L56 


1.85 


2.10 


2.30 


4 


1.10 


1.40 


L65 


1.95 


2.55 


2.25 


2.80 


3.10 


5 


1.50 


1.90 


2.25 


2.65 


3.00 


3.40 


3.80 


4.15 


6 


1.90 


2.40 


2.90 


3.40 


3.90 


4.45 


4.95 


5.40 


7 


2.30 


2.95 


3.60 


4.30 


4.95 


5.60 


6.30 


6.90 


8 


2.70 


3.55 


4.40 


5.20 


6.10 


6.90 


7.80 


8.60 


9 


3.10 


4.15 


5.20 


6.30 


7.40 


8.40 


9.50 


10.60 


10 


3.60 


4.90 


6.20 


7.50 


8.90 


10.20 


11.50 


12.80 



OD 3229 

Gravure OD 3229.— Pierre a ai- 

guiser; une face rude, une douce, 
pour I'aiguisage des outils. 

Prix sur demande. 

Plate OD 3229.— Sharpening 
stones; one face coarse, the other 
face is fine for sharpening all tools. 

Price on application. 



VILEBREOUINS — BIT BRACES 



Gravure OD 3230.— Vilebrequin a 
cliquet dissimule. Nickele, manche 
et tete en cocobolo; tete roulant sur 
billes. 

Portee 8" 10" 12" 14" 
Chacun S7.40 7.60 8.00 9.20 




Plate OD 3230.— Concealed rat- 
chet brace. Nickel-plated, cocobolo 
head and handle, ball bearing head. 



Sweep 
Tf^^ Each 



8" 10" 12" 14" 
S7.40 7.60 8.00 9.20 



OD 3230 



HAROENEO STEEL 
SHELL ANOJftWS 



A0JUSTA9LE 
COLLAr?S 




f^OLLER GEARING 
STQCL CLAD HEAD 



! 



PAiT0<T RATCHET 
LQMS TOOL STEEL 
DOGS WITH |A"B1TE 





DROP GORGED SOCKET 



OD 3231 

Gravure OD 3231.— Vilebrequin extra-fort pourvu 
d'un nouveau mandrin et d'un puissant mecanisme a 
cliquet capable de resister aux plus durs usages; 
poignee en bois de rose, tete tournant sur billes. 

Plate OD 3231. — Heavy duty brace equipped with a 
new universal chuck and a very powerful ratchet 
mechanism capable of meeting the severest require- 
ments. 



OD 3232 

Gravure OD 3232. — -Vilebrequin d'angle nicUele; 
machoires universelles en acier forge; poignee et tete en 
cocobolo, tete roulant sur billes. 



Portee 
Chacun 



8" 
$12.00 



10" 
13.00 



Plate OD 3232. — Corner brace, nickeled; forged steel 
universal jaws, cocobolo head and handle; ball bearing 
head. 



Portee 

Chacun 



10" 
SIO.OO 



12" 
11.80 



Sweep 
Each 



Sweep 
Each 



-8" 
S12.00 



10" 
13.00 
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MANCHES A ROCHET — RATCHET! HANDLES 




OD 3234 

Gra^re OD 3234.— R'lanche a rochet Kevstone avec 
bati et douiile en acier forge. Manche a tige interne 
changeant le rochet ; avec rochet pour forets a ti^e coni- 
que; manchon pour forets a tige carree et douilie 
courte pour forets a tige carree. 

Plate OD 3234.— Keystone ratchet handle with forged 
steel body and socket. Handle with center rod for 
reversing ratchet. With ratchet for taper shank drills, 
sleeve for square shank drills, and short socket for 
square shank drills. 

Nos. 

Length 
Eacli 



Nos 


51 


52 


53 


Longueur 


10" 


14" 


16" 


Chacun 


S21.70 


25.20 


28.00 




ll'li'niN^llLHtfi 

OD 3236 

Gravure OD 3236. — Manche a rochet de bonne qua- 
lite au fini brillant. Pi^ur forets a tige carree de ^", 
manchon rond, longueur. 14". 

Chacun $10.50 

Plate OD 3236.— Best quality steel, all bright finish. 
For ^" square tapered shank drills; round sleeve. 
length, 14". 

Each $10.50 

fiOUERRES EN PER 

Gravure OD 3238:— Equerres ordinaires en fer. 

Dimensions— Pouces l}4x2A 2x24 

Chacune si.oo 1.50 

IRON SQUARES 

Plate OD 3238:— Plain iron squares. 

Sizes— Inches. l}4x2A 2x24 

Each $1.00 1.50 




OD 3235 

Gravure OD 3235. — Manche a rochet reversible 
Keystone, avec bati et douilie en acier forge. Manche 
avec tige interne changeant le rochet. Pour forets 
Morse a tige conique 59/64" a IJ^". 

Nos 22 

Longueur de manche 14" 

Chacun $16.20 



23 

16" 
18.20 



Plate OD 3235. ^Keystone reversible ratchet handle 
with forged steel body and socket. Handle with center 
rod for reversing ratchet. For Morse taper shank 
drills 59/64" to I14". 

Nos 

Length of handle 

Kach 



22 


23 


14" 
S16.20 


16" 
18.20 



N?20 



rVl_l£ikBi(T1S 



|T^ HBP III ■ 




OD 3237 

Gravure OD 3237. — Equerre en acier durci, speciale- 
ment recommandee comme equerre reguliere. 

Plate OD 3237. — Hardened steel square specially 
recommended as a standard square. 



Longueurs de lames — Pees 
Length of blade — Inches 

6 

9 
12 
15 
18 
24 



Chacune 
Each 

$9.00 

13.50 

18.00 

30.00 

34.50 

45.00 
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CALIBREURS A FORETS ET A FILS DE FER — WIRE AND DRILL GAGES 



I ! ! ! 1 * 



o o o O O O 



oQQOQOQOOqN 

6 66 b'o^doo'' 



OD 3240 

Gravure OD 3240. — Ce calibreur 
indique les grosseurs en 64ieme, tie 
1/16" jusqu'a M"- 
Largeur 2 5/16", longueur 6H"- 

Chacun $4.10 

Plate OD 3240.— Drill gage show- 
ing sizes from 1/16" to 3^", varying 
by 64ths. Width 2 5/16, length 





4i^>.. 



OD 3241 

Gravure OD 3241. — ^Calibreur a 

fil de fer officiel americain. 
No a 36. 



Each 



$4.10 



Chacun 



$4.25 



CALIBREUR A PAS DE VIS 
m [SCREW PITCH GAGE 



Plate OD 3241.— American stand- 
ard wire gage. 
No. to 36. 

Each $4.25 



OD 3242 

Gravure OD 3242. — Calibreur Im- 
perial double pour hi de fer; dia- 
metre I^^h". epaisseur 3 16"; 
Fil de fer No 1 a 26. 
Chacun $2.75 

Plate OD 3242.— Imperial double 

wire gage diameter 1^", thickness 

3/16". 

No. 1 to 26 wire. 

Each $2.75 

CALIBREUR D'EPAISSEUR 
THICKNESS GAGE 








GABARIT 
CENTER GAGE 





OD 3243 

Gravure OD 3243.— Marquant les 
pas de vis de 4 a 30. 



OD 3244 

Gravure OD 3244. — Gradue en 
14ieme, 20ieme, 24ieme et 30ieme. 



Chacun $2.25 Chacun S0.75 



Plate OD 3243.— Has all pitches 
from 4 to 30. 



Plate OD 3244.— Graduated in 
14ths, 20ths, 24ths and SOths. 



Each $2.25 Each 



$0.75 



OD 3245 

Gravure OD 3245.— La grandeur A 
de ce calibre a neuf feuilles. 0015, 
002, 003, 004, 006, 008, 010, 012, 
015. La grandeur B les memes, 
moins 015. 

Plate OD 3245.— The size A of this 
gage has nine leaves, 0015, 002, 003. 
004, 006, 008, 010, 012, 015. The 
size B has the same leaves, except 
015. 

Chacun A $2.25 

Chacun B 3.75 

Each A 52. 25 

Each B 3.75 




COMPAS ET DIVISEURS 

"YANKEE" 
CALIPERS AND DIVIDERS 



No 73 — No. 73 



2^" 

3".. 

4".. 

5".. 

6".. 

8".. 
10" , . 
12".. 



Chacun 
Each 

, SI. 20 

.. 1.25 

.. L35 

.. 1.50 

.. 1.60 

.. 1.80 

. . 2.45 

. . 2.70 



No 79 — No. 79 

Chacun 
Each 

2^4" 51.50 



3" 
4" 

5" 

6" 

8" 

10" 

12" 



1.55 
1.65 
1.75 
1.80 
2.10 
2.70 
3.00 





UP 



N2 79 




OD 3246 



OD 3247 
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DIVISEUR, CISEAUX A BOIS, CISEAUX A FROID ET BEDANES 
DIVIDER, WOOD CHISELS, COLD CHISELS AND CAPE CHISELS 





OD 3250 



Gravure OD 3250. 

au creuset et treiiipe 


— Ciseau a bois, 


fait d'acier fondu 


Longueur 11" 

Couue H" 
Douzaine S10.40 


U" 

H" 

10.80 


11" 
1" 
13.00 


11" 11" 

1^" IM" 
13.70 17.35 


Plate OD 3250.— 

crucib e stee . 


Wood 


• 

chisels made of tempered 


Length 11" 

Cut ys" 

Dozen $10.40 


11" 

H" 

10.80 


11" 

1" 

13.00 


11" 11" 

iH" IV2" 

13.70 17.35 




^. 




OD 3248 

Gravure OD 3248.— 

Diviseur expansible, acier 
forge, 

Plate OD " 5248.— Wing 
divider, forged steel. 

Longueur Chacun 



Length 
5" 


Kach 
SI.OO 


6" 


1.05 


7" 


1.20 


8" 


1.30 


9" 


1.50 


10" 


1.75 


12" 


...... 2.00 



OD 3249 

Gravure OD 3249.— 

Ciseau a bois en acier 
octogone. 

Grosseurs Douz. 

1" SIO.OO 

IH" 12.00 

2" 15.00 

Plate OD 3249.— Octo- 

gon steel wood chisel. 

Sizes Dozen 

1 ' SIO.OO 

IK" 12.00 

2" 15.00 



OD 3251 

Gravure OD 3251 -^-Ciseau a bois pour plancher, fait 
d'acier octogone bien trempe. 

Longueurs 

Coupe 

Douzaine 



12" 


w 


2" 


2" 


$20.00 


24.00 



Plate OD 325L— Wood floor chisel, made of perfect 
temper octogon steel. 



Length 
Cut,. . 
Dozen . 



12" 


18" 


2" 


2" 


S20.00 


24.00 




SO^OlfhTT 



•^ 



'1K\".VMI 




OD 3252 



Gravure OD 3252. 

Largeur 3/16" 

Longueur 5" 

Douzaine $4.35 



iseau a froid en acier bien trempe. 
M" 5/16" 3, 

5.50 



Plate OD 3252 



5- 
4.35 



5" 
5.05 



5" 



K" 

6" 

6.50 



8.30 



Perfect tempered steel cold chisel. 

i/s" 1" Width 

8" BW Length 

9.40 12.30 15.60 Dozen 



7" 



^ 



rAEUlf*4.^g, 



OD 3253 



S 




Gravure OD 3253.— Bedane fait d'acier nickel: pointe 

diamant. 

Largeur %" 3/16" K" 5/16" 

Lon^eur 5" 5" 5" 5%" 

Douzaine S4.35 5.05 5.80 7.25 9.40 



OD 3254 



Gravure OD 3254.~Bedane en acier nickel. 



Wa" 



II 



II 



Plate OD 3253. — Diamond point nickel steel chisel. 
Width >8" 3/16" M" 5/16" ^^s 

Length 5" 5" 5" 534" 6M" 

Dozen S4.35 5.05 5.80 7.25 9.40 



Largeur H 

Longueur 5H" 

Douzaine 54.35 

Plate OD 3254. 

Width H" 

Length S^^" 

Dozen $4.35 



3/16" 

53'"->" 

5.05 



5.80 



6V^" 
7.25 



Nickel steel cape chisel. 
3/16" ^" ^" 

5J4" Wi &H' 
5.05 5.80 7.25 



'// 



'A" 

7" 

9.40 



'A" 

7" 

9.50 



8" 
17.40 



8" 
17.40 




IC'I P 



V 












1 — \ 



Gravure OD 3256. — Ciseau a bout rond; acier nickel. 

Diam. H" 3/16" M" 5/16" Y^' \4" %" 
Douz. $4.35 5.05 5.80 7.25 9.40 13.75 17.40 



Plate OD 3256. — Round nose chisel nickel steel. 

Diam. K" 3/16" K" 5/16" Y^' H" 

Doz. $4.35 5.05 5,80 7.25 9.40 13.75 17.40 



5^" 

y n 



Gravure OD 3257.^Poincon ^ bout rond de la 
meilleure qualite d'acier; diametre ^g". pointe '»i", 4" 
long. 

La douzaine $4.50 

Plate OD 3257.— Round nose punch made of hii^h 
grade steel; diameter i?s", point ,'^". length 4". 

Dozen $4.50 




OD 3258 



Gravure OD 3258. ^Ce poincon automaLique a un 
mecanisme frappant automaLiquement un coup selon 
la force desiree, s'il est bien place. 



Le type A a 5" de long, Y^' de diametre. 
Le type B a 6" de long, Y%' de diametre. 
A ..■....$3.60 B 



S4.50 



Plate OD 3258.— This automatic puncli contains 
a mechanism which automalically strikes a blow uf 
required force if in right position. 

Type A has 5" long and ,' 2" diameter. 
Type B has 6" long and Y^' diameter. 
A $3.60 B 



S4.50 





OD 3259 

Gravure OD 3259.— Pol ncf>n de ferblantier. acier 
octogone. Nos 00, 0, 1, 2, 3, 4, 5, 6, 7, 8 correspondant 
aux Nos de chasse-rivets. 

La douzaine $1.50 

Plate OD 3259. — -Tinsmith's punches, octogon steel. 
Nos. 00, 0, 1, 2, 3. 4, 5, 6, 7. 8 corresponding to holes of 
rivet set. 

Per dozen. $1.50 



OD .U60 

Gravure OD 3260.— Poingon de rcrblanlier. acier forRO 
au marteau; diametre ?s". lontrueur 4i.i", pointe de 
7,'64". N". 5/32". 

La douzaine $2.25 

Plate OD320U — Hammer forged steel tinsmith's punch. 
Length, 4 '4". diameter 3^". Furnished with 7/64", 
3-s", 5 32" points. 

Per dozen $2.25 




OD 3261 

Gravure OD 3261.— Pointjon a marqueur pour fer- Plate OD 3261.— Tinsmith's scratch awl 
blantier. 

La douzaine $4.50 Per dozen 



$4.50 



MESURE DU FERBLANTIER — TINSMITH'S RULE 




OD 3262 

Gravure OD 3262 — Mesure brevetee "MaRic" Plate OD 3262.— Magic rule, a great labour-saving tool 

epargnant beaucoup de temps a tout atelier de fer- for every tin shop 
blantier. ^ 



Chacune 



$18.00 Each $18.00 



V 




if± 



[=] 




!> 



liJiHf' 






['■ 



li ifl ■! ^v 




r 



7 \ 



^ 



t 



POINCONS EMPORTE-PIECES - HOLLOW PUNCHES 



Gravure OD 3264.— En acier 
fondu et forge. 




Plate OD 3264.— Made of forged 
cast steel. 



OD 3264 



7/16" 
$13.00 



13.70 



Prix a la douzaine Grosseurs — Sizes - Price per dozen 

9/16" Vs" 11/16" H" 13/16" Vs" 15/16" 1" 11/16" 13^" 13/16" IH" 

14.4:5 15.15 15-90 16.60 17.35 18.05 18.81) 19.50 20.95 23.85 27.45 31.75 



CISEAUX MATOIRS — CAULKING CHISELS 

Acier Octogone 54" — H" Octogon Steel - 




OD 3265 

Gravure OD 3265.— Type trapu. 

La douzaine $5.50 

Plate OD 3265.— Stub type. 

Per dozen $5.50 



Gravure OD 3267.— 

Court ciseau a filoche. 

La douzaine $5.50 




OD 3266 

Gravure OD 3266. ^Type regulier. 

La douzaine 55.50 

Plate OD 3266.— Regular type. 

Per dozen $5.50 



Plate OD 3267.— 

Short yarning chisel. 

Per dozen $5.50 



OD 3267 




OD 3268 

* 

Gravure OD 3268.— Long ciseau a filoche. Plate OD 3268.— Long yarn chisel 
La douzaine $6.00 Per dozen 



$6.00 




OD 3269 
Gravure OD 3269.— Long ciseau a garniture. Plate OD 3269.— Long gasket chisel. 
La douzaine , S7-20 Per dozen 



$7.20 



Gravure OD 3270.— Court 
ciseau a garniture. 

La douzaine $6.90 



<^=^ 




Plate OD 3270.— Short gasket 
chisel. 

Per dozen $6.90 



OD 3270 
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CISEAUX MATOIRS — CAULKING CHISELS 

Acier Octogone %" — %" Octogon Steel 



OD 3272 

Gravure OD 3272.— Plate OD 3272. 

Droite ou gauche. Right or left. 



OD 327.? 



Gravure OD 3273. 

Droite ou gauche. 



Plate OD 3273.— 

Right or left. 



La douzaine S6.30 Per dozen S6.30 La douzaine .... $10.20 Per dozen 



S10.20 




OD 3274 

Gravure OD 3274.— Plate OD 3274. 

Ciseau a garniture. Gasket chisel. 



Gravure OD 3275.— 

Pour coins. 



La douzaine. , .S10.50 Per dozen SlO-50 La douzaine. . , ,S10.50 Per dozen 




OD 327*. 



Gravure OD 3276. 

Ciseau de crihlage. 



Plate OD 3276. 

Picking chisel. 



OD 3277 

Gravure OD 3277.— Plate OD 3277.— 
Fer en S. S iron. 




OD 3275 

Plate OD 
For corners. 



.$10.50 



La douzaine 



$7..S0 Per dozen $7.50 La douzaine S19.50 Per dozen S19.50 





OD 3278 

Gravure OD 3278.— Fer de gorge. 
La douzaine 



Plate OD 3278.— Throat iron. 
Per dozen 



$7.50 



S7.50 



OD 3279 

Gravure OD 3279.— Fer etendeur. 
La douzaine 



Plate OD 3279.— Spreading iron. 
Per do2en 



$5.70 



$5.70 
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CISEAUX MATOIRS — CAULKING CHISELS 

Acier Octogone %" — %" Octogon Steel 



Gravure OD 
3280. — Long 
ciseau courbe. 
La douzaine - . . 
512.00 




OD 32S0 



Plate^OD 3280. 

—Long bent 
chisel. 

Per dozen 

$12.00 




Gravure OD 3281.— En 
Ugne, droice et gauche. 

La douzaine §7.50 




Plate OD 3281.— 

Straight, right and left. 

Per dozen $7.50 




S?^7„°^ ^^^^•—^^'^ plafonmer fait d'acier de Flare OD 3282.— Ceiling iron made of J^" x ^" steel 
La douzaine $22.50 Per dozen 522.50 



G ravure OD 
32S3. — Fer pour 
enfoncemerit: 
ader %", long: 
16". 

Ladouz. S33.00 




Plate OD 3283. 
— Recess iron; 
%" steei. 16" 
long. 

Per doz. .S33.O0 




OD 32S4 

Grayure OD 3284 —Ciseau a tuile fail du meiUeur Plate OD 32S4.^Tile chisel madeof the best tool steel" 

aaer a outil; -i ae long-jeur. 4" long. 

DimensicKis 3 16" %" 5 16" H" Sizes 3 16" V" 516" ^i" 

La douzaine S2.50 2.60 2.75 3.00 Per dozen S2.50 2.60 2.75 3.60 



Gravure OD 32S5.— Gouges a 
bois en acier. 

Largeur 1^" 1" 

La douz- $9?00 12.00 




OD 32S5 



Plate OD 3285.— ^Steel 
gouges. 

Width ^" 

Per dozen $9.00 



wood 

1" 

12.00 



TIGES PLIEUSES 

Gravure OD 3286.— Acier de 
3-2" et de 9 16". 

J4"t la douzaine $4.50 

9 16", la douzaine 6.00 



BENDING PINS 

Plate OD 3286.—} o" and 9 16" 

steeL 

H"' per dozen S4.50 

9/16". per dozen 6.00 



OD 3286 OD 32S7 OD 328S OD 3289 



I ^ 
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OD 3290 








Dimensions, pouces 


1" 


IH" 


VA" 


2" 


Sizes, inches 


La douzaine 


$10.00 


12.00 


15.00 


18.00 


Per dozen 



CROCS D'ALESAGE 



SHAVE HOOKS 




OD 3291 



La douzaine S5.50 




Gravure OD 3293.— Ta- 

rauds d'alesage. Regulier ou 
type New York, tel qu'illus- 
tre. 

Le type Philadelphie non 
illustre, est droit. 

La douzaine S5.70 



DEGROSSISSEURS 




OD 3292 

Per dozen $5.50 



Plate OD 3293.— Tap borers. 
Regular or New York pat- 
tern: as illustrated. Phila- 
delphia pattern not illustrated 
is a straight type. 

Per dozen S5.70 



OD 3293 



DRESSERS 



Gravure OD 

3294.— En bois 
de cornouiller. 

Douzaine.$25.50 



DfiBOSSEURS 

Gravure OD 3295. 
—En bois de cor- 
nouiller. 

Douzaine.. , 525.00 




Plate OD 3294. 

^In dogwood. 

Dozen. . .$25.50 



OD 3294 





W'.'JOHMSOU^ 





TOUPIE D'f,BAUGHAGE 
TURN PIN 

Gravure OD 3286.— En bois de 
cornouiller; diametres: 2}4", 
2y2" et 2K"- 

Plate OD 3296.— In dogwood, 
sizes: 2K", 2^" and 2^/4"- 

La douzaine 
Per dozen 

2}4" S6.75 

2}4": 7.00 

234" 7.25 



BOSSING STICKS 

Plate OD 3295.— 

In dogwood. 

Dozen $25.00 



TAMPON REPOUSSOIR 
JDRIFT PLUG 

Gravure OD 3297.— En bois de 
cornouiller; diametres: 1", IM". 
lH"et 2". 

La douzaine $2.40 

Plate OD 3297. — In dogwood; 
sizes: 1", IK". I^"and2". . 

Per dozen $2.40 




OD 3296 



OD 3297 
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PLOMB DE SONDE 
PLUMB BOB 

Gravure OD 3298. 

Petit, la douzaine. S2.00 

Gros, la douzaine 3.00 

Plate OD 3298.— 

Small, per dozen $2.00 

Large, per dozen 3.00 



BOITES A GRAISSE, RESINE et FLEUR 
GREASE, ROSIN AND FLOUR BOXES 




OD 3298 




OD 3299 



Gravure OD 3299. 



PORTE-BOUGIE 

Gravure OD 3300.— Porte- bougie. 
La douzaine S4.50 

CANDLE-HOLDER 



OD 3300 



Plate OD 3300.— Candle-holder. 

Per dozen S4.50 



No 

Dimensions 

Chacune 

Plate OD 3299. 



No 

Dimensions 

Each 



Cuivre mince 

1 2 

5Hxl^" 53/4 X 2" 
$1.65 2.10 



6M X 2%" 
2.50 



Light brass 

1 2 

5H^1H" 5%x2" 
S1.65 2.10 



2.50 



LINGES ESSUYEURS ET MIROIRS — WIPING CLOTHES AND MIRRORS 




rrr-3 
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OD 3301 



OD 3302 



OD 3303 



ESSUYEURS EN MOLESKIN — MOLESKIN WIPERS 
Gravure OD 3301 — Plate OD 3301 

Grandeurs regulieres 2" x 2" 2M" x 2^" 3" x 3" 33^" x 3M" 4" x 4" 
La douzaine S4.20 4.80 6.30 6.90 9.00 



Grandeurs regulieres 
La douzaine 



ESSUYEURS EN COUTIL — TICKING WIPERS 
Gravure OD 3302 — Plate OD 3302 

2" X 2" 23^" X 2j^" 3" X 3" 3}A" x 3J^" 4" x 4" 
S3.00 4.30 4.70 5.10 6.30 



Regular sizes 
Per dozen 



Regular sizes 
Per dozen 



MIROIR DU PLOMBIER— PLUMBER'S LOOKING GLASS 

Gravure OD 3303 — Plate OD 3303 

Chacun S0.50 Each 



$0.50 



CEINTURES DE COULEE 
EN AM I ANTE 

Gravure OD 3304. 

No Grosseurs Pour tuyau de 

1 H" carre 2", 3" et 4". 

2 H" carre A", 5" et 6". 

3 1" carre 6", 8" et 10". 

4 I" carre 10, 12 et 14". 



Numeros 
Chacun 




ASBESTOS JOINT 
RUNNERS 



Plate OD 3304. 

No Sizes 

1 ^"sq. 

2 H" sq. 

3 1" sq. 

4 1" sq. 



Numbers 
Each 



For pipe of 

2". 3" and 4^ 
4". 5" and 6". 
6, 8 and 10". 
10,12andl4". 
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CREUSETS DE PLOMBIER, PORTE-CREUSET, CUILLERES DE FUSION 

PLUMBERS' POT, POT HOOKS, MELTING LADDLES 






OD 3307 

Gravure OD 3307.— Porte-creuset. 

Chacun S0.35 



ti p 



a 



V 



Gravure OD 3307.— Pot hook. 
Each 



$0.35 



OD 3306 



Gravure OD 3306.— Creuset en fonte. 
Plate OD 3306.— Cast iron pot. 




No 
No. 

1 
2 
3 

4 



Diam. 
Diam. 

4" 

5" 

6" 

1" 



Chacun 
Each 
$1.00 
1.10 
1.25 
2.00 
3.00 



No 
No. 
5. 
6 
7 
S 



Diam. 
Diam. 
9" 
10" 
12" 
13 i^" 



Chacun 

Each 

$4.00 

5.00 

9.00 

11.00 



OD 3398 

Gravure OD 3308. — Cuillere de fusion. 
Plate OD 3308.— Melting laddies. 



2H" 
S0.70 



Grandeurs — Sizes 
3" 3^" 4" 

0.80 0.95 1.10 

Chacune — Each 



5" 
1.50 



6" 
1.75 



MATRICES A OREILLONS — TACK MOLDS 





OD 3309 OD 3309 

Gravure OD 3309.— Matrices a oreillons. Plate OD 3309.— Tack molds. 

La paire S2.00 Per pair 

MOULES A^SOUDURE — SOLDER MOLDS 



S2.00 








nzL 



OD 3310 

Gravure OD 3310. — Pour barres de soudure demi- 

rondes. 

Chacun §3.60 

Plate OD 3310.— For half-round bars. 

Each $3.60 



OD 3311 

Gravure OD 3311. 

Pour 2 barres, chacun Si. 35 

Pour 4 barres, chacun L80 

Plate OD 3311. 

For 2 bars, each SI. 35 

For 4 bars, each 1-^** 
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FERS A SOUDER 
SOLDERING IRONS 






)~i 



POIGNEE DE PER A SOUDER 
SOLDERING IRON HANDLES 





OD 3312 

Gravure OD 3312. — Fers a souder a pointe de cuivre. 

3 lbs a la paire et plus pesants, lb SO. 55 

2)4 lb a la paire, lb 0..58 

2 lbs a la paire, lb 0.62 

1 >^ lbs a la paire, lb 0.68 

1 lb a la paire, lb .74 

Gravure OD 3313. — Poignee de far a souder. 

La douzaine Sl-00 



OD 3313 

Plate OD 3312. — Soldering iron with copper points. 

3 lbs. per pair and heavier, lb $0.56 

2}/^ lbs. per pair, lb o.58 

2 lbs. per pair, lb " ' o.62 

yA lb. per pair, lb o.68 

1 lb. per pair, lb o.74 

Plate OD 3313.--SQldering iron handle. 
Per dozen 



Sl.OO 



FERS A SOUDER feLEGTRIQUES - ELECTRIC SOLDERING IRONS 





OD 3314 

Gravure OD 3314, — Fers a souder electriques, les plus 
simples et les meilleurs; toutes pieces interchangeables. 
Foumis avec fil mercerise de 6 pieds. Fini nickel, bout 
en cuivre. 



OD 3315 

Plate OD 3315.— Electric soldering irons, the most 
simple and the best; all parts interchangeable. Fur- 
nished with 6 feet mercerized cord and socket plug. 
Nickel finish, copper tip. 



Gravure OD 3314 — Plate OD 3314 



Mumero 

1 

2 

O 


Diam. du bout 
Diam. of Tip 
1" 

IK'' 


T,ong. tota e 

Length overall 

13" 

14" 

16" 


Watts 

150 
200 
300 


Poids, lbs 
Weight, lbs. 

lA 
2 

3K 


Chacun 
Each 

$14.00 
16.00 
18.00 


Number 

1 
2 
3 






Gravure OD 3315 — Plate 


OD 3315 






Numero 
10 


Diam. du bout 
1 Mam, of Tip 


Long, totale 
Length overa 1 


Watts 
100 


Poids, lbs 
Weight, lbs. 

i-A 


Chacun 

Each 

$14.00 


.'dumber 
10 



iBARBOIRS DE SIEGE DE 
' ROBINETS 

Gravure OD 3316. — Pour robinets, 
avec filetage exterieur. Quatre cou- 
teaux fournis avec chaque apparei!. 

Chacun 53.00 

Gravure OD 3316A.— Pour robinets 
etsoupapes; filetage interieur et exte- 
rieur, quatre couteaux fournis avec 
chaque appareil. 

Chacun $4.00 




FAUCET SEAT DRESSERS 

Plate OD 3316.— For faucets, with 

outside threads. Four cutters with 
each outfit. 



Each 



$3.00 



Plate OD 3316A.— For faucets and 
valves; with inside and outside threads. 
Four cutters furnished with each 
outfit. 



Each 



$4.00 



OD 3316 





' 



1 






M 



!> 




f\ 




7 ^ 



OBTURATEURS D'EPREUVE — TESTING PLUGS 



Gravure OD ^317.— Obturateurs d'e- 
preuve, pour tuyau de fonte a renvoi. 

Pour tuyau. de 
2" 3" 4" 5" 6" 8" 

$1.50 1.90 2.35 3.00 3.75 6.75 

Chacun 

OD 3317 




Plate OD 3317.— Testing plugs, for soil 
pipe. 

For pipe of 
2" 3" 4" 5" 6" 8" 

SI. 50 1.90 2.25 3.00 3.75 6.75 

Each 




Gravure OD 3318.— Obturateurs d'epreuve double, 
Grosseurs 2" 3" i" 

Chacun §4.00 6.00 8.00 



OD 3318 



5" 
12.00 



Plate OD 3318 
6" 8" 

16.00 18.00 



■Double testing plugs. 

10" Sizes 

22.00 Each 



B*' 'i "I 'If ' 






Gravure OD 3319-— Obturateurs 
doubles pour branchement Y; tout 
obturateur de 3" et plus a une pri^^e 
d'eau pour le remplissage de la 
conduite de fonte k eprouver. 



Gros- 


Chacun 


Gros- 


Chacun 


seurs 




seurs 




2" 


S4.50 


6" 


S16.00 


3" 


7.00 


8" 


18.00 


4" 


9.00 


10" 


22.00 


5" 


12.00 








Plate OD 3319.— Double testing 
plug for Y branch; the three inches 
and larger plug have water con- 
nection for filling stack to be tested. 



Sizes 


Each 


Sizes 


Each 


2" 


S4.50 


6" 


S16.00 


3" 


7.00 


8" 


18.00 


4" 


9.00 


10" 


22.00 


5" 


12.00 







OD 3319 



POMPE D'EPREUVE 
TESTING PUMP 




OD 3320 

Gravure OD 3320. — Faite de tube de cuivre, avec 
forte poignee en bois; manometre a boitier de fer et 
lunette de cuivre. 
Chacune $20.00 

Plate OD 3320.— Made of brass tubing; fitted with 
large wood handle and with guage with iron case and 
brass ring. 
Each $20-00 



POMPE ASPIRANTE ET 
FOULANTE 

SUCTION AND FORCE PUMP 

Gravure OD 3321, — Forte pompe 

pouvant aspirer 50 lbs et refouler 

100 lbs et plus; d'operation facile, 

elle est faite specialement pour 

enlever toute obstruction des appa- 

reils de plomberie. 

Pour toute ouverture de 5" et moins 

de diametre. 

Chacune " SI2.00 
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CD 3321 
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Plate OD 3321.— 

A powerful pump, with a suction 

of 50 pounds and a force of 100 

pounds or more. Easily operated, 

and made expressly for removing obstruction from 

plumbing fixtures. For any opening up to 5 inches 

diameter. 

Each :; S12.00 
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POMPES ASPIRANTES 
FORCE PUMPS 



Gravure OD 3322. — Pompe^aspi- 

rante en caoutchouc. 

No 1 2 

Diametre 3H" 4^" 

Douzaine $6.00 7.20 

Plate OD 3322.— Rubber force cup. 



No. 

Diameter 
Dozen 



1 

33-5" 
S6.00 



2 

■'4H' 
7.20 



OD 3322 




OD 3323 

Gravure OD 3323. — Pompe foulante en caoutchouc, 
dite compagne du plombier, s'adapte avec long manche. 

Nos 12 3 

Diametre 3H" 4" 6" 

Chacune SO. 60 0.80 1.00 

Plate OD 3323.— Plumber's frie.id rubber force cup; 
for long handle. 

Nos 12 3 

Diameter 3^" A" 6" 

Each $0-60 0.80 1.00 

DEBOUCHOIR DE BOL DE CABINET 
WATER CLOSET CLEARING MACHINE 

Gravure OD 3324.— 

Debouchoir a ressort. .^^ ^ 

Grandeur reguliere res- ^^ ^^ ■*"*'^'* 

sort 3 pieds. 

Chacun $5.50 fl—W 

Grandeur extra tongue 

6 pieds. 

Chacun S6.50 

Plate O D 3324.— 

Spring.* clearing ma- 
chine_'._regular 3 foot 
spring. 

Each 55,50 

ExtraWong 6 feet spring. 

Each S6.50 




NETTOYEUR DE TUYAU DE RENVOI 
WASTE PIPE CLEANER 




OD 3325 

Gravure OD 3325. — Nettoyeur flexible de tuyau de 
renvoi. Chacun 

No 8 pieds; ressort H" S3.00 



1 
2 
3 

4 



15 
25 
25 
50 



t 4 



t I 



t i 



i I 



Vs" 5.50 

H" 8.00 

9/16" 12.00 

9/16" 18.00 



Plate OD 3325. — Flexible waste pipe cleaner. Each 

No. 8 feet, H" spring $3.00 

1 15 " H" " 5.50 

2 25 " H" " 8.00 

3 25 '■ 9/16" " 12.00 

4 50 " 9/16" " 18.00 



DEBOUCHOIR FLEXIBLE D'EGOUTS 
SEWER FLEXIBLE CLEANER 




M<fl: 



OD 3326 
Gravure OD 3326.— Debouchoir flexible a ressort. 



Longueur, pieds 
Chacun 



15 
S6.50 



25 
9.00 



50 
16.00 



100 
30.00 



Plate OD 3326-— Flexible coil sewer cleaner. 

Length, feet 15 25 50 100 

Each $6.50 



9.00 



16.00 30.00 



DEBOUCHOIRS D'EGOUTS 
SEWER RODS 




OD 3327 

Gravure OD 3327. — Fiches faites de noyer de 1" de 
largeur par 3 ou 4 pieds de longueur, assemblees au 
moyen d'accouplement en fer malleable. 

Fiches de 4 pieds S2.25 

Fiches de 3 pieds : 2.00 

Plate OD 3327.— Rods made of hickory, one inch by 3 
or 4 feet lengths; coupled with malleable iron coupling. 

4 feet rods, each $2.25 

3 feet rods, each 2.00 
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DEBOUCHOIR D'EGOUTS *'COLEMAN" SEWER RODS 



Gravure OD 3328.— 

Pour nettoyer les 
egouts ou drains 
droits. Fait d'acier 
plat, a ressort et 
trempe a Thuile. 




Plate OD 3328.— For 

cleaning straight sew- 
ers or drains. Made of 
special oil tempered 
flat spring steel wire. 



Description OD 3328 

No 38— H" X 1/16" pour nettoyer les tuyaux de 2" a 4" No. 38 



Description 
H" X 1/16" for cleaning pipes from 2" to 4'' 



Longueurs, pieds 
Chacun 



25 50 

$4-00 6.00 

Description 

No 39—%" X y^" pour nettoyer les tuyaux de 4" a 6". 

Longueurs, pieds 25 50 

Chacun $5.00 7.00 

Description 

No 40 — IM" X W' pour nettoyer les gros tuyaux et 

egouts. 

Longueur, pieds 25 50 

Chacun S6.00 9.00 

Description 
No 42— IH" X }4" po'^r nettoyer les gros egouts^ 
Longueur, pieds 25 50 

Chacun S7.00 10.00 



feet length 
Each 



75 100 

8.00 10.00 

Description 
No. 39—%" X H" for cleaning pipes from 4" to 6". 

75 100 feet length 

10.00 14.00 Each 

Description 
No. 40^134" X H" for cleaning large pipes or sewers. 



75 
12.00 

No. 42 
75 
15.00 



100 feet length 

16.00 Each 

Description 
■1)4" X H" for cleaning the large sewers. 
100 feet length 

20.00 Each 




6 






OD 3329 
Gravure OD 3329.— 

Brosse a fournaise; avec 

manche metallique de 3^ 

pieds. 

No Douz. 

1 Brosse 3"x4"..,S 8.40 

2 Brosse 3K"x5".. 11.00 
Plate OD 3329.— Furnace 
brush; with 3H feet metal 
handle. 

No. Doz. 

1 Brush 3"x4",... SI .40 
2Brush3H"x5".. U.OO 



OD 3331 

OD 3330 Gravure OD 3331.— 

Gravure OD 3330.— Brosse ronde pour tube de 

Brosse a fournaise avec fournaise; brosse en fil 

manche en fer de 4 pieds. de fer. 

No Douz. No . Douz. 

lBrosse.lH"diam.S12.50 5 3K" diam S5.40 

2 Brosse, 2" diam. , 13.00 8 4" diam 6.00 

Plate OD 3330.— Furnace Plate OD 3331.— Round 

brush, with 4 feet iron boiler tube brush; steel 

handle. wire brush. 

No. Doz. No. Doz. 

1 Brush, m"diam.$12.50 5 334" diam $5.40 

2Bmsh, 2"diam...l3.00 8 4" diam 6.00 

, 525 



OD 3332 

Gravure OD 3332.— 

Brosse spiralee en fil de 
fer pour fournaise. 



Plate 


OD 3332.- 


—Round 


3oi er 


wire spira 


. brush- 


No 


Diam. 


Douz. 


No. 


Diam. 


Doz. 


1 


IM" 


S5.80 


2 


I'A" 


6.00 


3 


m" 


6.20 


4 


2" 


6.40 


5 


2M" 


6.60 


6 


'' ff 


6.80 


7 




7.00 


8 


4" 


7.20 
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NETTOYEURS A TUBES - TUBE CLEANERS 








OD 


3334 




OD 3335 




OD 3336 










FAVORI DE L'INGENIEUR 


INGALLS 


AVEC BROSSE 


INGALLS 




ENGINEER'S FAVORITE 


INGALLS 


WITH 


BRUSH 








Gravure OD 3334 — Plate OD 3334 










Pour tubes de 


1^" 


2" 


2K" 214" 2%" 3" 


3M" 


3^" 


4" 


Tubes 


Chacun 


$2.00 


2.00 


2.25 2.50 2.75 3.00 
Gravure OD 3335 — Plate OD 3335 


3.25 


3.50 


4.00 


Each 


Pour tubes de 


m" 


2" 


2H" 2M" 2^4" 3" 


3^" 


3H" 


4" 


Tubes 


Chacun 


S2.00 


2.00 


2.25 2.50 2.75 3.00 
Gravure OD 3336 — Plate OD 3336 


3.25 


3.50 


4.00 


Each 


Pour tubes de 


IH" 


2" 


2Ya" 2H" 2M" 3" 


3^" 


W2" 


4" 


Tubes 


C lacun 


S2.50 


2.50 


2.80 3.10 3.45 3.75 


4.10 


4.40 


5.00 


Each 



EVASEURS DE TUBE — TUBE EXPANDER 



Gravure OD 3337.— 

Evaseur a tube "Dud- 
geon" a rouleau; sans 
egai pour son fonction- 
ment. 




Plate OD 3337.— 

Dudgeon roller tube 
expander, unequalled 
for its operating qua- 
lity. 



Grandeur 
Size 
1" 

2K" 
Wi" 
IH" 

IK 
2 



/f 



OD 3337 

Chacun 

Each 
$10.00 

12.00 

13.00 

15.00 

17.00 

20.00 



Grandeur 
Size 

2K" 

2y2" 

2%" 
3" 

3M" 
3^" 



Chacun 
Each 

$25.00 
29.00 
34.00 
39.00 
44.00 
48.00 



Grandeur 
Size 
4" 

5" 
6" 
7" 



n 



Chacun 
Each 
S 58.00 
60.00 
75.00 
90.00 

110.00 



Gravure OD 3338.— Evaseur 

pour tuyau de plomb. 

La douzaine S59.00 




Plate OD 3338.— Lead pipe 
expanding tool. 

Per dozen : $59.00 



OD 3338 



COUPE- 
TUYAU 

DE 
PLOMB 

Gravure OD 

3339.— Manche 
et bati en fer 

malleable: cou- 
teaux en acier 
de quaiite. 



Chacun 




LEAD 

PIPE 

CUTTER 

Plate OD 3339. 

— Handle and 
frame are mal- 
leable iron; cut- 
ters are of qua- 
lity steel. 




ti 



r 



'I* 

A 



'^s^assssS: 



z::!^ 



r 



^ 





nj^ 



COUPE-TUYAU ^^SAUNDERS" PIPE CUTTER 




. 






OD 3340 








Numeros 


1 


2 


3 


4 


5 


Numbers 


Coupe-tuyau 


YQ"k-\.oi" 


Yt" a-to 2" 


2" a-to 3" 


2H"a-to4" 


4" a-to 6" 


Cuts pipe 


Complet, chacun 


$3.00 


$4.50 


Sll.OO 


S18.00 


$28.00 


Complete, each 


Tampon et Coupoir 


1.25 


1.75 


2.75 


3.50 


4.00 


Bloc V and Wheel 


Roues-Coupoirs, ch. 


.24 


.32 


.50 


.50 


.50 


Whee s, each 


Rou eaux, c lacun 


.24 


.32 


.50 


.50 


.50 


Roller, each 


Essieux, chacune 


.10 


.10 


.15 


.15 


.15 


Pins, each 



COUPE-TUYAU ''BARNES" PIPE CUTTER 




Numercs 
Coupe-tuyau 

Complet, cha. 
Roues-Coup oirs, 

ch, 
Essieux, cha. 



1 

3^ a-to 

1" 
$4.50 

0,25 
l.OJ 



2 
Ha-to 

2" 
$6.00 

0.30 
l.OtI 



1 Y a-to 

3" 

sio.oo 

0.40 
1.09 



OD 3341 

4 5 6 6J^ 7 

214 a-to 4 a-to 6 a-to 8 a-to 9 a-to 

4" 6" 8" 10" 12" 

S20.00 630.00 S40.00 $45.00 $50.00 



0.50 

2.0[» 



0.75 
2.0() 



0.75 
2.00 



0.75 
2.00 



0.75 
2.00 



Numbers 
Cuts pipe of 

Complete, ea. 

Cutters, each 
Pins, each 



COUPE-TUYAU '*VOSPER" PIPE CUTTER 



Gravure OD 3342. — Voici un 

vrai coupe-tuyau, a coupoirs, au 

lieu de roues-coupoirs. 

Les coupoirs sent tenus a 

I'interieur du tuyau au moyen 

de ressorts. 

Coupe le tuyau de H" a 2". 

Chacun §18.00 




OD 3342 



Plate OD 3342.— This is a real 
pipe cutter using cutting tools 
instead of cutting wheels. 

The cutting tools are fed into 
pipe by coil springs. 

Each §18.00 



COUPE-TUYAU "JARDINE" pipe CUTTER 



Gravure OD 3343. — Les coupe- 
tuyaux Jardine sont les plus 
simples, les plus rapides et les 
plus precis pour couper les 
tuyaux de 2]^" et plus. lis 
sont beaucoup plus efficaces s'ils 
sont operes par Tappareil-force 
Toledo. 




Plate OD 3343.— The Jardine 
pipe cutters are the simplest, 
quickest and most accurate for 
cutting off pipe of 2J^" and 
larger. Their efficiency is in- 
creased many times when operat- 
ed with a Toledo power drive. 



OD 3343 



No 


Capacite 


Poids, lbs 


Chacun 


4 


2y2" a 4" 


80 


S 68.25 


6 


21^" a 6" 


138 


95.00 


8 


4" a 8" 


145 


163.^0 



No. 
4 
6 
8 



Capacity 

2Yi" to 4 

zm' to 6 

4" to 8" 



ti 



n 



Weight, lbs. 
80 
138 
145 



Each 
% 68.25 
95.00 
163.80 
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FILIERES A TUYAU — PIPE STOCK AND DIES 



Gravure OD 3346.— Filieres a 
tuyau, a coussinets d'une piece. 





Plate OD 3346.— Pipe stocks. 

with solid dies. 



OD 3346 



Numeros 
Numbers 


Capacite 
Pouces 

Capacity 
Inches 


Grandeur de 

Coussinets 

Pouces 
Size of Dies 

Inches 


Prix 

Com- 
plete 
Price 

i:-ach 


Coussi- 
nets 
seuls 
Dies 
only 


Guida- 
ges seuls 

Guides 
only 


Ca^e- 

filieres 
com- 
pletes 
Stocks 
complete 


Poiejnees 

seules 

Handles 

on y 


Vis 
Screws 


Chassis 

de 
Coussi- 
nets 

Die 
Frame 



1 

3f2bras 1 
[J aims 

, /4 bras \ 
14 arms f 


H, a— to 1 ^ 
Ma— tol 
H a— to 1 
1 M a— to 2 

2 1 2 a— to 3 

214 a— to 3 


2 x2 X K 

2'2x2i'^x ^ 

3 X 3 X 3^ 

4 x4 X K 

5 X 5 xlK 

5 x5 xl^i 


ss.oo 

10.50 

9.50 

14.50 

35.00 
42.00 


$1.40 
1.60 
2.00 
2.50 

9.00 
9.00 


$0.30 
0.40 

0.60 
0.75 

2.00 
2.00 


$3.00 
3.50 
4.00 

8,50 

20.00 
26.00 


$0.75 
1.25 
1.50 
2.00 

3.50 
7.00 


$0.20 
0.30 

0.30 
0.30 

0.40 
0.40 


$0.30 
0.40 
0.80 

0.60 
0.60 



Gravure OD 3348.— Filieres a 
tuyau ajustables, type Arm- 
strong. 




Plate OD 3348.— Adjustable 
stock and dies, Armstrong type. 









OD 


3348 


-4 






Numeros 
Numbers 


Capacite 
Pouces 

Capacity 
Inches 


Prix 
Complete 

Price 
Comp ete 

S9.00 
12.00 
14.00 
21.00 

75.00 


Coussinets 

seu s 
Tlies only 


Guidages 

seu s 

Guides only 


Cage-filiere 

seule 
Stock only 


Vis de Col- 
let 
Collar Screw 


Vis d'ajuste- 

ment 

Adjusting 

Screws 


1 

2 

2H 

3 

7 


Yi a-to Vi 
H a-to 1 
H a-to IM 
1 a-to 2 
2 14 a-to 4 


SI. 60 
2.00 
3.50 
4.50 

20.00 


SO. 30 
0.40 
0.60 

0.75 
3.00 


$3.25 
4.00 
5.25 
7.00 

30.00 


$0.25 
0.30 
0.35 

0.50 
0.50 


$0.20 
0.25 
0.35 
0.40 
0.40 



FILIERES A TUYAU "JARDINE" PIPE STOCK AND DIES 






OD 3350 
No. 9 



OD 3351 
No. 11 



OD 3352 
No. IIR 
a Rochet— Ratchet 



Numeros 



Capacite, tuyau 
Nombre de coussinets 
Poids, lbs 
Prix, complete 
Coussinets, le jeu (4) 
Coussinets, le jeu (8) 
Manches, chacun 



'// 



a-to 3, 
4 
8 
$18.00 
2.00 
8.00 
0.60 



'/ 



11 



1" a-to 2" 
4 
21 
S24.00 
2.50 
10.00 
1.00 



IIR 



1" a-to 2" 

4 

26 

$30.00 

2.50 

iO.OO 

1.00 



Numbers 



Capacity, pipe 
Number 6f dies 
Weight, lbs. 
Price, complete 
Dies, single set (4) 
Dies, complete set (8) 
Handles, each 



Prix des autres pieces de rechange, sur demande. 



Prices of other repair parts, on request. 
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FILIERES A TUYAU ''JARDINE'' PIPE THREADING TOOL 



Gravure OD 3354. — Appareil engrene 
et ajustable "Jardine". 

Rochet et croix motrice fournis avec cet 
appareil. Vis de commande et engrenages 
recouverts. 




Plate OD 3354.— Jardine geared adjust- 
able tool. 

Ratchet and driving cross supplied with 
this tool. Leading screw and gears 
encased. 



Numero 
Number 



22 



Capacite, tuyau 
Capacity, pipe 



2^" a— to 4" 



Poids d'expeii- 

tion 
Shipping Weight 

100 lbs. 



OD 3354 

Prix Complet 
Price Complete 



S73.50 



Coussinets seuls, 

jeu de 5 
Dies only, set of 5 

S8.75 



Coussinets, jeu de 

10 

Dies, set of 10 

S16.00 




c^@@ 



OD 3355 

No. 1 

Gravure 00 3355. — Filiere a tuvau ajustable; filetant 

de 1" a 2". 

Poids d'expedition, 21 lbs. 

Chacune, complete $15.75 

Coussinets seuls, le jeu de 4 2.50 

Prix des autres pieces fournis sur demande. 

Plate OD 3355. — Adjustable pipe die stock, threading 
from I" to 2". 
Shipping weight, 21 lbs. 

Each, complete S15.75 

Dies only, set of 4 2.50 

Price on application for other repair parts. 




OD 3356 

No. lA 

Gravure OD 3356.— Filiere ajustable a rochet, filetant 
de 1" a 2". 

Poids d'expedition, 27 lbs. 

Chacune, complete $19.65 

Coussinets seuls, jeu de 4 2.50 

Prix fournis sur demande pour autres pieces de rechange. 

Plate OD 3356.— Adjustable ratchet threading tool- 
threading from 1" to 2". 
Shipping weight, 27 lbs. 

Complete, each S19.65 

Dies only, set of 4 2.50 

Price on application for all other repair parts. 



FILIERES A TUYAU "TOLEDO" PIPE THREADING TOOL 



Gravure OD 3357. — Appareil ajus- 
table engrene pour les gros tuyaux. 

II n'y en a pas d'autres superieurs 
en vente. 




Plate OD 3357.— Geared adjust- 
able threading tool for larger sizes 
of pipe. 

These have no superior on the 
market. 



Numero 
Number 

2 

2^ 
2J^A 
3 
4 



Capacite 

Capacity 

2H" a— to 4" 
21^" a— to 6" 
4H" a— to 6" 
4J^" a— to 8" 
9" a— to 12" 



OD 3357 

Poids d 'expedition, lbs 
Shipping Weight, lbs. 

100 
200 
160 
245 . 
385 



Prix, complete 
Price, complete 

■■ S 68.25 
157.00 
132.50 
204.75 
341.25 



Coussinets seuls, 

jeu de 5 

Dies only, set of 5 

$ 8.75 

12.80 

12.80 

12.80 

22.00 
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FILIERES A TUYAU ''JARDINE" PIPE THREADING TOOLS 





OD 3360 

No. 20 

Gravure OD 3360.— Filiere Toledo amtlioree, ajusta- 
ble, No 20; filetant de 1" a 2". 
Poids d'expedition, 18 lbs. 

Chacune, complete S17.75 

Coussinets, jeii de 4 2.50 

Prix sur demande pour pieces de rechange. 

Plate OD 3360.— Toledo No. 20 adjustable threading 

tool. 

Threading from 1" to 2". 

Shipping ^veight, 18 lbs. 

Complete, each SI 7. 75 

Dies only, set of 4 2.50 

Price on application for repair parts. 



OD 3361 

No. 20 A 

Gravure OD 3361.— Filiere Toledo amelioree, a rochet 
et ajustable, No 20A; filetant de 1" a 2". 
Poids d'expedition, 24 lbs. 

Chacune, complete 521 .80 

Coussinets, jeu de 4 2.50 

Prix sur demande pour pieces de rechange. 

Plate OD 3361.— Toledo No. 20A adjustable ratchet 

threading tool. 
Threading from 1" to 2". 
Shipping weight. 24 lbs. 

Complete, each S21.80 

Dies only, set of 4 2.50 

Price on application for repair parts. 



Gravure OD 3362.— 
Les filieres Toledo 
3 voies, sont les plus 
petites, les plus legeres 
et les plus faciles de 
fonctionnement. 




Plate OD 3362.— 

The Toledo 3-way 
threaders are the smal- 
lest, lighest and easiest 
to operate. 



CD 3362 



No 30, 6 lbs, filetant ^s" a H"- 
No 31, 8 lbs, filetant H" a !"■ 

No 30 Complete 

No 31 Complete 



§13.00 
15.60 



No. 30. 6 lbs., threading H" to 3i"- 
No. 31, 8 lbs., threading H" to 1". 

No. 30 Complete .- S13.00 

No. 31 Complete 15.60 



Gravure OD 3363.— 

Filieres Toledo 3 voies; a 
rochet et ajustables. No 
30A, 334 ibs. filetant ^g". 
3^"et ^". 

Chacune S19.50 

No31A, im lbs, filetant 
V2", ^"etl". 

Chacune $22.50 




Plate OD 3363.— Three- 
way adjustable threader 
with ratchet. No. 30A, 
8% lbs., threading H'\ 
}4" and %". 

Each $19.50 

No. 31A, UK lbs., thread- 
ing H", ^"andl". 
Each $22.50 



OD 3363 
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FORGE MOTRICE '^TOLEDO'' POWER DRIVE 



Gravure OD 3366-— 

L'appareil de Force Mo- 
trice Toledo est speciale- 

ment designe a actionner 
les fili^res et coupeurs 
'Jardine' et Toledo\ Un 
travail manuel de 2 heu- 
res peut etre fait en 10 a 
12 minutes au moyen de 
Tappareil force Toledo. 




Plate OD 3366.— The 
Toledo Power Drive is 
especially designed for 
driving Jardine and To- 
ledo^ pipe threading and 
cutting tools. A job that 
would take an hour to do 
by hand can be done by 
using the Power Drive in 
10 or 12 minutes. 



OD 3366 



Avec moteur^ 60 cycles, C.A, 375 lbs 
Avec moteur, 25 cycles, C,A. 400 lbs 



S378,00 With 60 cycle, A.C. Motor, 375 lbs S378.00 

419-00 With 25 cycle, A.C. Motor, 400 lbs 419.00 



DISPOSITIF *'P.D." DEVICE 



Gravure OD 3367.— 

Cet accessoire ne peut 
etre employe qu'avec Tap- 
pareil Force Toledo; c'est 
I'article sans pareil pour 
permettre le filetage des 
petits tuyaux tres rapide- 
ment. Avec cet acces- 
soire, un tuyau de yz" 
peut etre coupe en 18 
secondes et filete en 12 
secondes; et un tuyau de 
2" peut etre coupe en 30 
secondes et tilete en 30 secondes; la proportion 
est la meme pour les autres grandeurs intermediaires. 




OD 3367 



Plate OD 3367-— This 

attachment can be used 
only with the Toledo 
Power Drive and makes 
an efficient means for 
threading the smaller 
SEzes of pipe at pheno- 
menal speeds. With it 
a hi" pipe can be cut off 
in 18 seconds and threaded 
in 12 seconds, and a 2" 
pipe can be cut off in 30 seconds and threaded in 30 
seconds, and intermediate sizes at proportional speeds. 



Complet. chacun ' S35-00 Complete, each 



535-00 



CAGE-FILIERE A ROCHET "REED'' RATCHET STOCK 



Gravure OD 336S-— 

Un outil tres fort, fait 
pour resister au plus 
dur service- II a 15 a 
20 parties de moins 
que tout autre appareil 
du genre. II ne coute 
pas plus qu'une filiere 
ordinaire. 

Appareil complet avec 
jeu decoussinetsde 1", 
lMMK"et2"S3»J0 
Les coussinets de 3^" 
et ^" peuvent aussi 
etre employes avec 
cette cage-filiere a ro- 
chet. 



Coussinets seulement 

Ajustable, chacun 

D une piece, chacun 




OD 3368 



$4-50 Adjustable, each 
2,50 Solid, each 



Plate OD 3368.— An 

extra strong tool built 
to stand the hardest 
service. 15 to 20 less 
parts than any other 
ratchet stocks- It 
costs no more than the 
ordinary ratchet stock. 

Complete set with 4 
sets of dies 1^', IH"^ 
li^"and 2",. . 330.00 
3^" and %'' dies can 
also be used in the 
same stock. 



Extra dies: 



$4-50 
2,50 
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FILIERES A TUYAU *'OSTER BULL DOG" PIPE THREADING TOOLS 



Gravure CD 3370.— Les filieres 
^*Bull Dog" ont: 

Une grande variete de grandeurs, 

Des coussinets ajustables se 
fixant soiidement, 

Des guidages universels se fer- 
mant automat iquement et 

Des coussinets s'ouvrant vite. 




Plate OD 3370.— The Bull Dog 
threading tools have 

Wide range of sizes. 

Positive locking adjustable dies, 

Self-lockings universal guides 
and 

Quick opening dies- 



OD 3370 



Numeros 


Un jeu de Cous- 


Un jeu de Cous- 


Un jeu de Cous- 


Un jeu de Cous- 


Complete 


^ umbers 


sinets 


sinets 


sinets 


sinets 


Chacun 




One set of dies 


One set of dies 


One set of dies 


One set of dies 


Complete, each 


101 ■ 


H" 


H" & y&" 


W & H" 




S13.00 


102 


K" & ?8" 


V2" & %" 


1" &1K" 




17.00 


103 






1" & 134" 


VA" & 2" 


22.00 


104 




V2" & Va" 


1" &1H" 


VA" & 2" 


25.00 


104 >^ 


K" & y^" 


V2" & H" 


1" & Uyi" 


lA" &2" 


28.00 



Gravure OD 3371. — Les filieres 
Bull Pup trois voies sont faites 
en deux grandeurs: le No 11 
filetant Vs'^ V2'' et M". le 
No llA filetant J^", H'' et 1". 

Chaque outil est foumi complet 
avec un jeu de coussinets a 
filetage n droite, douilles d'acier 
et deux poignees- 




Plate OD 3371-— The three-way 
Bull Pup is made in two ranges: 
the No. U threading %'% M" 
and %"; the No. IIA threading 
V2'\ %'' and r'- 

Each tool is furnished complete 
with a full set of right bushing 
and two handles. 



No 11 Complete 

Cage-filiere seule 

Coussinets seals, le jeu. . 

Pesanteur complete, 10 lbs. 

No llA Complete 

Cage-filiere seule 

Coussinets seuls, le jeu 



OD 3371 

$16.50 No. 11 Complete $16.50 

9-50 Stock only 9.50 

2.00 Dies only, per set 2-00 

Weight complete, 10 lbs. 

S16-50 No. IIA Compiete $16,50 

9,50 Stock only 9.50 

2-00 Dies only, per set 2-00 



Gravure OD 3372.— 

La filiere Bull Pup une ( Cy 

voie, est faite avec ou sans ^^^ 

rochet pour fileter )4'\ ■■■KHniplMVi f)^ 
y%\ 'A" et H'\ I 1 \^i\ iW 

Chaque filiere foumie avec 
un jeu complet de coussi- 
nets a filetage a droite, i w^^ 
douilles d'acier amovibles \^K|^ 
et poignees. ^^o^ 

Folds. No 01. 8 lbs; No OIR, 9 lbs. 

No 01— Ordinaire, complete $16-00 

Cage-filiere seule 4.50 

Coussinets seuls, le jeu 2.00 

No OIR— A rochet, complete §20-00 

Cage-filiere seule 8,50 

Coussinets seuls, le jeu 2.00 




OD 3372 



Plate OD 3372,— The 

one-way Bull Pup is made 
in the plain and ratchet 
styles for threading }4'% 
H'\ y^' and H'\ 

Each tool is furnished 
complete with a set of 
right hand dies, remove- 
able steel bushings and 
hajidles. 



Weight. No. 01, 8 lbs.; No. OIR. 9 Ibs/ 

No. 01— Ordinary, complete $16-00 

Stock only 4,50 

Dies only, per set 2,00 

No. OIR— Ratchet type $20,00 

Stock only 8-50 

Dies only, per set 2.00 
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FILIERES A TUYAU A COUSSINETS EXPANSIBLES ''OSTER 
"OSTER^' RECEDING DIES THREADING4TOOL 




OD 3374 

No. 42-C 

Ordinaire — Plain Type 

Realisant, qu'en ces dernieres annees, le tuyau est 
de plus en plus difficile a fileter, ce nouvel outil a ete 
produit. Ses coussinets n'ont que !a moitie de la lar- 
geur ordinaire reduisant ainsi la friction de moitie. 

De pius, ies coussinets expansionnent suivant la coupe 
du pas de vis, rendant i'ouvrage plus facile pendant 
que le filetage avance. 

Gravure OD 3374.— 

No 42-C Capacite 

Avec mandrin uni- 

versel 




■- OD 3375 
No. 42-R.C. 
A rochet - Ratchet type 

Realizing that in late years, pipe has become increas- 
ingly diflicult to thread, this tool has been designed. 
Its dies are only half of the usual width so that there 
will be only half of the friction. 

Furthermore the dies automatically expand as the 
thread is being cut so that the work becomes easier as 
the thread progresses. 



1" a 2" 



Complete Coussinets 
chacune seuls, le jeu 
S18.00 S1.50 



Gravure OD 3375. 

No 42-R,C. 

Avec mandrin uni- 

versel 

No 44 

Avec mandrin en- 

grene 



l"a2" 



S22.50 



23^" a 4" S85.00 



SI. 50 



S8.00 



Plate OD 3374.— 


- 






No. 42-C 
With Universal 
chuc < 


Capacity 
1" to2" 


Comp ete 

each 

S18.00 


Dies only 
per set 
■SI. 30 


Plate OD 3375.— 








No. 42-R.C. 








With Universal 
chuck 


1" to2" 


S22.50 


S1.50 


No. 44 

With Geared chuck 


212" to 4" 


S85.00 


S8.00 



FORGE MOTRICE *'OSTER" POWER BOY 



Gravure OD 3376.— 

L appareil No 412 est 
en realite un dispositif 
portatif designe pour 
epargner le temps et le 
travail, a Tatelier ou 
sur le chantier. II est 
compact, de construc- 
tion simple, et suffisam- 
ment leger pour qu'un 
homme puisse le trans- 
porter assez facilement 




OD 3376 



Plate OD 3376.— 

The No. 412 is a really 

portable outfit, de- 
signed to save time 
and labor in the shop 
or on the job. 

It is compact, simple 
in construction, and 
light enough in weight 
so as to be convenient- 
ly carried by one man. 



No 412 — ^Avec moteur universel 3-^ C.Y., a vitesse 
variable, pour C-D. de 115 volts; et pour C.A- de 110 
volts. 25 ou 60 cycles monophase, ayant interrupteur 
de renverse brusque et filiere rapide "Bull Dog" No 104, 
filetant de V2" a 2". 

Complet §300,00 

H 

No 402 — B. & D. Avec supports speciaux et engre- 
nage, pour etre actionne par une foreuse Black & 
Decker de H" avec filiere "Bull Dog" No 104, filetant 
de ^" a 2"; foreuse non comprise. 



No. 412 — With ^2 H.P. universal, variable speed motor; 
for 115 volts D.C. and 110 volts. 25 or 50 cycle, single 
phase A.C. ; with reversing; snap switch, with No. 104 
Bull Dog quick opening die stock, capacity i^" to 2". 

Complete .S300.00 



No. 402-B. &: D. With special brackets and gearintr 
for operation by a 'H" Black & Decker electric drill 
and one No. 104 Bull Dog stock and dies capacity }4" 
to 2": drill not included. 
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Complet $250.00 Complete $250.00 i(^ 
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FILIERE A TUBE 

Reed a :-:be de oii^.Ti?. 

Coussrnets fei^ pour fileter le 
tubede: '=^'\H",^^".l".lW. 
lU '. 13^' OG de 2" de diametie 

ecterieur. 




^mmm 



REED" 




G STOCK AND DIE 

Plate OD 5378.— Reed die 
^ock for brass tubav. 



DO 33 :s 



FILIZRES "DERBY" 



BU I I fc- RFIELD & CO. 
DERBY SCREW PLATE 
I4JNCH STOCK. HOLDING %. Va ^I 
26 INCH STOCK HOLDING 'A V& 4. 

WrrM f*Q, »0 -TAP WRENC 



Dies made to thread '£", i^" 

V*..l". 1^4". mM^'-t'or^" 
out3de diameter tubing. 

■riFBV SCRIW FIATFS 




BUTT ERFI ELD & CO. 
DERBY SCREW PLAT 
5- ^€ ROUND DIES 4-.S-a.lO-l; 
WITH N0,0 TAP WRENCH 



OD 33S0 

No 102 — r =:ninceur^ ce mrauds ec cixissmers U.S.S-: 
H- 5 16. ^ *." 7 16. 1^2, f s, ?4. Cag:e-nliere No D 5, 14" 

de long. a\-ec 4 coussinets Derby 1 ? :■?" de diametre. 
contenuf dsm tes coHecs l^s" de ciameire. Cage- 
:!2ere No D 9. 26 lor.g et : :£- e-a-^-iche No 10. 15" 
de lon^ 
Comple:e SIT. 59 

No, 102 — r ;ire< U.S.S. ::iry snc dies of esdi: ^4,. 5 16. 

S. " It?- ^i- 5«. H- ^"-o-'i^ No- D 5- 14" lon^. with 4 
D^rby dies 15 16" diameCH'. ccotained in collets 
1^^ diaineier. Scock No. D 9. 26 ' long, and No. 10 
ISO "Ttnch- 15 lonz- 
No- 102 "- J>7.5« 

No 102A — 7 ^r^ndeir- de :zrs-id? e^ ccussiaeij S.A.E.: 
^4. D 16. ■*5. » 16. '^■2' ^«.- ^4- Ca^e-Hiere No D o, 14 ' 
de loue. avec 4 a-XTS^inets I>erby 15 16 de diametre, 
cccterLUi nr^rr^ [es coiIet5 1^«". Care-filiere No D 9. 
26 de Ions:. STec 3 aiussneis de 2" de diametre- 
Toume-4-CTicrie 2.~siaMe No 10- 
Comrl^te $27 




No 102A — 7 32es S.A.E. taps and dies of ^bch: ^4. 
3 16, *^. 7 16, U, s,. 3^. Stock Na D 5, 14" long. 
■si^ 4 Derby dies 1 5 16" diameta: amtained in 1^ s" 
coLiej:;. Scock No- D 9. 26" long with 3 dies 2" diamete- 
in collets 2^^ ' _ Adfuscable tap wreich No, 10, 
No- L02-\ " : $27 .5« 



Gravure OD 53^JJ. — Cotnprend • 
15 oxi^^^ecs rocds en arastable^ 
de 1^-.' n:e:a:it. ^4" x 2S. 5 16' 
s24.'3«"s24. 7 16' ■ :5 20- W 



OD ^381 

No 70 E- — 5 graxlenr^ de tarauds a vis a madnzie 4 i 
36- 6 s 32, S s 32. 10 X 24. 12 X 24: 5 cousanets des 
zirines cnmdeurs de 13 16" de diametre pour cage- 
:Lj.er= No D 2, 7" de loogueur. toume-a-gaucfae arusta- 
ble No 0. 
Cc«m>iete '. $8,M 

No- 70 E-— 5 slzfis, 4 s 36. 6 s 32. S X 32, 10 s 24. 12 x 

24: machine screw taps; 13, 16" diameter dies ncting 
stock No. D 2, 7" kH^; adjiBtabte t^ wrench No. 0- 
Corr.7:r:e SS.OO 

No 66 C- — 5 ennxfems de taraot^ a \is a machine, 2 x 
06, 3 s 46 4 X 36. 6 X 32. 5 X 32, 10 X 24. 12 X 24. 14 x 30: 
cotissinets des memes grar-r-r^rs, de *?" de diametre 
7cur cage-aiiere No Dl, 6 ' de loagu.eur: :o-_me-a- 
gauche aji^taMe No 0. 
C«nplete $10.00 

No. 6S C.—S sizes. 2s: 56. 3x 48, 4x 36. 6x32,8x32, 
10 X 24. 12 X 24. 14 s 20: macbiiie screw taps: ^i" 
diameter dies, of the same sizes, fittii^ stock No^ Dl, 
6" loag: adjusiabk tap wreadi No, 0. ~ 
Ctsnplete SIO- 



X 20. 9 16" s 18. 5 



SAX. ec 3 16" s 24. ^±" 

5 16" X IS, ^s" X 16, 



X 1& 
x3), 

14. ^t" X 13 ec 9 16" x'l2 U-S. 
S.: 1 ccusanet a toyau H". 
14 tarauds apparoQant les cous- 

sinets ci-feaut_decrits: 1 tarau d 
a :_v-j.u i^"; 1 ctXEsanets rcods 
et a_m5tables de 13 16" Sletant 
pour \-is ^ madniK No 2 x 56, ^^ ^^-2 

3 X 48. 4 5 36. 6 X 32. 8 1 3a 10 X 24. 12 X 24. A-S.M-E- : 
7 tCTT!".':? ^paroilaiu fes axs^oets ci-haut decrits: 1 
c^e-::lLcTe de 7 pooces poor cotissmets 13 16". 1 cage- 
SBere 14 peaces pour coassinets de l^^ ". 1 tocme-a- 
eatiche afi^scabie No 1 ec on No 2. 
Complete $|«.M 




PUte OD 33S2.— CflBtaits: 15- 

IW adrjjcable dies cuttii^ t^" 
X 2S, o 16" X 24. 3^- X 24. 
7/ 16" X 20. W X 20. 9 16" x 18, 
H" s IS, S-A.E. and 3 16" x 24. 
H" s 20. 5 16" X 18, ?s" X 16, 
7 16 s 14. H" X 13. and 9 16" 
X 12 U.S-S-: i-^' pipe die: 14 
hand taps S^VE- aixi t-S^ 
matcMng above dies: 1 — ^i" 
pipe tap. 7 — 13 16" diameter 
nxmd adjustaUe dies cutting 
madmie screwy 2 x o6l 3 x 48. 
4x36. 6x32.8x32.10x24. 12 



X 24. A.S.M.E.: t marhiry soer laps matdiEDg above 
dies: 1 stoti 7" (or 13 16" diameter dies, stoct 14" 
for 1 H" diatoeter dies. 1 adjosoble tan wrench Na 1 
andX0L2. 
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TOURNE-A-GAUCHE — TAP WRENCH 



OD 3384 






Prix 


Pour Tarauds a main 


Pour Tarauds a tuvau 


Price 


For hand taps 


For pipe taps 


SI. 60 


1/16 a- 


-to J4 




2.30 


H 


" % 




2.85 


3/16 


" 7 16 




3.20 


H 


" 916 




4.80 


H 


" y% 




6.40 


y% 


■' y% 


Vs. M, ^s. }-2- 


8.00 


Ya. 


" IH 


^, H. 1- 


9.60 


1 


" 2 


1. IM, l'-.>. 2. 



TARAUD A TUYAU 
PIPE TAP 



ALESOIR A TUYAU 
PIPE REAMER 



OD 

3386 




- 4' /V"/ U / ■ ■' / r'V 



OD 

3388 




Grosseurs 

nominales 
pees. 

Nominal 
Sizes 
inches 



Prix la piece 
Price each 



Acier 
carbon e 
Carbon 

steel 



S 



1.00 

1.20 

1.60 

2.00 

2.80 

4.40 

5.00 

6.60 

10.00 

15.00 

22.50 

30.00 

45.00 



Acier Gr. 

Vitesse 

High 

speed steel 



$1.10 

1.50 

1.95 

3.10 

4.40 

7.80 

12.10 

16.60 

27.25 



Longueur 


Longueurs 


Grosseurs 


Diametre 


du pas de 


entieres 


nominales 


de ti^es 


VIS, pces- 


pees. 


pees 


pees. 


Length 


Leni^th 


^ omina 


Diameter 


of thread 


overall 


sizes 


of shanks 


inches 


inches 


inches 


inches 


M 


2H 


H 


5/16 


1 116 


2 7,T6 


K 


7/16 


1 1,16 


2 9 16 


% 


9 16 


l-^s 


3H 


}4 


1M6 


1% 


3K 


K 


29 32 


IK 


3K 


1 


Vi 


IK 


4 


IK 


1 5 16 


IK 


4H 


m 


m 


IK 


4K 


2 


1% 


2 9 16 


5M 


23-^ 


IVa 


2ys 


6 


3 


2% 


2 11/16 


eVi 


3?.^ 


2 13 16 


2H 


63 a 


4 


'■ 

6 



Longueurs 

derainures 

pees. 

Length 

of flutes 

inches 



Longueurs 
entieres 

pees. 

Length 

overall 

inches 



1 1 6 
1 1 16 

1 3/8 
l'^ 
IK 
IK 
IK 

IK 

2 9/16 

2% 

2 U/16 

2K 



2 7 16 

2 9 16 

3's 

3K 

3K 
4 

4M 
4H 

^H 
6 

6 14 
6 3.1 



Prix 

la piece 
Price 
each 



S 



1.00 

1.20 

l.ftO 

2.00 

2.80 

4.40 

5.00 

6.60 

10.00 

15.00 

22.50 

30.00 

45.00 



TARAUD ET FORET A TUYAU COMBINES — COMBINED PIPE TAP AND DRILL 



Gravure OD 3390.— Pour tu- 

yaux a eau et a gaz. 

OD 3390 




iWiWWSW 




Plate OD 3390.— For gas and 

water pipes. 



Grosseurs 
nominales 

pees. 

Nominal 

sizes 

inches 



^ 



Va 
Vb 

K 
1 

2 

2H 
3 



Dimensions, pouces — Dimensions, inches 



Grosseurs du carre 
Size of square 



Petit bout 
Small end 



'A 

H 

H 
H 
H 
H 



'4 

H 
H 



Gros bout 
Large end 



K 
K 
H 

Va 

Va 

Va 

Va 

Va 
1 

1 

1 



Longueurs 
Lengths 



Diametres — Diameters 



Carre 

Square 



IK 
IK 

IK 
IK 
IK 
IK 
IK 

2 

2 
2 



Pas de Vis 
Threads 



K 
1 116 

1 1 16 

IK 
1% 
IK 
IK 
IK 
IK 

2 9-16 
2H 



Pas de vis 
petit bout 
Thread 
Small end 



,421 

.559 

.694 

.865 

1.075 

1.350 

1.693 

1,931 

2.406 

2.922 

3.547 



Pas de VIS 

gros bout 

Thread 

Large end 



.374 

.493 

.628 

.779 

.989 

1 241 

1.584 

1 822 

2,297 

2,762 

3.383 



Pointe de 

Foret 
Drill 

Point 



.339 
.437 
.578 
,719 

,921 
1.15S 
1.500 
1.734 
2.218 
2,625 
3 250 



Prix 

la piece 

Price 
each 



S2.25 

2.50 

3.00 

3.75 

5.00 

6.25 

7.. 50 

9.25 

12.00 

21.00 

30.00 




V 




i ; 




I 



I 



i 



w 



^j 



■-■* »_" 



^. , 




M 




O 17 



/ 



I 
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TARAUD DE BOULONS A POELE — STOVE BOLT TAP 








A,^-\jN;^_A-'V SJN-^ \*\, \_ S_ V 



Diametre, pouces 
Fiis au poQce 
Chacun 



// 



3/16 
24 
SO. 40 



18 
0.45 



OD 3392 



5/16" 

18 
0.50 



H" 

16 
0.55 



Diameter, inches 
Threads to inch 
Each 




ALESOIR A TUYAU MUELLER 
MUELLER PIPE REAMER 



OD 3394 

Modele ordinaire 

No A3202— Chacun $5 .40 

Modele a Rochet 



Plain pattern 
No. A3202— Each $5.40 

Ratchet Pattern 



Gravure OD 33%.— Pour tuyau de 
ser\"ice. 

Dimensions et prix. la piece 

M" Vs" H" 1" 

$1.50 L70 1.80 2.25 

IM" IM" 2" 

$2.85 3.75 5.40 



Petit. No A3200— Chacun . $5.00 Small No, A3200— Each. . . . S5.00 
Gros. No A3201— Chacun ... . 7.50 Large No. A3201— Each 7.50 

fiVASEUR ET BRIDEUR A TUYAU *'MUELLER" 

PIPE FLANGING AND FLARING TOOL 

Plate OD 3396.— For service pipe. 
Sizes and prices, each 

H" H" H" 1" 

$1.50 1.70 1.80 




OD 3395 



IV" 



$2.85 



IM" 
3.75 



2.25 

2" 
5.40 



Gravure OD 3398.— 

Le poussoir a tuyau 
illustre ci-contre est le 
meilleiir jamais fait 
pour pousser le tuyau 
sous terre sans creuser. 

La construction en est 
si simple qu'il est 
presque inusable. 

La mise en operation 
ne requiert que tres 
peu d'attention et 
n'importe quel ouvrier 
sans experience peut 
le faire fonctionner. 




POUSSOIR A TUYAU "GIANT" PIPE PUSHER 



Plate OD 3398.— The 

pipe pusher shown at 
sight is the best pipe 
machine ever made to 
push the pipe through 
the earth. 

Its construction is so 
simple that it is prac- 
tically impossible for 
the machine to get out 
of order. 

In operation it requires 
\^ery little attention so 
that any inexperienced 
man can operate it 

without difficulty. 

No. 2— For ]4" to IM" pipe $ 50.00 

No. 2X— Extra strong, for W to IJ^" pipe, . . 70.00 



No 2— Pour tuvaude H" a IM" S 50.00 

No 2X— Extra-fort pour tuyau de H" a 1^"- 70.00 

No 3— Pour tuvau de H" a 2" 75.00 No. 3— For H" to 2" pipe 7. ' ' 75.00 



No 3X— Extra-fort pour tuvau de H" a 2". . . lOO.OO 

No 3XR— Va-et-Vient ; tuvau de l-^" a 2" 130.00 

No 3XW— Pour puits, tuvau de H" a 2" 125.00 

No 4— Pour tuyau de 2" a 3" 125.00 

No 4X — Extra-fort, pour tuyau de 2" a 3" 150.00 

No 5X— Extra-fort, pour tuyau de 2" a 4" 200.00 



No. 3X— Extra strong, for H" to 2" pipe 100.00 

No. 3XR— Two-wav, for ^A" to 2" pipe 130.00 

No. 3XW— For wells, U" to 2" pipe 125.00 

No. 4— For 2" to 3" pipe 125.00 

No. 4X— Extra strong, for 2" to 3" pipe 150.00 

No. 5X— Extra strong, for 2" to 4" pipe 200.00 
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PLIEURS A TUYAU 

Gravure OD 3400.— Pour tuyau de U" 
a 2". Fait de fer malleable a I'exception 
du boulon a ceil qui est de fer forge. 

No 1—12 lbs, chacun S*.50 

No 2— 22H lbs, chacun 9.00 



OD3400 




PIPE BENDERS 

Plate OD 3400.— For M" to 2" pipe 
Made from malleable iron with the excep- 
tion of the eye bolt, which is wrought iron. 

No. 1—12 lbs., each S6.50 

No. 2— 22i;> lbs., each 9.00 




PINCES A GAZ — GAS PLIERS 



Gravure OD 
3402. — Acier 
fondu poli, 8"de 

longueur. 
DouzainedeDai- 
res S27.30 

10" de longueur 
Douzainedepai- 
res S31.29 



PINCES A GAZ 

Gravure OD 3403.— Acier 

fondu poli. longueur 6". 
Douzaine de paires.. ..S21.40 




OD 3402 




Plate OD 3402. 

— Cast steel, 
polished, 8" long. 
Per dozen pairs 

S27.30 
10" long 
Per dozen pairs 

S31.20 



GAS PLIERS 

Plate OD 3403.— Cast steel, 

polished. Length, 6". 

Per dozen pairs S21 .40 



OD 3403 
PINCES COMBINEES — COMBINATION PLIERS 





OD 3404 

Gravure OD 3404. — Acier forge special, soigneusement 
machine; garantie donner le meilleur service. 
Longueurs 5W 6" 8" 10" 

La douzaine paire S14.45 17.35 21.70 26.10 
Plate OD 3404. — Special forged steel, carefully 
machined. Guaranteed to give the best service. 
Length 5U" 6" 8" 10" 

Per dozen pairs S14.45 17.35 21.70 2(..10 

PINCE C0MBIN£E a beg MINCE 
THIN NOSE COMBINATION PLIERS 



^^^^5^ 




OD 3405 

Gravure OD 3405.^Forgee d'acier bien carbonise. 
Absolument garantie, touto nickelee. 

Longueur 5H" 7" 

La douzaine rie paires S18.80 21.70 

Plate OD 3405. — Forged from high carbon steel: 
absolutely guaranteed. Nickeled all over. 

Lengths S}4" 7" 

Per dozen pairs $18.80 21.70 

PINCES D'ELECTRICIEN 
ELECTRICIAN PLIERS 




OD 3406 

Gravure OD 3406. — Une pince combinee ayant 

plusieurs avantages; dents fines pour bees de gaz; 

dents plus grosses pour tuyau a gaz; avec coupe-fil et 

tournevis. 
Lon^rueurs 6" 8" 

La douzaine de paires S18.80 23.85 

Plate OD 3406.— A many features pliers; with small 

teeth for gas burners and large teeth for gas pipe; has 

a wire cutter and a screw driver. 

Length 6" 8" 

Per dozen pair $18.80 23.85 



OD 3407 

Gravure OD 3407, — Pince delectricien et de machi- 
niste; tres bien faite. 

Longueurs 4" 5" 6H" 7" 8" 
Douzaine paires $18.20 19.80 21.70 24.00 26.10 

Plate OD 3407.— Electrician and machinist pliers; 
built on graceful lines. 

Length 4" 5" GVo" 7" 8" 

Dozen pairs $18.20 19.80 21.70 24.00 26.10 
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PINCE COMBINEE A BEC COURBE 



Gravure OD 3408.— Une pince 

pour atteindre les endroits les 
plus difficiles. EUe saisit bien 
sans danger de meurtrir la main. 
Toute nickelee. 




OD 3408 



BENT NOSE COMBINATION PLIERS 

Plate OD 3408.— A good pHer 
for all difficult places to reach 
taking a full grip without 
danger of bruising the hand. 
Full nickel finish. 



Longueurs 

La douzaine paires 



8" 
S26.10 



110" 
30.25 



Length 

Per dozen pairs 



8" 
$26.10 



10" 
30.35 



PINCE D'ASSEMBLAGE POUR FERBLANTIER 
TINSMITHS' SEAMING PLIERS 



PINCE A BEC GEANT 
GIANT END PLIERS 





OD 3410 

Gravure OD MIO.— Un outil de bonne qualite; 
longueur 8 pouces. 

La douzaine S40.45 

Plate OD 3410.— A high-grade tool; length, 8". 

Per dozen pairs S40.45 



Gravure OD 3412. — Pince cou- 
pante a machoires amovibles, pour 
couper Ifc fil de fer ou de laiton. 

La paire $5.00 




OD 3411 

Gravure OD S41L— La plus forte et la plus facile a 

manier; a simple articulation. 

Longueurs S-' 6" 7" 8" 

La douzaine S16.90 18.80 22.10 26.10 

Plate OD 341j:,^The strongest and easiest single joint 

nippers. 

Length 5" 6" 7" 8" 

Per dozen pairs S16.90 18.80 22.10 26.10 



Plate OD 3412.— Adjustable jaw 
cutting nippers, for cutting iron or 
brass wires. 

Per pair $5.00 



OD 3412 



PINCES COUPANTES 
GUTTING NIPPERS 



PINCES A CL6tURE 
FENCING PLIERS 





OD 3413 

Gravure OD 3413.— Acier forge, tres forte et tres 
facile a manier. 



Longueurs. 
La douzaine 



5" 6" 7" 8" 

S15.50 17.50 21.00 25.00 

Plate OD 3413. — Forged steel very strong and easv to 

handle. 

Length 5" 6" 7" 8" 

Per dozen $15.50 17.50 21.00 25.00 



OD 3414 

Gravure OD 3414.— Ces pinces ont des arrache- 

crampes sur chaque cote, deux faces a marteler, deux 

coupe-lils et une prise pour tendre le fil. Longueur 
10 h". 

La douzaine $43.30 

Plate OD 3414. — These pliers have staple puller on 
each side, two hammer heads, two wire cutters and a 
grip for stretching wire. Length, 103^" 
Per dozen $43.30 



Gravure OD 3415.— 

Tendeur a broche en 

acier forge. 

La douzaine $30.00 




Plate OD 3415.— Forged 
steel wire stretcher. 



Per dozen $30.00 



OD 3415 
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COUPE-TUBE EN VERRE — GLASS TUBE CUTTER 



Gravure OD 3416. — Ce coupe- 
tube a 12M" de long. Lecoupoir 
est aiguise et eprouve. 

Chacun ". S2.00 



m 
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Plate OD 3416.— This cutter is' 
I2V2" long. Cutter wheel is 
honed and tested. 



Each 



$2.00 



OD 3416 



COUPE BOULONS "NEW EASY" BOLT CUTTPRS 



Gravure OD 3418.— 

Ces coupe-boulons sont 
faits d'apres un dis- 
positif d'ajustage spe- 
cial. Tous sont ga- 
t-ant is. 




Plate OD 3418.— 

These bolt-clippers are 
made with special ad- 
justing feature. All of 
them are guaranteed. 



OD 3418 



No. 0— For 5/16" bolts, length 18". Each $5.25 



No 0— Pour boulons de 5/16", longueur 18". 

Chacun $5.25 

No 1— Pour boulons de M". longueur 24 '. No. 1— For S" bolts, length 24". Each 7.0(( 

Chacun 7.00 

^° ^~Chacun^°"^°''' "^^ ^" *''"^^'"' ^°"' 9.75 No. 2-For H" bolts. length 30". Each 9.75 

No 3— Pour boulons de ^", longueur 36". 

Chacun 12.50 No. 3— For Vs" bolts, length :i6". Each 12.50 

CISAILLES DE FERBLANTIER "WISS" TINSMITH'S SNIPS 

Les cisailles Wiss sont faites d'acier forge et trempe a The Wiss tinner snips are made from fi)rgcd steel 

point. ■ ; . properly tempered. 





OD 


3420 




Modele regulier - 


— Regular pattern 


Jos Longueur 


Longueur 


La paire 


•Jos. T .engt i 


de Coupe 
Length of Cut 


Per pair 


13 7" 


2" 


.51.76 


12 8" 


2" 


1.90 


11 914" 


2H" 


2.27 


10 11 ^ ^/' 


2\i" 


3.08 


9 12H" 


3" 


3.35 


8 13H" 


3H" 


3.78 


7 14 H" 


4" 


4.74 


6H 1554" 


4H" 


5.67 





OD 


3421 




A lam€ 


courbee - 


— Curved blad 


e 


Nos 


Longueur 


Longueur 


La paire 


Nos. 


Length 


de Coupe 
Length of Cut 


Per pair 


12 C.E.. 


8" 


2" 


$3.35 


11 C.B. 


9M" 


2]\" 


3.78 


10 C.B. 


11?/;" 


2K2" 


4.74 


9 C.B. 


121/' 


3" 


5.20 


8 C.B. 


13 ''i" 


3'-/' 


5.67 


7 C.B. 


14 ' ./' 


4" 


6.67 


6i'2C.B. 


155-4" 


43^" 


8.16 





OD 3423 



OD 3422 




A lame inverse — With reverse 


blade 


Nos Longueur Longueur de 


La paire 


Nos. Length Coupe 


Per pair 


Length of Cut 




9R 12^" 3" 


S4.75 


19R 12^" 3" 


5.67 



Modele combine 



Nos 
Nos. 

100 
19 
18 
17 



Longueur 
Length 



11 H" 
121^ 

14 H 



Combination Type 

Lontjueurde L^ paire 
Coupe Per pair 

Length of Cut 



ri 



tt 



If 



2H" 
3" 

3H" 
4" 



S3.45 
3.89 
4.30 
5.18 
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CISAILLES DE FERBLANTIER — TINSMITH'S SNIPS 




OD 3424 

Gravure OD 3424. — Acier forge , lames trempees. Plate OD 3424.— Forged steel, tempered blades. 

No 1— ll'^. pouces. la paire %2.7t> No. 1 — 11 H inches, per pair $2.75 

2—12^2 pouces. la paire 3.00 2 — 12^ inches, per pair 3.00 

Gravure OD 5425.— .'^^^^ ^ =~^r^^^ij_^ — ■ ■*>_ ^'^*^^ ^^ 3425.— 

Acier forge, lames m^ '~~~"^''^^^t "^' ■ ■ ■ W'lS^ttP'^fiSvV P'orged steel, tempered 

8^"irpaire S1.40 ^^ ^^^^^^^as^^^ .^-^^MS^^^F 8^ per pair $1.40 

OD 3425 
CISAILLES A DOUBLE COUPOIR — DOUBLE CUTTING SHEARS 



Gravure OD 3426.— Fabri- 

quees specialement pour couper 

tout cylindre metallique. 

La paire S4.50 




Plate OD 3426.— Designed spe- 
cially for cutting any kind of 
metal cylinder. 
Per pair $4.50 



OD 3426 



CISAILLES D'£tABLI 



Gravure OD 3427 

lames trempees. 



Nos 
Nor. 



00 

1 
2 
3 
4 



Acier forge, 




BENCH SHEARS 

Plate OD 3427.— Forged steel, 
tempered blades. 



OD 3427 



Longueurs de lames du 

pivot au bout 

Length of blades from 

pivot to end 

111-^" 

10" 

8" 
6K" 



Capacite en tole, calibre 
Capacity in iron, gauge 



16 
18 
18 
20 
22 
22 



Prix la paire 
Price per pair 



S27.50 
25.50 
18.00 
16.00 
13.50 
12.50 



CISAILLES A LEVIER 

Gravure OD 3428. — 

Pmir tole, calibre 12 et plus 
miJnce. Longueur, 34 pouces. 
Poids, 24 lbs. 
Chacure $24.00 




LEVER SHEARS 

Plate OD 3428.— For No. 12 

gauge sheet iron and lighter. 
Length, 34 inches. Weight. 
24 lbs. 
Each $24.00 






t 
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CL£S DE TOUTES SORTES — WRENCHES OF ALL KINDS 





OD 3430 



OD 3431 



Cles d'ingenieurs; acier 
trempees- 



forge, ouvertures durcies et Engineers' wrenches; forged steel, hardened mill 

openings. 

GravLire OD 3430 — Plate OD 3430 



Nos 




Ouvertures 




Longueur 






Prix la piece 


— Price each 


Nos. 




Openings 




Length 




Fini 


es — Finish 


Semi-finies— Semi- 




















finish 


75C 




H" et— and 5 16 




6)4" 






$0.55 




S0.45 


75B 




?-s"et— and7.16 




6H" 






0.55 




0.45 


77B 




U"et— and9 16 




734" 






0.68 




0.58 


79C 




Vs" et— and -^4" 




8H" 






0.86 




0.73 


83B 




J^'et— andl" 




103 r 






1.40 




1.16 


85C 




1 1/16" et— and V^" 




12" 






2.00 




1.65 






Gravure OD 


3431 — Plate OD 


3431 






Nos 




Ouvertures 




Longueur 






Prix a piece — Price each 


Nos. 




Openings 


• 


Length 




Finies^Finish 


Senni- 


finies — Semi- 
finish 
S0.28 


21 




H" et— and 3 16" 




3^i" 






$0.34 




23 




3/16" et— and H" 




4" 






0.42 




0-34 


25 




14" et— and 5 16" 




4'-^ 






0.50 




0.40 


27 




5/16" p-t— and 3," 




5'8" 






0.62 




0.50 


29 




3 s" et— and 7 16" 




6H" 






0.74 




0.60 


31 




7/16" et— and ^■■>" 




7^8" 






0.90 




0.74 


33 




^^"et— and 9 16" 




834" 






1. 10 




D.90 


35 




9/16" et— and s." 




934" 






1.36 




M2 


37 


K"et-and U" 


TfY 


11-^s 


r' 


. 


1.92 


Plate 


1.62 


Gravure OD 


^-^^■TTT H 


OD 3432.— 


t,lft a manrhe-miitpai] ^'if : EZ> IH 


m Ii 


' ^M 


■L 




-rj 


Machinist's knife 


pour machin 


ste; 

tout 


^a: \rjm 


m 


ffllil^ 


■ii 


t^M 




liandle 
anteec 


wrench; jjuar- 


rantie contre 






atcainst de- 


teriel ou travai 


de- W ^^ 












'ective 


mat eria and 


feclueuK. 




^ w 












workmanship. 










OD 3432 












Longueurs 




6" W 


10" 


2" 


15 


II 


18" 


21" 


LenRth 


La douzaine 


$15.00 !8.00 : 


22.00 


28.00 


38.00 


48.00 


58.00 Per dozen 



"Keystone Westcou 





OD 3433 

Gravure OD 3433.— Cle a molette, machoires durcies, 
trempees et polies, manche noir. 

Plate OD 3433.— Adjustable S wrench; black handle, 
hardened, tempered and polished jaws. 
Longueur 6" 8" 10" 12" 1 1" Length 
Douzaine $8.00 10.00 12.00 18.00 34-00 Dozen 



OD 3434 

Gravure OD 3434.— Cle "Carl" a molette: machoire 
mobile a ecrou et a tuyau. 

Plate OD 3434.— Adjustable "Carl" wrench; with 
moveable jaw taking nut and pipe. 
Longueur 6" 8" 10" Length 

Douzaine $15.00 18.00 24.00 Dozen 
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CLES DE TOUTES SORTES ^ WRENCHES OF ALL KINDS 





OD 3436 



OD 3437 



Cles "Crescent" forgeei- d'une barre massive d'acier Crescent wrenches," forged from a solid bar of steel, 
et refroidies dans I'huile. and quenched in oil. 

Gravure OD 3436 — Plate OD 3436 



Longueurs 
La douzaine 


4" 
SI 3.00 


6" 8" 10" 
13.00 15.80 19.80 

Gravure OD 3437 — 


12" 15" 18" 
28.80 44.60 64.40 

Plate OD 3437 


Length 
Per do2en 


Longueurs 
La douzaine 


4" 6" 6" 8" 
S21.95 24.80 


8" — 10" 10" — 12" 
28.80 39.50 


Length 
Per c ozen 



Gravure OD 3438.— Pieces de 
rechange des cles Crescent. 







Plate OD 3438.— Repair parts 
for the Crescent wrenches. 



OD 3438 

Prix la douzaine — Price per dozen 



Longueurs 


4" 


6" 


8" 


10" 


12" 


15" 

S15.00 
6.15 
1.80 

0.75 


18" 


Length 


Machoires 
Molette.s 
Fiches 
Ressorls 


S4..30 
1.80 
0.75 
0.75 


§4.30 
1.80 

0.75 
0.75 


S5.40 
2.15 

0.75 
0.75 


S7.20 
2.55 
0.75 
0.75 


S10.80 
4.35 
1.80 
0.75 


S20.50 

10.00 

1.80 

0.75 


Jaws 
Knurls 
Pins 
Springs 





^^v. 




OD 3459 

Gravure OD 3439.— Cles a tuyau Stillson; manche 

d'acier forge, machoires durcies et trempees. 

Les cles de 6", 8", 10" et 14" ont des poignees enbois. 

Plate OD 3439.— Stillson pipe wrenches; forged steel 
handle: jaws are hardened and tempered. 
The 6", 8", 10" and 14" have wood handles. 

Longueurs 6" 8" 10" 14" 

Chacun S2.00 2.25 2.50 3.50 



OD 3440 

Gravure OD 3440. — Cles a tuyau Trimo; manche 
d'acier, machoires durcies, trempees et polies. 

Plate OD 3440. — Trimo pipe wrenches; forged steel 
handle; jaws are hardened, tempered and polished. 



18" 
5.00 



24" 
7.25 



36" 
13.50 



// 



48 
20.00 



Length 
Each 



PIECES DE RECHANGE DES CLES STILLSON ET TRIMO — STILLSON AND TRIMO REPAIR PARTS 






OD 3441 



OD 3442 




OD 3443 




OD 3444 



OD 3445 



OD 3446 



Longueurs de cle 

Ecrous 

Machoires amovibles 

Machoires inserables 

Chassis 

Ressorts 

Fiches de chassis 

Fiches de machoires 

Poignees 

Ganie-ecrous. paire 



6" 
SO. 12 


8" 
80.15 


10" 
SO. 20 


14" 


18" 


24" 


36" 
SI. 10 


48" 
$1.50 


SO. 30 


S0.35 


SO. 65 


0.75 


0.80 


0.85 


1.15 


1.75 


2.25 


4,35 


7.50 


0.35 


0.40 


0.50 


0.60 


0.70 


0.80 


1. 10 


2.00 


0.38 


0.42 


0.50 


0.60 


0.75 


0.95 


1.70 


2.20 


0.03 


0.03 


0.03 


0.03 


0.04 


0.04 


0.04 


0.04 


0.03 


0.03 


0.04 


0.04 


0.04 


0.04 


0.05 


0.05 


0.03 


0.03 


0-04 


0.04 


0.04 


0.04 


0.05 


0.05 


0.95 


1.00 


1. 10 


1.50 


2.25 


3.50 


7.00 


10.50 


0.15 


0.15 


0.20 


0.30 


0.35 


0.45 


0.55 


0.65 



Length of wrench 

Nuts 

Moveable jaws 

Insert jaws 

Frame 

Springs 

Frame pins 

Jaw pins 

Handles 

Nut guards, pair 




\r 



' 1 



A 



□ 




•^,« 



I 




^3 



4. 







CLES A TUYAU *^VULCAN" PIPE WRENCHES 



Gravure OD 3450. — 

Cle a tuyau "Vulcan" 
avec chaine a maillons 
plats. 




Plate OD 3450.— 

Vulcan pipe wrench 
with flat link chain. 



OD 3450 



Numeros 


30 


31 


32 


33 


33 H 


34 


35 


15'^ 


16 


Numbers 


Pour tuyau de 


H" a- 


Kr" a- 


H"a- 


H" a- 


l"a- 


1^2" 


2" a- 


4"a- 


4"a- 


Pipe size 




to %" 


to IH 


tolH 


to 4" 


to6" 


to 8" 


to 12" 


to 16" 


to 18" 




Longueur 


13H" 


.20" 


11" 


37" 


44 H" 


50H" 


64 M" 


85" 


87" 


in length 


Poids, lbs 


\% 


Wx 


10 


16 


24 


31 


50 


98 


137 


bs. weight 


Force de brisure de chaine 








1 












Chain brea -ling 


lbs 


3,600 


6,700 


9,800 


12..TO0 


14.300 


15,700 


21,800 


30,000 


40,000 


strains, bs. 


Complete, chacune 


S5.00 


S7.00 


sio.oo 


S14.00 


S18.00 


S22.00 


S3 6. 00 


S60.00 


S80.00 


Comp ete, each 


Chaine seule 


1.50 


2.00 


3.00 


5.00 


7.00 


y.oo 


15.00 


30.00 


40.00 


Chain only 


Machoires, la paire 


2.00 


3.50 


5.50 


8.00 


9.50 


11.00 


15.00 


24.00 


32.00 


Jaws, ler pair 


Ecrous et goujons pour 












t 








Nuts and studs 


machoires, le jeu 


0.40 


0.50 


0.70 


0.90 


1.10 


1.40 


I.JO 




for jaws, per set 




OD 3451 



Numeros 



Grosseurs de raccords 

Longueur entiere 
Poids, lbs 

Longueur, chaine a maillons 
Breaking strain, lbs 
Cable chaine, long. 
Force de brisure, lbs 
Complete, chacune 
Chaine seule 
Machoires seules 



41 


42 


43 


43 'o 


44 


45 


' ^' a- 


^" a- 


■W a- 


1" a-to 


1 ' ./' a- 


2" a-to 


to IM" 


to?!-^" 


to4" 


6" 


to 8" 


12" 


20" 


27" 


Q'7" 


44'^;" 


50'.-;" 


64 W" 


5 


10 


15 


23 


31 


5.3 


14 H" 


19" 


26" 


33" 


42'^/' 


57 


6,700 


9.800 


12,500 


14,. 300 


15.700 


21.800 


15" 


19" 


28" 


36" 


43'-" 


58'.>" 


4,000 


6,000 


10,500 


12,500 


15,000 


19,000 


S7.00 


SIO.OO 


S14.00 


$18.00 


.'>22.00 


$36.00 


2.00 


3.00 


5.00 


7.00 


9.00 


15.00 


5.50 


5.50 


8.00 


9.50 


11.00 


15.00 



Numbers 



Size of fittings 

Extreme length 
Weight, lbs. 
Flat liak chain length 
Breaking strain, lbs. 
Cable chain length 
Breaking strain, lbs. 
Complete, each 
Chains only 
Jaws only 



Gravure OD 3452, 

Cle a rochet. 




Plate OD 3452 

Back up wrench. 



OD 3452 



Nos 
Nos. 


Capacity 
Capacite 


T.ongueur 
Length 


Poids, bs 

Weight, 

lbs. 


Chaine 
Chain 


Force 
Strain 


Complete 
Comp ete 

S36,00 
50,00 


Chaine 

seu e 

Chain oniy 


Alac loires 

paires 
Jaws, prs. 


115 
115 


1%" 
7K" 


26" 
26" 


37 
51 


38 H" 
40" 


21.800 
30.000 


S18,00 
20.00 


S15.00 
24.00 



CLE DE BONDE DE LAVABO 
BASIN PLUG WRENCH 



CLE DE LIGATURE 
SPUD WRENCH 




OD 3453 

Gravure OD 3453. — Pour toutes grosseurs de bonde a 

lavabo. 

Chacune $0.50 

Plate OD 3453. — For holding all sizes of basin plugs. 
Each SO. 50 





OD 3454 

Gravure OD 3454,— Pour ecrous de ligature et liga- 
tures de 1^" et 2". . 

Chacune ". . . . .SI. 50 

Plate OD 3454.— For IM" and 2" spuds and nuts. 
Each $1.50 
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CLES A 
RUBAN 

Gravure OD 3456.— 

Cles a ruban, pour 
tuyau poll et tube. 





STRAP 
WRENCHES 

Plate OD 3456.— 

Strap wrenches, for 
polished pipe and 
tubing. 



No 
No. 

12 
18 



Pour tuyau 
Takes pipe 

Ys" a— to 2" 
1" a— to 5" 



Poids 
Weight 

1 ^4 lbs. 
3 H lbs. 



Longueur 
Length 

12" 
18" 



OD 3456 

Longueur 

Ruban 

Strap Length 

18" 

30" 



Largeur 
Ruban 

Strao Width 

13^" 



n 



Prix Cle 
Price Wrench 

52.25 
4.50 



Prix Ruban 
Price Strap 

$0.60 
1.50 



ETAU A RUBAN— STRAP VISE 




ETAU DE TROUSSE A CRAMPONS 
CLAMP KIT VISE 





OD 3458 

Gravure OD 3458. — Etau a ruban pour tuyau poli ou 

tube. 

Pour tuyau de %" a 2"; longueur de ruban, 17". 

Etau seul S6.00 

Ruban seul 1.25 

Plate OD 3458. — Strap vise for holding polished pipe 

or tubing. 

For %" to 2" pipe; length of strap 17". 

Vise only S6.00 

Strap only 1.25 



ETAUX A TUYAU 

Gravure OD 3460.— Etaux a tuyau 
regulier, a fermeture automatique, 
absolument garantis- 
No 7O00 pour tuyau de V^" a l%" 



OD 3459 

Gravure OD 3459. — Etau de trousse a crampon; a 
fermeture automatique; absolument garanti. 
Plate OD 3459. — Clamp kit vise, self-locking, guar- 
anteed throughout. 

Poids, Com- 
Ibs plet 
Weight, Corn- 
lbs, plete 



No 

No. 



Pour tuyau 
Holds pipe 



9000 14" a— to \\i" ^y% $5.25 

900 ^"a— tolH" W% 6.75 

90 H" a— to 2" 10 7.50 

91 i/^"a— to2,^" 14 9.75 



Machoires 

seules 

jeu de 3 

Jaws only 

Set of 3 

SI. 80 

2.10 

2.60 

2.60 



700 
70 
71 
72 
73 



H" a 2" 

,H"a2>4" 
H"a3^" 

H"a4»4" 




PIPE VISES 

Plate OD 3460. — Standard pipe vises, 
self-locking, guaranteed throughout. 
No. 7000 for H" to IM" pipe 
700 " i^"tolH" 

70 " y^" to 2" 

71 " y^" to 2H" 

72 " 3^"to3M" 

73 " y%"x.om" 



Nos 

Complet 
Machoires, le jeu 



7000 

S3. 75 

1.80 



700 
S5.40 
2.10 



OD 3460 

70 

$6.40 

2.65 



71 
$7.50 

2.65 



72 
$11.25 

3.75 



73 
SI6.50 

5.25 



Numbers 
Complete 



V 

Jl 

V 







/i:^ 



I 





\ . 



I 



ETAU COMBINE 
COMBINATION VISE 



ETAU DTNGENIEUR EN CHAUFFAGE 
STEAM FITTER'S VISE 




H 




7 ^ 



OD 3462 

Gravure OD 3462.— Etau combine, avec machoire 

reversible a tuyau: bai?e tournante. 

Plate OD 3462. — Combination vise with reversible 
pipe jaw; swivel base. 



OD 3464 

Gravure OD 3464. — Etau d'ingenieur en chauffage; 
a base fixe: absolument garanti. Pour etau a base 
tournante, ajoutez $5.00 a la liste ci-bas. 

Plate OD 3464. — Steamfitter's stationary base vise, 
guaranteed throughout. For swivel base vise, add 
S5.00 to list below. 



Nos 


Pour tuvaux 


Poids, 


lbs 


Chacun 


Nos. 


For pioes 


Weight, 


lbs. 


Each 


31 


i.s''a-to2K" 


46 




S24.00 


32 


i.s"a-to3i4" 


72 




33.00 


33 


i/s"a-to4i'2" 


119 




48.00 


34 


3^" a-to 6" 


178 




67.50 



Nos 


Pour tuyaux 


Poids, bs 


Chacun 


Nos. 


For pipes 


Weight, lbs. 


Eaci 


134 


14" a-to 4" 


52 


S22.50 


134 H 


ys" a-to 6" 


75 


34.50 


135 


K" a-to 6" 


98 


43.50 


136 


H" a-to 8" 


155 


66.75 



ETAU A TUYAU A CHAINE 
CHAIN PIPE VISE 



CRAMPON D^ETAU A TUYAU, A CHAINE 
CHAIN PIPE VISE CLAMP 





\ 



OD 3466 

Gravure OD 3466 



OD 3467 



Plate OD 3466 









Poids 


Ma- 


Chaine 




Poi- 














Chacun 


choires 


avec 




gnee 




Com- 




Nos 
Nos, 


Pour tuyau 
For Pipe 


Grandeur p ie 
Size Fold 


bs 
Weight 


Paire 
Jaws 


vis 
Chain 


Vis 
Screw 


avec 

ecrou 
Hand e 


F.crou 
Nut 


plet 
Com- 


Nos 








Each 


per 


with 






plete 










lbs. 


pair 


screw 




nut 








1 


yg" a-to 2" 


4" X 5" X 6" 


4 


S 3.00 


S 2.50 


SO. 80 


$2.20 


SI. 40 


S 7.00 


1 


2 


^4" a-to 4" 


6" X 8" X 8" 


10 


7.00 


4.80 


1.40 


4.20 


2.70 


15.00 


2 


3 


4" a-to 6" 


8" X 9" X 11" 


18 


12.00 


9.00 


2.50 


7.00 


4.00 


27.00 




4 


H" a-to 8" 


8" X 10" X 12" 


30 


18.00 


12.00 


2.50 


7.00 


4.00 


36.00 


4 



Gravure OD 3467 — Plate OD 3467 





Pour etau 
Vulcan No 
For Vulcan 

pipe Vise, 
Number 


Dimensions 


Vis — Screw 


Vis et ecrou 

a orei c 
Screw and 
Swive nul 


Coiiip et 
Comp ete 




No 
No. 


t rOngueur 
Length 


f-argeur 
Width 


Dia metre 
Diameter 


Longueur 
T .ength 


No 
No. 


1 


1 


Sir 


4H'' 


M" 


35^" 


SO. 50 


SI -75 


1 
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ETAU A TUYAU "MCCLOSKEY'' PIPE VISE 




OD 3468 

Gravure OD 3468.— L'etau a tuyau AicCloskey monte 
sur pie js est une innovation pour le plombier; il peut 
aussi s'en servir comme plieur pour le tuyau. II est 
peu enconnbrant quand il est demonte et rie pese que 
30 lbs. 




OD 3468 



Plate OD 3468. — The McCloskey pipe vise is a boon to thp plumbing trade; it can be usej also as a pipe bending 
tool. Stlf-contained when knocked down; it weights only 30 lbs. 

Chacun S2S.00 Each S25.00 



ETAUX DE MACHINISTE 



MACHINIST'S VISES 




OD 3470 

Les etaux Reed sont un produit de qualite dans lequel 
I'attention soigneuse. consciencieuse et minutieuse pour 
les details, necessaires dans un tel article, est constam- 
ment foumie. 

Reed vises are a quality product in which the careful, 
conscientious and painstaking attention lo details 
necessary to such a product, is constantly given. 
Machoire et base fixes— Stationary Jaw and Base. 
102 Machoires 2" Jaws §12 00 

ly^ " 13.00 

3" " 14.00 

3M " .,. 16.50 




10214 



103, . 
103 J '^ 
104.. 
104?-^ 



OD 3471 

La base tournante a toutes les qualites, force et dessin 
de 1 etau a base ftxe. 

The swivel base has all the qualities, streng"th and 
design of stationary base vise. 

Machoires fixes et base tournante^Stationary jaws, 
swivel base. 

202 Machoires 2" Jaws $15.50 



;/ 



4M 



4 ( 



18.75 
23.00 



202 V^ 
203 .. . 
203)^ 
204 .. , 
204 1^ 



2^" 

3" 

3H" 

4"' 

4>^" 



■ >JiI4 IllfllJ 



17.50 
19.00 
22.00 
25.00 

28.50 
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PIC, PELLES, CHARIOT A RADIATEUR — PICK, SHOVELS, RADIATOR TRUCK 




Gravure OD 3478.— Corps de mol 

acier, pointes durcies. 




OD 3478 



P(rids, lbs 
Douzaine . 



5 et 6 
$15.00 



7et8 
18.00 



Weight, lbs. 
Dozen 



OD 3479 



OD 3480 



CHARIOT A RADIATEUR 

Gravure OD 3482.— 

L'articie le plus utile, le 
plus pratique et le plus 
economique pour trans- 
porter les radiateurs. 

Un homme seal transporte 
plus de radiateurs que 
quatre hommes le faisaient 
avec I'ancienne methode. 

Chacun S70.00 



PELLES A POINTE RONDE 

ROUND POINT SHOVELS 

Gravure OD 347^. — Pelles a pointe 
ronde, poignee D. Folds a la 
douzaine, 60 lbs. 

La douzaine S25.00 

Plate OD 3479.— Round point 
shovel, D handle. Weight per 
dozen, 60 lbs. 

Per dozen S25.00 

PELLES A FOURNAISE 

FURNACE SCOOPS 

Gravure OD 3480.— Pelles a four- 
naises, 14" x lOU"- poignee D. 

La douzaine S14.20 

Plate OD 3480. ^Furnace scoop, 

14" X 10.1.2"- D handle. 

Per dozen $14.20 

Gravure OD 3481.— Pelles carrees, 
poignee D. Poids a la douzaine, 
64 lbs. 

La douzaine S25.00 

Plate OD 3481.— Square shovel, 
D handle. Weight per dozen, 64 
lbs. 

Per dozen S25.00 



Plate OD 3478.— Soft steel body, 

hardened points. 




OD 3482 




5 and 6 
S15.00 



7 and 8 
18.00 



PELLES CARREES 
SQUARE SHOVELS 




OD 3481 



RADIATOR TRUCK 

Plate OD 3482.— The 

most useful, practical, 
time-saving device made 
for moving radiators. 

One man can handle more 
radiators than four men 
using the old method. 

Each S70.00 
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LAMPES A SOLDER A GAZOLINE — GASOLINE TORCHES 




Gravufe OD i484.— Lampe a 
souder cl'une pinte. Poids, 3^4 
lbs. De quaiite superteure. 
Chacune $19.75 

Place OD 3484.— One quart 
super quality K^*jlint torch. 
Weight, 3 %\b^. 

Each .....$19.75 



Gravure OD 5485.— Lampe a 

souder d'une chopine. Poids. 3 

lbs. 

Chaaine $18.25 

Plate QD 3485.— One pint 
gasoline turch. Weight, 3 lbs. 



Each 



$18.25 




OD 34S4 



OU 3485 



Gravure OD 3486. 

soiider d'uiiL- pintc. 
lbs. 



w 

-Lnmpe h 

p(jids,3"V, 



Chacune 



$15.75 



Plate OD 34«(>. -One quart 
gasoline Ifirch. WuiKht, 3''i lbs. 

Each SI5.75 





Graviirc OD 3487. i.anipe h 

sciiidtT d'uiie chopiEie. I*t>ids. 
3S lbs. 



Cliacuiie 



$21.51) 



Phue OD 3187. One pint 
nasoline tDrch. Wn^hl 3'i lbs. 

Kaih $21.50 



OD 34H6 



on 3487 



Gravure OD 3488,- Lamije a 
souder avec bruleur a double 
debit; contenance. ' ^ k':iH'>n; 
crochet amovible. 

Chacune S30.O0 

Plate OD 3488.— Double needle 



torch; capacity 
moveable hook. 



?2 gallon; re- 



Each $-^<»-'"> 





(inivurf OD 34H'>. - 

[.arnpi- ;i smulcr ;ivec 
hrulfiir a double dt-bil; 
C'tiiu-ruuui- iini- [>iriii-: cro- 
chet amovible. 

Chacune $19.00 

Plate OD 34N9. D.aible 
needle torch; ca[)acily. 
nne quart; rimove:ib!e 
h<x^k. 



Each 



$19.00 



OD 3488 



OD 3489 




Gravure OD 3490.— 

Lampe a souder d'une 
pinte. P'j lbs. 

Chacune $1700 



Plate OD 3490.— One 

quart gasoline torch, t'-i 
lbs. 



Gravure OD 3491. -Lampe a 
souder [jour electrinens et me- 
caniciens; dimensions 5^ ■>' x 2" 



X '8 



If 



Chacune, 



$2.50 



Plate OD 3491. Blow 
torch for electrician'^ and 
mechanics: size d')" x 
2"x 



H 



Each $17.00 Each S2.50 





OD 3490 



OD 3491 
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GHAUFFE-CREUSETS — FIRE POTS 




Gravure OD 3494.— 

Chauffe-creuset No 56, a 
gazoline. contenant trois 
pintes et pesant 9 lbs. 



Gravure OD 3495.— 

Chauffe-creuset No 1 a 
gazoline, contenance 1 
gallon; poids 14 lbs. 



Chacun S23.00 Chacun S34.60 



Plate OD 3494.— Gaso- 
line coil fire pot, No. 50, 
3 quarts capacity; weight 
9 lbs. 



£_N0.50 'U 



OD 3494 




Each S23.00 Each S34.60 



Gravure OD 3496.— 
Chauffe-creuset No 12 a 
gazoline. contenance, 1 
gallon; poids 11 lbs. 

Chacun $24.80 

Plate OD 3496.— Coil 

fire pot No. 12 for gasoline; 
capacity, one gallon ; 
weight 11 lbs. 

Each $24.80 





Plate OD 3495.— Gaso- 
line fire pot No. 1, capa- 
city one gallon; weight 14 
lbs. 




Gravure OD 3497.— 

Chauffe-creuset a gazo- 
line No 22; contenance,|l 
gallon; poids 10^4 lbs. 

Chacun $25.00 

Plate OD 3497.— Coil 

fire pot No- 22, for 
gasoline ; capacity one 

gallon; weight 10^ lbs. 

Each $25.00 



OD 3496 



OD 3497 




GHAUFFE-CREUSETS 

"PETROLGAS" 

FIRE POTS 



Gravure OD 3498.— 

Chauffe-creuset No 2, au 
petrole; contenance, IK 
gallon, hauteur 26", poids 
38 lbs. 



Gravure OD 3499.— 

Chauffe-creuset No 20, au 
petrole; contenance, % 
gallon; hauteur, 17?-^"; 
poids, 12.^2 lbs. 



Chacun S80.OO Chacun $32.00 



Plate OD 3498.— No. 2 

kerosene hre pot; capa- 
city, Hi gallons; height, 
26", weight. 38 lbs. 



Plate OD 3499.— No. 20 

kerosene fire pot; capaci- 
ty, % gallon; height, 
17H"; weight 12'^ lbs- 



Each $80.00 Each $32.00 



OD 3498 




Gravure OD 3500.— Poele 

au petrole No. 4, pouvant 
faire_fondre 200 lbs de plomb 
en Id minutes. 

Capacite, 8 gallons 
Longueur, 60 pouces 
Largeur, 24 
Hauteur, 30 



*t 



ti 



Chacun S150.00 




Plate OD 3.^500.— No. 4 

kerosene fire pot will easilv 
melt 200 lbs. of lead in 15 
minutes. 

Capacity, 8 gallons. 
Length, 60 inches 
Width. 24 
Height, 30 



tt 



t* 



Each $150.00 



OD 3500 
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PIECES DE RECHANGE POUR LAMPES A SOUDER ET CHAUFFE-CREUSETS 
REPAIR PARTS FOR GASOLINE TORCHES AND COIL FIRE POTS 



BURNER COMPLETE 



SACK BURNER 





1 



CLEANER needle: 




S LBO 



STUFFING STUFFING BOX AND 

BOX— LOW£R STOP NUT— UPPER 



40c 



70c 



PL! MP 



FILLER PLUG 
— BOTTOM -- 



BUHNER BODY 



FILLER CAP 
—TOP— 




I 



['t^lft.^ 




90C 



NO, 20B 1.25 



^ 3.70 I 



OD 3502 



' PLUG £0^ TEE HRAES^CC ^LL BRASS -lOC eOTTOM TOP ' 



COIL CU^ svoo 



COV PIPE ELL 51C 




^j^ HANDLE. 






EAR ^OC 



FILLER PLUi% IVbO 



UPRiGHi TCrC 








DIP lupE 3^C 



CONrjECIIN'j ''IPE ^OC 



A|R 4 

REDUCED £CC VALVE S (SO 



VALVE *?'J0 



HAffOLE 






PUM^ S 'I "0 








TOV i .^TES 



BUr.i... 



eULB jlOO 



SUJ 



NO * SKiCLD $150 




Si 75 
NO £4 SHitLO i C^.OO 





N<fr 



3 SN.ELD * 7.20 




OD 3504 



6' SHIELD 




HAMDLE EAR 



HANDLE 



roil. CUP 



TOP PLATE. 






UPRIGHT 



BiJRiNER TUBE 




COTL 



S" 



ELL 
1 



H'ELL 



COIL CUP 
HUT 

Q 



UPRIGHT NUT 
NUT 



CONNECTING 

PIPE 



CLAMP 
BOLT 



BURNER 
CLAMP 



BURNER 



BURNER TUBE 
WETH COIL f£ 



ELBOU ± BURNER VALVE WITH 

J ^ 



AIR VALVE 
£t I3USHINO 




AIR VALVE 
HUSHING 



AIR VALVa 



^ 



DIP TUBE 



BULB 




C(JP LEATHER 

o 



PLUNGER COMP 



[-- * 



PUNfP 



FLLLtR 
PLUG 



TANK 



^ 



FILLER 
COVER 




PUMP 

SPOUSING 



CHECK VALVE 



1 



OD 3506 



N.B- — Please give the maker's name and number of 
torch or fire pot for which part is required. 



N.B. — S'il vous plait, mentionnez le nom du fabricint 

et le numero de I'appareil pour lequel 

la piece est requise. 
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OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 



PLIEUR A PERCHE AJUSTABLE 
ADJUSTABLE BAR FOLDER 



PLIEUR A TOLE 
SHEET IRON FOLDER 




Nos 

Nos. 

1 

134 
2 

3 



Longueur de 
Plis, pouces 

Length of Fold, 
inches 

20" 
24" 
30" 
36" 



Calibre Chacun 
GauEje Each 




22 
22 
22 
22 



S 60.00 

70.00 

84.00 

126.00 



COUPE-BROCHE ET COUPE-BARRE 

No. 60 




Nos 
Nos. 

15 

16 
17 
25 
26 



Longueur de 

Plis, pouces Calibre 

Length of Fold, Gauge 
inches 

30" 22 

36" 20 

48" 22 

30" 22 

36" 22 



Chacun 
Each 

$ 34.00 

75.00 

106.00 

39.00 

64.00 



WIRE AND ROD CUTTERS 

No. 62 




CD 3514 



No. 15 





"^fc^ CD 


3516 




Nos 


Capacity, jce. 


Poids, lbs 


Chacun 


Nos. 


Capacity, inch 


Weight, lbs. 


Each 


60 


Vx" 


5 


S 7.75 


61 


%" 


39 


25.00 


62 


Vb" 


90 


47.00 



FORMATEURS — FORMERS 



No. 21 




OD 3518 



Gravure OD 3518. — Avec rouleaux ordinaires, 

Numeros 11 12 

Diametre de? rouleaux 1" 114" 

Longueur 12" 16" 

Chacun S18.00 21.00 




13 

20" 
23.00 



Plate OD 3518 

14 15 

IH" 



30" 
29.00 



2" 
30" 
31.00 



With ordinary rolls. 

16 17 

2" 2H" 

36" 36" 

36.00 65.00 



Gravure 00 3520.— A%-ec rouleau amovibles. 

Numeros 18 19 

Diamet e des rouleaux 1" IW 

Longueur 12" 16"" 

Chacun $24.09 27.00 



Plate OD 3520.— With slip rolls. 
20 21 22 



1 H" 
20" 
30.00 



2" 
20" 
44.00 



2" 
36" 
50.00 



Numbers 
Roll sizes 
Length 
Each 



Numbers 
Size of rolls 
Lengths 
Each 




V 



a 





I 



□ 






ca 



i 



w 



I 



OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 



FORMATEUR A ROULEAU AMOVIBLE 
SLIP ROLL FORMER 



CISAILLEUSE A IREFENDRE 
SLITTING SHEARS 





Gravure OD 3524.^Pour tole 
de calibre 20 ou plus mince. 

No 68. Poids, 325 lbs. 

Prix SLir demande. 

Plate OD 3524.— For 20 gauge 
or lighter sheet. 

No. 68. Weight 32b lbs. 
Price on application. 




V' 



Nos 
Nos, 



65 
66 
67 
68 
69 
70 
71 
72 
73 
74 
75 
76 
77 
78 
79 
80 
81 
82 
83 
84 
85 



MANUEL ET A POUVOIR 

HAND AND POWER 

Loueue-Lir des ' '!Pour 

RouIphux Calibre 
Length of For Gauge 
Rolls 

30" 16 

36" 16 

42" 18 

30" 12 

36" 14 

42" 16 

48" 18 

36" 10 

42" 12 

48" 14 

60" 16 

72" 18 

42" 10 

48" 12 

60" 14 

72" 16 

48" 8 

60" 10 

72" 14 

84" 16 

96" 18 



POINCONNEUSE ET CISAILLEUSE 
PUNCH AND SHEAR 



niani. des 

Rouleaux 

Diam. of 

Rolls 

2W 
2V2" 

2Y2" 
3" 

3" 

3" 

4" 
4" 

r 

4H" 
414" 
4J-^" 
41^" 

5" 
W 

5" 

5" 



86 

87 
88 



A POUVOIR SEULEMENT 
POWER ONLY 



6" 
6" 

6" 
6" 

90 6" 

Prix sur demande 



48" 
60" 
72" 
84" 
96" 



Chacuii 
Each 



.-§108.00 
117.00 
127.00 
153.00 
163.00 
173.00 
190.00 
279.00 
304.00 
334.00 
390.00 
450.00 
404.00 

447.00 
481.00 
504.00 
575.00 
640.00 
702.00 
760.00 
820.00 



cal 7 gau. 
10 
12 
14 



Le No72coupe- 
ra la tole calibre 
12 et le fer plat 
de i4"a2"et le 
fer rond de 3^", 
et poingonnera 
des trous de 
5 16" dans du 
fer de h"- 
Chacun S90.00 

No 73 coupera 
la tole calibre 10 
et poinconnera 

un trou ^s" 
dans du fer de 

h"- 

Chacun .SlOl.OO 





OD 3526 



\ 



Price on application 



The No. 72 will slit No. 12 gauge sheet iron or bar iron 
H" X 2" or 3g" in round, and ^vil! punch a 5 16" hole 
in }i" iron. 

Each S90.00 

No. 73 will cut No. 10 gauge sheet iron or punch a 3, 5" 
hole in J^" iron. 

Each SlOl.OO 



■,!' 



CISAILLEUSE 
CIRGULAIRE 

No 24 est a 
main. Les au- 
Ires numeros 
sont a pouvoir. 




CIRCULAR 

SHEARS 

No. 24 works by- 
hand. Other 
numbers work 
by power. 



Nos Coupe Cir- 
culairement 

24 3" a 41" 

25 3" a 41" 

26 4" a 48" 

27 3" a 41" 

28 4" a 48" 



Capacite 
Calibre 

20 

20 

20 

16 

16 



Dimensions Cha- 

Poulies cun 

9" X 2" S *)*fM 

9"x2" 117.00 

9" X 2" ] sur 

15" X 2" de- 

15" X 2" mande 



Nos. Cut Circles 



24 
25 
26 
27 
28 



3" to 41" 
3" to 41" 
4" to 48" 
3" to 41" 
4" to 48" 




Capacity 

Gauge 

20 

20 - 
20 
16 
16 



Sizes of 
Pulleys 
9" X 2" 
9" X 2" 
9" X 2" 
15" X 2" 
15" X 2" 



Each 

S 99.00 
117.00 

, on 
appli- 
cation. 
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OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 



CISAILLEUSE CIRCULAIRE 

Gravure OD 3530. — Le numero 
22, a main, coupe circulaire- 
mentde2M"al9", 
Chacune S57.00 

Le numero 23, a pouvoir, coupe 
circulairement de 2H" a 19"- 
Chacune S73.G0 



CISAILLEUSE A LEVIER 
LEVER SLITTING SHEARS 




OD 3530 



CIRCULAR SHEARS 

Plate OD 3530.— No. 22 hand, 
cuts from 2^" to 19" diameter. 
Each $57.00 

No. 23 power, cuts circles from 

21^" to 19" diameter. 

Each $73.00 



CISAILLEUSE D'EQUERRAGE 
SQUARING SHEARS 





OD 3532 -<'.vS,^" 



Longueur 

Couteaux 

Length of 

Knives 

12" 

8" 



OD 3534 





Capacite 


Nos 


Ca i :ire 


Nos. 


Ca:)acLty 




Gauge 


Vb 


10 


76 


H" 



Poids 

lbs Chacune 

Weight I r Each 

lbs. 

350 S 86.00 

450 112.00 



Nos 
Nos. 
236 
242 
248 
260 
272 



Longueur 
Length 
36" 
42" 
48" 
60" 
72" 



Poids, lbs 

Weight, lbs. 

675 

800 

950 
1450 
1800 



Chacune 
Each 

$130.00 
175.00 
225.00 
350.00 
460.00 




OD 3536 



Pour acier adouci, calibre 18 et plus mince. 
Nos Lonccueur Poids, lbs Chacune 

296 96" 3000 ■ S640.00 

2120 120" 4000 Surdemande 



For 18 gauge and lighter soft steel. 
Nos. Length Weight, lbs. 

??L 9^" 3000 

2120 120" 4000 



Each 
S640.00 
On application 





* , 
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OLlTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 

CISAILLEUSE D'EQUERRAGE — SQUARING SHEARS 



Gravure OD 3538,— 
Cisailleuse d'equerrage a 

pied; avec emporte-piece. 

Pour feuille metallique de 
toute longueur mais pas 
plus^paiS'V que le calibre 
16. 




Plate OD 3538.— Foot, 
gap squaring and sliUing 
shears. 

For any length of sheet 
metal, not exceeding 16 
gauge in thickne&s. 



r 




OD i5is m 






Nos 


Longueur 


Emporte-Piece 


Poids, bs 


Chaciine 


Nos. 


Length 


Gap 


Weight, lbs. 


:!,ach 


135 


30" 


15 


1230 


S275.00 


138 


30" 


18 


1450 


292.00 


165 


36" 


15 


1385 


350.00 


168 


36" 


18 


1550 


347.00 



PRESSE POINCONNEUSE 
PUNCHING PRESS 



ENCAStREUR A FIL DE FER ENCASTREUR-MONTFUR 

ENCASED WIRING MACHINE ENCASED SETTING MACHINE 




OD 5540 

Gravure OD 3540.— Chaque ap- 
pareil est fourni avec caUbre a 
bande, 3 poingons et 3 etampes de 
W. 3/16-, H"- 

No 270, Poids, 50 lbs $24.00 

Plate OD 3540.— Each machine is 
supplied with gauge stripper, three 
punches and dies of H", 3/16", 

No. 270, Weight, 50 !bs. . . . S24.00 





OD 3542 

Gravure OD 3542. — Cet encastreur 
travaille la tole caUbre 24 et plus 
mince. 

Fourni avec support S34.00 

Plate OD 3542.— This machine will 
work 24 gauge iron and lighter. 

Furnished with stand $34.00 



OD 3544 

Gravure OD 3544.— Cet en- 

castreur-monteur est fourni avec 
support; il travaille facilement la 
tole, calibre 16 et plus mince. 

Chacun * S22.00 

Plate OD 3544.— This machine is 
furnished with stand; it will work 
easily 24 gauge and lighter sheet 
iron. 

Each S22.00 
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OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 




OD .^546 
Gmvure OD ,^546.— Toumeur 

d'encastrement foumi avec support- 
Chaam S31.00 

Plate OD 3546.— Encased turner 

fiimislied with stand. 

Each S31.00 

TOURXEl R \ CHASSIS SOLIDE 
SOLID FRAME TURNER 




OD 354 S 

Gmvure OD 354S.^Tourneur a 
chassis soHde foumi avec supptorl. 
Chaam S27.00 

Plate OD 334S.— Solid frame turner 

furnished with stand. 

Each S:?7.00 

CONTRE-RIVEl'R D'EN- 
CASTREMENT 

BURRING MACHINE 




OD 3550 



Gmvure OD 3550. — Contre- 

riveur a chassis solide. 

Chacun S2J.00 

Plate OD 3550. — Encased solid 

frame burr. 

Each S23.00 




OD iSS2 



Gravure OD 3552.— Contre- 

riveur d'encastrement foumi avec 

support. 

ChacLin 129.00 

Plate OD 3552.— Burr furnished 

wilh stand. 

Each S29.00 

POSEUSE DE FIE DE PER 
WIRING MACHINE 




UD 3554 ■ 

Gravure OD 3554.— Machine a 
chassis solide rendant Tappareil 
tres fort. 
Chacune $30.00 

Plate OD 3554.— Solid frame add- 
ing sreatlv to its strength. 
Each.....' S30.00 

SUPPORTS DE POSEUSE 

DE FIL DE FER 

\VIRING MACHINE STANDS 





OD 356t> OD 355S 

Ajuslables pour etablis de 1 a 3 

pouces d'epaisseur. 

Chacun $2.75 

Adjustable for benches from 1 to 3 

inches in thickness. 

Each S2.75 




OD 3560 
Gravure OD 3560.— Rainureur a 
coude. foumi avec support, 

Chacun $25.00 

Plate OD 3560.— Elbow edging 
machine furnished with stand. 
Each $35.00 

EMBOUTISSEURS 
BEADING MACHINES 




OD 3562 

Gravure OD 3562.— No 1, 2 et 3 
avec coussinets d'alhage. 

Plate OD 3562.--N"o;. 1. 2 and 3 
with compound bearing. 




OD 3564 

Emboutisseur Xo 4 avec commande 

directe. 

No. 4 Reader, direct driven. 

No Longueur 

No. Length Chacun 

1 13 S73.00 

2 10 66.00 

3 7H 54.00 

4 6 35.00 

5 4 33.00 
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OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 

EMBOUTISSEURS ET GAUFREURS A TUYAU DE POELE 
STOVE PIPE CRIMPERS AND HEADERS 

No 7 

No. 9 




OD 3566 



Avec support — \Aith Stand, §36,00 




OD 3568 



Avec support — With Stand 



S28.00 



EMBOUTISSEURS ET JOINTEURS COMBINES 
SEAMING AND SETTING DOWN MACHINE 





OD 



No 
No 



3 
3 



Avec accessoires d'assemblage. . . 
Sans accessoires d'assemblaj^Ee , . . 



No 2 
No. 2 



No. 3 
No. 3- 



With setting down attachment . . 
Without setting down attachment 



No 2 — Avec tete deviatrice et accessoires 

d'assemblage S72.00 

■Sans accessoires d'assemblage 55.00 

With deflecting head and setting down 

attachment S72.00 

No. 2 — Without setting down attachment 55.00 

MACHINES A CANNELER- GROOVING MACHINES 



S59.00 
50.00 



S5*>.00 
50.00 




OD 3574 



Avec montage en cuivre 

Numeros 27 28 29 Numbers 

Longueur 30" 36" 48" Length 

Capacite, calibre 22 22 20 Gauge, capacity 

Chacune $68.00 79.00 O.A. Each 

EMBOUTISSEUR A GOUTTIERES 

Nos Longueur Diam. Tige Cliaeim 




Nos 

Nos, 

30 
31 
32 
33 



IjoagUGur 
Length 

30" 
36" 
30" 
36" 



OD 3576 



Ciipiic'ity 
C.il.— GiUi^'t! 

22 
12 
18 
20 



Chacune 
Euph 

S 75.00 

90.00 

127.00 

135.00 



20 


15" 


7/16" 


$ 6.80 


21 


21" 


'A" 


7.50 


22 


31" 


'A" 


12.35 


23 


31" 


Vs" 


12.35 


24 


36" 


'A" 


13.00 


25 


36" 


H" 


13.00 



GUTTER READER 

Nos. LeiiEth Diam. of Rod 



7'16" 




Each 

S 6.80 
7.50 
12.35 
12.35 
13.00 
13.00 
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OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 




OD 3580 

Gravure OD 3580, — Maque en acier. 
Place OD 3580.— Steel brake. 

Capacite 

Nos Longueur 

Nos. Length 




120 
121 
125 
126 
130 
131 



61" 
61" 

81" 

81" 

101" 

101" 



Calibre 
Capacity 
Gauge 
18 
16 
18 
16 
IS 
16 



Poids, lbs 
Weight, lbs. 

800 
1200 
1000 
1500 
1900 
2500 



OD 3582 

Gravure OD 35S2. — Maque a comiche, a quatre 

palettes. 

Plate OD 3582. ^Four leaf cornice brake. 

Nos. 

Ft. length 
■ Weight, less 
1 4th leaf 

/Weight, with 
\ 4th leaf 



Prix sur demande — 



Nos 2 


3 


10 


Longueur, pds. 6 


8 


10 


Poids sans i n/vi 
4e palette ( ^*^ 


3000 


460 


Poids avec ■ onnn 

4e palette / ^^ 


3300 




Price on application 







PLAQUETTES D'ETABLIS 

No Dimensions Prix 



BENCH PLATES 



140 
141 
142 



30" X 8" S 7.00 
37" X 8" 9.00 
48" X 12" 16.00 




OD 3584 



Nos. 

140 
141 
142 



Dimensions 
30" X 8" 
37" s 8" 
48" X 12" 



Price 

$ 7.00 

9.00 

16.00 



TASSEAUX D'ETABLIS — BENCH STAKES 





OD 3586 

Gravure OD 3586. — ^Tasseau bi- 
gome No 1. 

Nol S29.00 No 2 S26.00 

Plate OD 3586.— No. 1 Beakhom 
stake. 

No. 1. .. . S29.00 No. 2.... S26.00 




OD 3588 

Gravure OD 3588.— Tasseau a 

jointer. 

No 4 S20.00 No 5 $19.00 

Plate OD 3588.— Seaming stake. 
No. 4. . . . S20.00 No. 5 $19.00 



OD 3590 

Gravure OD 3590.— Tasseau bi- 

gome a aiguille. 

Chacun S 6.00 

Plate OD 3590.— Needle case stake. 
Each 5 6.00 






OD 3592 

Gravure OD 3592. — Tasseau d'af- 

fleurement. 

Chacun $11.50 

Plate OD 3592.— Blow horn stake. 
Each S11.50 



OD 3594 

Gravure OD 3594.— Tasseau pour 
moule a bougie. 

Chacun $ 6.00 

Plate OD 3594.— Candle mould 
stake. 

Each $ 6.00 





OD 3596 

Grai-ure OD 3596.— Tasseau a 
theiere. avec 4 tampons en acier. 

Plate OD 3596.— Tea kettle stake 
with 4 steel heads. 

Chacun— Eac.i $35.00 
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OUTILLAGE DE FERBL7S.NTIER - TINSMITH'S .TOOLS 






OD 5598 OD 5600 

Gravure OD 3598.— Tasseaux carres. $4.00 10.00 

Gravure OD 3600. — Tasseaux en lame. 

S8.00 9.00 10.00 

Gravure OD 3602.^ — Tasseaux de fond. 

S2.00 2.50 3.25 

Gravure OD 3604.— Tasseaux a tete ronde S2.70 



OD 3603 OD 3604 

Plate OD 3598.— Square stake. S4.00 

Plate OD 3600.— Hatchet stake. 

S8.00 9.00 

Plata OD 3602.— Bottom stake. 

S2.00 2.50 

Plate OD 3604.— Round head stake. 



10.00 

10.00 

3.25 
S2.70 




OD 3606 
Gravure OD 3606. — Tasseau a mandrin creux. 
No. 39 Sl6.0n No. 40 SIO.OO 

Plate OD 3606.— Hollow mandrel stake. 

No. 39 S16.00 No. 4.') $10.00 




OD 3608 
Gravure OD 3608. — Tasseau a mandrin. 

No. 31 S18.00 No. 32 §12.00 No. 33 

Plate OD 3608.— Mandrel stake. 

No. 31 S18.00 No. 32 $12.00 No. 33 



SIO.OO 



$10.00 



Gravure OD 3610. — Tasseau a 
tuvau conducteur. 



No, 29 S9.00 



No. 3J S7.50 



TASSEAU A JOINTER 




OD 3610 



Plate OD 3610.— Conductor 
pipe stake. 

No. 29 S9.00 No. 31 S7.50 
SEAMING STAKE 





OD 3612 

Gravure OD 3612.— Tasseau a jointer, avec quatre 
tampons. 

Complet SIO.OO 

Sans tampons ; 7.00 



RAINUREUR MANUEL 

Gravure OD 3616. — Fait du meilleur 
acier fondu. 



B 



D 



OD 3612 



Plate OD 3612. — Double seaming stake with four heads 



f"l"i 




Complete S19.00 

With, heads 7.00 



HAND GROOVER 

Plate OD .U.16.— Made from best cast 
steel. 



OD 3616 



Numeros 
Dimensions 

Chacim 



00 
9/16" 

$1.50 





'A" 

1.50 




5 
3/16" 

0.90 



6 

H" 

0.90 



Numbers 
Sizes 

Each 
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OUTILLAGE DE FERBLANTIER — TINSMITH'S TOOLS 




CHASSE-RIVETS— RIVET SETS 



POmcONS A DECOUPER- HOLLOW PUNCHES 






CD 


3618 




Nos 


Grosseur de 


Pour Rivets 


Chacun 


Nos. 


trous 
Size of ho e 


For Rivets 


F.ach 


00 


11/32" 


16-20 bs. 


SL40 





10/32" 


12-14 " 


L40 


1 


9/32" 


8-10 " 


LIO 


2 


8/32" 


6- 7 " 


LIO 


3 


7/32" 


4- 5 " 


LOO 


4 


6/32" 


2- 3 '■ 


LOO 


5 


5/32" 


IH '■ 


0.90 


6 


9 '64" 


IH " 


OM 


7 


li" 


14,16,20 02. 


0.80 


8 


7/64" 


8, 10 oz. 


0.80 




CD 3620 



Coupe 


Chacun 


Cut 


Each 


3" 


S4.25 


2,^" 


3.50 


2H" 


3.20 


2" 


2.90 


l%" 


2.60 


IH" 


2-50 


\%" 


2.10 


V4" 


2-10 


Hs" 


2,00 



TENAILLES DE COUVREURS — ROOFERS' TONGS 



JOINTEURS DOUBLES 

DOUBLE SEAMERS 





OD 3624 



Jeu 



'-^et % 

1 etUi 
IHet IH 

Nos 6 
Jeu de 2 



S4.00 



OD 3622 



— Set 14 and ^ 

— Hand I 

— 1 and \}4 

— IK and 114 

9 Nos. 
Set of 2 



8 




OD 3626 



Gravure OD 3622.— Tenailles ordinaires. 
Jeu de ^ et 1 
1 et 11 



.1 



l^et IH I 



VAeil^ 

6 7 

$11.00 11.00 



Le jeu de 
2 paires 




Nos 
Le jeu 

Plate OD 3622.— Ordinary tongs. 

Set ^ and 1 ^ 
1 and 1 K 
IM and 1^ 
iy2 and 1 H 

6 7 

sn.oo 11.00 



8 
11.00 



9 
11.00 



J 



Nos. 
Per set 



Per set 
2 pairs 

8 
11.00 



9 
11.00 



Gravure OD 3626.— Tenailles a jauge ajustable. 

Tenailles de K et 1 — Jointeurs ^ et V 

1 ttlH ^etl 

JKetlH 1 etlK 

13^etI34 IMetlK 

No 12 La paire ^j^25 

Plate OD 3626.— With adjustable gauge. 

H and 1 tongs and H and ^ seamers 
1 and 11^ " " ^and 1 
IHandVA " " 1 and IK 
13^ and IK " " IK and IK 

^^'^^^' $7.25 
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Coupe 


Chacun 


Cut 


Each 


IH" 


$1.80 


\Y^' 


1.60 


1" 


1.50 


H" 


1.25 


H" 


1.05 


%" 


0.95 


1^" 


0.75 


?s" 


0.60 


H" 


0.45 
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POELES A GAZ — GAS STOVES 




OD 3628 

Gravure OD 3630.— 

Espacement 30" x 19" 

Grandeurde fourneau 18" x 11" x 13" 

Liste S44.40 

Plate OD 3630.— 

Floor space occupied 30" x 19" 

Size of oven 18" x 11" x 13" 

List S44.40 

I 




OD 3632 



Gravure OD 3628.— 

Espacement 25 x 15" 

Grandeur de fourneau 16" x 11" x 12" 

Liste 522.00 

Plate OD 3628.— 

Floor space occupied. 25" x 15" 

Size of oven 16" x 11" x 12" 

List $22.00 




OD 3630 



Gravure OD 3632.— 

Espacement 27" x 18" 

Grandeur de fourneau 16" x U" x 12" 

Liste S26.60 

Plate OD 3632.— 

Floor space occupied 27" x 18" 

Size of oven 16" x 11" x 12" 

List S26.60 

Pour autres genres de poeles avec ou sans corniches, 

voir catalogue special. 

For other kinds of stoves, with or without cornice, see 

special catalogue. 
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GLACIERES - REFRIGERATORS 




Gravure OD 3642— Olaci^rt^ en fT^ne soJide 

full dor^. 

No U — IntiSrieur galvanis^^. 
No 111 — ^Int^riear emaille. 
No 12' — Intf^rieur galvanis^. 
No 112— Int^rieur imaill(\ 

Prix sur demande. 



gcildeii finish 



OD 3644 

Gravure Or> 3044— Glaci^re en t'hi^w fitu 
do^^^ iiiterieur de porcelaine, ta.blett^s en 
fil dc fer 6tam6. 

Prix sur demande. 

Plate OD 3644— Oak, golden finish, rpfrie- 
erator witli r>t>rcolahi JiriinE and tintu^d 
wire shelves. 

Price on application. 



Plate OD 3642— Solid ash 

refrigfTator. 

No. 11 i^^ s;alvanized inside. 

No, HI is enaraelled inside. 

No. 12 is galvanized inside. 

No. 112 is enaindled iiihicl(\ 

Price on appliratian. 

Dimensions 

Largeur Hautcnr JVofondeur 

K, . Width HfiKht Depth 

No. 11-111 24H" 1*3-^" 41- 

No. 12M12 2IdJ^" isj^" 43/' 



No. 

232 

147 
150 



DLmsnMons 

LarKPTir Hauteur 



Width 

42" 

48" 



Height 
47" 
52" 
fl3" 
66" 



Profondfiir 
Deptli 
121" 
24" 
27" 
27" 




OD 3642 





OD 3646 



Gravure OD 3646— Glaciere en c■h^ne choSsi. fini dor6. iut^rieur 

emadk- bhinc. 

No 128 — deux tabJettes. 

Nog 131 et 133— trois tabJettes. Prix sur demande. 

M^'^fo?^ 3M6--Se!ccted ash, golden finish; white eoamelled lined. 
No, 12s — two shelves. 

Nos. 131 and 133 — three shelves. Price on appli^'atioD, 

DinjensiouB 

No, Hauteur Larjrair Profondeur 

Height Width Depth 

12s 50" 22 Ji" iSH" 

131 53" 2eW' 20 " 

333 5.5" 30M" 20 " 



No. 22 



OD 3648 

Gravure OD 3648-Glaci*vrc en ac-ier i porte simple. 
ni * ^-^ ^. Prix sur demande. 

Plate OD 3648-Sin£le door steel refrigerator. 

XT ry^ Price on application, 

ISO z^ Hauteur Lar^ieur Profondctir 

T^- w . ■ Height Width Depth 

Kspace pour giace U" Wy," If^l" Kh^'Xr" 

No 24 Hauteur Largeur Profondeur No 24 

T>- ... Height Width Depth 

Esp«c. pour .lace I^' i?^. J^^. KhSe^^^ 
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Accessoires de Baignoire. . . 147 h 153 

Accessoires de Cabinet 
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Slaver 165 a 173, 257 

Accessoires de Douches. . . . 175 a 181 
Accessoires de Lavabos- - 153 h 165 
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toilette 210 a 236 

Accessoires d'urinoirs 201 a 210 
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Mueller .^. . 272 
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Souder 244, 245 

Accouplements Mueller 272 

AfMteurs 510 
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Aisances, Entonnoirs d' 120 
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Aluminium en lingot . . , , 300 

Aluminium, Peinture d' 495 

Aineric, Tole galvani,see 466 

Amiante en feuille 488 

Anneaux a Rideaux 179 

Anneaux brises 260 

Anneaux de friction de ligature 195 

Anse de Coquemar 463 

Anti-Friction, iMetal 298 

Antinioine "^00 

Appareils doucbeurs 179, 180 

Appareils Savonneurs . . . . 223 a 227 

Arrets de Porte. 204, 205 

Arrosage, Specialitos i)aur .283 a 286 

Arrose-Tdtes 176 

Arroseurs de gazon 284, 285 

B 

Babl>itt.s, Nettoyeur a tuyau . . . 493 
Babo, Nettoyeur d'Email et 

Porcelaine 493 

Bagues a joints glissants 25S 

Baignoires en fonte emaillee 

12 a 24, 26, 27 

Baignoires en porcelaine. ... 24, 25 
Baignoires, Accessoires de 147 a 153 
Baignoires, Montages de. 149 a 153 
Baignoires, Vidagea et Trop- 

pleins de 151 

Balance de Salle de Toilette... 235 

Eardeaux multiples 452 

Barre a panne fendue 503 

Bee de Coquemar 463 
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Bedanes 514 

Bidons a lait 460, 461, 462 

Blane de plomb 494 

Bofte a graisse, resine et fleur. . 520 
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Botte de Soupape 274 

Bottes de Service 273 

Bols de Cabinet 134, 135, 136 

Sondes a bouchon, . . .152, 160, 172 
Booster (voir Surchauffeur') 

Bornes k Chatnette 25S 

Bouchons a tuyau 458 
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Boulons a voiture 484 

Boulons de bride de Cabinet. . . 200 

Boulons d'Evier 173 
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Brides d'accouplement 359, 367, 368 
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ture 450 
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Brosses a fournaise 525 
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Cabinets i\ M*?dicaments 210 
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Cnble en fibre 4S7 
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Chalumeaux 465 

Chambres d'Svacuation 414 
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Charnieres de siege 185, 186 
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Clcs de reglage, a t\iyau de poele 459 

Ck'^s de toutes sortes 541 a 544 

Clcs \^>scott 541 

Clo^et^ sanitaires Vilhifie 137 
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Accessories, Bath room, ,210 to 236 
Accessories for Baths, , , . 147 to 153 
Accessories for Closets, . . 181 to 201 
Accessories for Laundiv 

Trays \ 165 to 175 

Accessoriesfor Lavatories, 153 to 165 

Accessories for Sinks 165 to 175 

Accessories for Showers. . 175 to 181 
Accessories for Urijials. . .201 to 210 

Alim^inum, Ingot 300 

Aluminum, Sheet 474 

-\luminum Paint 495 
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Antimony 300 
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Anvil 547 
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Apollo nickel-zinc 473 

Asbestos Mill board 488 

Asbestos pipe covering 4S9 

Asbestos sheet 4SS 

Asbestos wick 4S7 

Auger bits 506 

Auger?, Eye. . . , 505 

Awls, Scratch 515 

Axes 499 
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Babbitt Metal 298 

Babbitt Pipe Cleaner 493 

Babo enamel and porcelain 

Cleaner 493 

Backs, Sink 81 

Bags, Tool 497 

Ball cocks 194, 195, 198 

Ball joint connection 178 

Balls, Copper 199 

Balls, Faucet 255 

Balls, Rubber 193 

Bar Tin 299 

Bar, Claw 503 

Bars, Towel. . .215 to 218, 232, 233 

Basins, Wash 54. 63 

Baskets, Towel 217 

Bath fittings and acces- 
sories 147 to 153 

Bath plugs with stopper 152 

Bath room accessories. . .210 to 236 

Bath supply pipes 152 

Bath wastes and overflows. . . . 151 
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amelled 12 to 24, 26, 27 

Baths, Porcelain or China. , . .24^ 25 

Bath, Steel enamelled 27 

Beader, Gutter 557 

Beading Machines 556 

Bell traps 249 

Belt dressings 491 
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Bits, Wood augers and wood 

boring 505, 506 

Bits, Reamer 505 

Blades, Hack saw 501 

Blocks, Chain 547 
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Boards, Tank 186 

Bciler insulation jaoket 395 

Boiler Liquid 493 

Boiler Stands 395 

Boilers, Copper range 394 

Boilers, Galvanized range- .393, 394 

Bolts, Carriage 484 

Bolts, Closet flange 200 

Bolts, Closet Seat 186 

Bolts, Machine 484 

Bolts, Sink 173 

Bolts, Stall door 204 

Bolts, Stove 483 

Bolts, Toggle 485 

Borers, Tap 519 

Bossing Sticks 519 

Bottoms, Dairy pail 464 

Bowls, Closet 134, 135, 136 

Bowls, Round and ovai 

Wash 54, 63 

Boxes, Service 273 

Boxes, Valve 274 

Braces, Bit 511 

Brackets, Shelf . ..186. 230, 232, 233 

Brackets, Sink 174 

Brakes, Cornice 558 

Brass fittings 323 to 329 

Brass Nipples 328 

Brass pipe 322 

Brass sheet 474 

Brass strainer Cloth, 464 

Bronze paint 495 

Bronze powder 495 

Bronzing Liquid 495 

Brush holders. . . .218, 219, 232, 234 

Brushes, Furnace 525 

Brushes, Roofing 454 

Brushes, Tube 525, 526 

Bubblers, Fountain 109, 110 

Bumpers^ Closet seat 186 

Bumpers, Closet seat bolt 257 

Bumpers. Tack and screw 186 

Burring Machines 556 
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Cabinets, Medicine 210 

Calipers and dividers 513, 514 

Candle holder 520 

Can Screws, Tin 463 

Can Trimmings, Milk 461, 462 

Cans, Milk 460, 461, 462 

Caps, Roofing 454 

Ciirt, Village hose 280 

Cases, Tool 497 

Cast iron enanaelled 

-Bath 12 to 28 

Closets 119 to 127 

Fountains 95 to 109 

Lavatories , . .28 to 56 

Shower receptors 117, 118 

SinJcs and Trays 64 to 95 

Urinals 138 to 142 
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Flunged fittings 360 to 369 

Sere-wed fittings 352 to 359 

Soil pipe and fittings. ,305 to 322 
Cellar drainers and ejectors. 252, 253 

Cement, Asbestos 492 

Cement, Plastic 454 

Cement, Portland 492 

Cement, Roofing 453 

Cement, Smooth On Iron 492 

Cement Laundry Trays 91 

Chain blocks 547 

Chain stays 25S 

Chain, N.P. Bead 260 

Chain, Brass Safety 260 

Chains, Closet pull 197 

Chairs, Bath room 213 

Chemical product, Tweed 137 

China baths 24, 25 

China lavatories. ....... .56 to 63 

China wash basins 63 

Chisels of ail kinds. .514, 515, to 518 

Chisels, Caulking 516, 517, 518 

Chisels, Cold 514 

Chisels, Wood 514 

Clamp, Lavatory 160 

Clamps, Hose 283 

Clamps, Service 274 

Clay sewer pipe and fittings 303, 304 

Cleaner, Closet 524 

Cleaner, Waste 524 

Cleaners, Sewer 524, 525 

Cleaners, Tube 525, 526 

Clean Outs 246 

Clock, Engine room 420 

Closet Accessories 181 to 201 

Closet Bowls 134, 135, 136 

Closet seats 181 to 185 

Closet seat hinges 185, 186 

Closet, Stalls. 119 

Closet tanks 187 to 189 

Closets 119 to 138 

Closets, Hopper 120 

Closets, Range 122 to 127 

Closets, Sanitary 137 

Cloth, Brass strainer 464 

Clothes, Wiping 520 

Coach Screws 483 

Coal tar 452 

Cock hole covers. 152, 160, 174, 258 

Cocks, Corporation 268 to 271 

Cocks, Gas 262, 263, 264 

Cocks, Gauge 422 

Collars, Sink 173 

Colmnns, Water 415, 416 

Columbus, Galvanized sheet 

iron 466 

Comb holder 228 

Combinations, Sink and 

Tray 92 to 95 

Companion flanges 367, 368 

Compound, Pipe joint 492 

Compression faucets, 147, 148, 153 

to 156, 164 to 170, 237 to 240 

Connection, Ball joint 178 
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ENGLISH INDEX— Continued 



Pages 
Connections, CIoRet rubber, 199, 200 

Connections, Sink 172 

Connections, Urinal 201, 202 

Connections, Water 2/1 

Continuous Wastes, . . .160, 171, 172 
Controller, Mueller automatic 

heat 403 

Copper bar 474 

Copper sheet. 473 

Copper sheet, Tinned 473 

Corner bead, GaKanized 468 

Corporation goods 265 to 278 

Cotter pin puller 503 

Cotter pins, Brass and steel. . . . 479 
C:ouplings, Brass soldering. . . . ^244 

Cou])litigs, Faucet 256 

Couplings, Hose 283 

Cou]3lings, MueUer 270, 272 

Couplings, Slip joint 258 

Couplings. Spud HU, 195 

Couiilings, Water back 245 

Covers, Boiler 463 

Covers, Cock hole, 152, 160, 174, 258 

Covers, Trap screw 247 

Cranks, Gong 418 

Crosses, Slip joint _ 258 

Curtain Hooks and Chains 179 

Curtain rings 179 

Curtain rods 178 

Curtains, Shower 179 

Cutter^ Class tube 539 

Cutters, Bolt 539 

Cutlers, ripe 526, 527 

Cutlers, Wire and Eod. 552 

D 

Dampers, Stove pipe 459 

Deep Seal traps 158, 159, 171 

DeSolvo pipe Cleaner 493 

Dividers and Calipers 513, 514 

Dr;iiiiiLge fittings 370 to 379 

Drain-Boards 79 

Dresser, Faucet -seat 522 

Dresser, Lead pipe 519 

Dressing, Belt 491 

Drills, Autonatif.-, Hand, Breast 

Chain and Post 508 

Drills, Black & Decker 

Electric 509, 510 

Drill.?, Iron and Stone 506, 507 

Drinking Fountains. .... ,95 to 111 

£ 

Ears, Kettle 462, 463 

Eavetrough 455 

Eavotrough spikes 479 

Edging machine. EIl>ow 556 

Ejectors and Cellar 

drainers 252, 2.53 

Ejectors, Penberthy 252, 406 

Elastigura coating 453 

Elbows, slip joint 258, 259 

Emerj- wheels 511 

Enamel, Baking 495 

Enamel, Stove pipe 495 

Encased burring machine 556 

Encased setting machine 555 



Pages 

Encased turner 556 

Encased Aviring machine 555 

Ends, Gas tubing ruVjber 264 

Ends, hose faucet 261 

Everlastic cement 453 

Exhaust heads 414 

Expanders, tube 526 

Extension ladders 547 

Extinguishers 278, 279 

Extractors, Oil and Grease. . . . 410 
E^yes, Sto\'e pipe 459- 



F 



Faucet Connections, Knicker- 
bocker 179, 180 

Faucets 

Bath 147, 148 

Compression, 147, 148, 153 to 156, 
105 to 170, 237 to 240 

Double Bath 147, 148 

Doulile Lavatorv 155. 156 

Double Sink...,' 169, 170 

Dram 237 

Flange 165 to 169 

Ground kcj' 240 

Hinged lock oil 236 

Laundry Tray 170 

Lavatory 153, 158 

Lawn 237 

Oil and gasoline can 236 

Petroleum 236 

Quick opening 

148, 155, 156, 167, 168 
Self Closing. . . . 154, 167, 168, 238 

Special 236 

Urinal 201 

Water Cooler 236 

Felt, Hair 488 

FerroTrap 247 

Figures and letters. Steel 498 

Fifes 502 

Filler, Renos Iron 495 

Filordrain...". 251 

Filters, Water 261 

Fire pots, Gasoline and 

Kerosene 550 

l-'ire Specialties 278 to 283 

Fittings, 

Bra.sspipe 322 to 329 

Cast Iron flanged 360 to 369 

Cast iron screwed 352 to 359 

Cast iron soil pipe 305 to 322 

Cond\ictor pipe 456 

Drainage 370 to 379 

Eavetrough pipe 456 

Lavatory 161, 162 

Long turn 370 to 375 

Malleable iron 331 to 350 

0/S 369 

Sink 173, 174 ,257 

Slip joint 2.58, 259 

Flanges, Beaton floor 426 

Flanges, Companion. 367, 368 

Flanges, Closet floor 191 

Flanges, Copper 450 

Flanges, Faucet 256 

Flanges, N.P. Spun 256 



Pages 

Floats, Copper 199 

Floor plates for lavatory. . . 161, 162 

Flush valves 189, 192, 197 

Folders, Sheet iron 552 

Force cups 524 

Forges 547 

Formers, Sheet iron 552, 553 



Gage, Center 513 

Gage, Dril! 513 

Gage, Screw pitch 513 

Gage, Thickness 513 

Gages, Wire 513 

Gas Cocks 262 to 265 

Gas Tubing 264 

Gaskets, Lavatory rubber. .... 257 

Gaskets, Rush valve 198 

Gaskets, Spud rubber 195 

Gates, Molasses 236 

Gates, Perfection 236 

Gauges, Vacuum, Hydraulic 

Pressui-e and Compomid. . . . 419 

Gauges, Water 421 

Glass and Brush holders 219 

Glass holders. . .219 to 222. 232, 234 

Glasses 228 

Gongs, Trip 417 

Goose necks for lavatory 161 

Goose necks with flange 270 

Gouge, Wood 518 

Graphite, Flake 494 

Grates, Cast iron 251 

Grinders 510 

Groover, Hand, 559 

Grooving machijie 557 



H 



Hammers of all kinds 500 

Handles, Kettle 463 

Hajidles, Ratchet 512 

Hangers, Eavetrough 455 

Hangers, Pipe 379 to 385 

Headers, Branch pice 385 

Headers, Hot water boiler 387 

Heads, Closet bowl China 200 

Heads, Exhaust /. . . 414 

Heads, Shampoo 176 

Heads, Shower 176, 177 

Heaters, Gas Water 391, 392 

Heaters, Noiseless hot water.. . 407 
Heaters, Taylor hot water. . 390, 391 

Hinges, Closet seat 185, 186 

Hinges, Urinal .stall 203, 204 

Holders, Door 204, 205 

Holders, Brush, Glass, Paper 

and Sponge 218 to 235 

Hook, Rot 521 

Hooks, Eavetrough 455 

Hooks, Robe, Towel'and Riizor 

strap 231 

Hooks, shave 519 

Hooks, S 260 

Hopper Closets 120 

Hose faucet ends 261 

Hose, Fire 279, 280 

Hose, Garden 283 
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Hose mender 284 

Hose rack 281 

Hose reel 2S1, 283 

Hydrants, Fire 275, 276 

Hydrometer, Syrup 465 

I 

Injector, Penberthy 405 

Iron, Angle 475 

Iron, Bund 476 

Iron, Bar 475, 476 

Iron, Black Sheet 469 

Iron, Galvanized corrugated.. . 468 

Iron, Galvanized sheet 466, 467 

Iron, Perforated 477 

Iron.s, soldering 522 

J 

Jacket, Boiler insulation 39.5 

Japan, Black 495 

Jenkins Valves 431 to 438 

Joints, Expansion 414, 415 

Josam Traps and Drain.. . .248, 249 

K 

Kettle spout 463 

Knickerbocker Shower bath 

uppuratus 179, 180 

Knobs, Ustensil's 464 

L 

Ladders, Extension 547 

ladles, Melting 521 

Laundry Trays, Cast iron 

enamelled 86 to 91 

Laundry Trays, Cement 91 

Laundry Tray Faucets 170 

Laundry Tray Stand 174 

Lavatories, Cast iron en- 
amelled 28 to 55 

Lavatories, China or 

porcelain 66 to 63 

Lavatory Clamp 160 

Lavatory Combination fittings. 157 

Lavatory Faucets 153, 157 

Lavatory fittings 161, 162 

Lead, Caulking 298 

Lead fibre 298 

Lead, Pig 29S 

Lead, Red 494 

Lead, Sheet 297 

Lead Traps 301, 302 

Lead, White 494 

Leg, Sink . - SO 

Letters and figures, Steel 498 

Levels, Wood and steel 499 

Levers, Closet tank. , .191, 192, 197 

Lining, Cistern ISO 

Lining, Stove 492 

Licpiid, Bronzing 495 

Liquid, X Boiler 493 

Lubricators, Engine 430 

M 

Malleable iron fittings. . .330 to 350 



Pages 

MaUets 501 

Marvel water Heater 392 

Medicine cabinets 210 

Mender, Hose 284 

Mendet utensil repair plugs. . . . 464 

Metal, Babbitt 298 

Mirror, Plumber's 520 

Mirrors, Bath room 210, 211 

Molds, Solder 521 

Molds, Tack 521 

Mounting Expansion tank 421 

Mueller Automatic Heat Con- 
troller 403 

Mueller Drilling and Tapping 
Machines 265, 206 

N 

Nails of all kinds 479, 4S0 

Nipples, Brasss pipe 32S 

Nipples, Iron pipe 350, 351 

Xipple.--. Soldering 244 

Nozzles, Hose 282, 2S4 

Nuts, Spud and Vahe 

coupHng 191, 195 

O 

Oakum, Tarred ^ 488 

Offset connections, Closet 190 

Offsets, Slip joint 2.59 

Oil and Grease cups 426 to 4:50 

Oilers, Coppered 496 

Oils 495 

O/S Fittings 369 

Ovcrfi()-\v.-^, Bath waste-s and. . - 151 

P 

Packing, .\sbestos 490 

Packing, Firnnte 490 

Packing, Flax 491 

Packing, Piston rod 491 

Packing, Rubber 490 

Packing, Spiral 490 

Packing, Valve stem 491 

Pails, Galvanized 460 

Paint, Mctalastie 494 

Paints, Bronze and Aluminum.. 495 
Paper, Roofing and sheating, 451,452 
Paste, Soldering 494 

Pick 548 

Pins, Bending 518 

Pipe bender 537 

Pipe cutters 526, 527 

Pipe hangers 379 to 385 

Pipe holders, N.P 196 

Pipe joint compound 492 

Pipe stays ....383, 384 

Pipe straps 196, 383 

Pipe, Block tin 297 

Pipe, Brass and copper 322 

Pipe, Cast iron Corporation. . . 277 

Pipe, Cast iron .soil 305 

Pipe, Clay sewer 303, 304 

Pipe, Eavetrough 456 

Pipe, Iron 329, 330 

Pipe, Lead Water 296 

Pipe, Lead waste 296 



P A fall's 

Pipe, Mueller service 267 

Pipe, Stove 457, 458 

Pipe, Ventilation 456 

Pipe, Wood Corporation 277 

Pipes, Bath supplv 152 

Pil>es, Closet flush 196, 296 

Pipes, Closet supply 189. 196 

Pipes, Lavatorysuppiv, 162, 163, 164 

Pipes, Urinal flush 202 

Plates, Bench 55S 

Plates, Canada (Black and 

galvanized) 470 

Plates, Lavatory floor 161, 102 

Plates, Tin and tern. 471 

Plates, screw * 5;u 

Pliers of all kinds 537, 5:38 

Plug with stopper, Bath 152 

Plug, Drift ,rji9 

Plugs, Boiler repair 201 

Plugs, Testing .523 

PUunb bobs. 520 

Plumber's Sundries 254 to 265 

Points, W'rW '29(1 

PoiTclain baths 24. 25 

Porcoiain lavatories r)6 to 63 

Poi'colain wash ba.^tns 63 

Post, Valvt! indicator 275 

Pot hook 521 

Pots, Gasoline and Kerosene 

fife 550 

Pots, iMclling .521 

Pull, (iong 417 

Pull, Stall door 204 

Pulls, Closet 197 

Pulley, Hook 454 

Pulleys, Register 44H 

Pumi> repair parts , . 289 

Pumps, of all kinds 

286 to 289, 523, 524 

Pumps, Force 524 

Piunps. Suction and Fcmvc 523 

Pumps, Testing .523 

Punch and Shear 553 

Punche.'^ of :dl kinds 515, 5111 

Pujiche.';, Hollow 516, ofiO 

Punching jn-ess 555 

Pushers, Pipe 536 

Pulty 494 



Queen's Head galvanized slieet 
iron , 466 



R 



Racks, Hose 281 

Radiators, Hot water and 

steam 398 to 403 

Ratchet handles 512 

Reamer bits 506 

Reamers, Pipe 535, 536 

Receptors, Shower 117, US 

Reels, Ho.se 281, 283 

Refrigerators 562 

Registers 448 

Regulator, Damper 410 

Repair parts for fire pot.s and 

Torehes 551 
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Pages 

Rings, Curtain, ''^^ 

Kings, Split 260 

Rings, Spud friction 195 

Rings, Stove pipe 458 

Rivets, Copper 4S0 

Rivets, Iron 481 

Rods, Curtain 1"8 

Roils, Tool 497 

Roof flashes 450 

Ropp, Sisal and Manila 487 

Rope, Steel 486 

Roses, Sprinkler 463 

Roval gas water heater 3Q2 

Htihher stoppers 152, 160, '257 

Rules, Foot 498,499 

Rules, Spring tempered 499 

Rules, Tinsmith's 515 

Runners, Asbestos joint 520 

S 

Sani-flush flcaner 493 

Sap spouts 465 

Saw, Compass 501 

Saw, Hack 501 

Saw, Hand 501 

Saw, Pluinher's 501 

Scale, Bath room 235 

Sfrew drivers 503, 504 

Screws, Brass and steel wood. . . 482 

Wcrcws, Closet bowl 200 

Screws, Coaeh 483 

Screws, Faucet. 255 

Screws, Stall 205 

Seaniers, Double 560 

Seats, Bath 213,214 

Seats, Closet 181 to 185 

Service Boxes 273 

Setting Machine, Encased 555 

Shampoo heads 176 

Shampoo sets 179, ISO 

Shears, Sheet iron 553 to 555 

Shelves and shelf 

brackets 230, 232, 233 

Siiields, Expansion 486 

Shingles, Multi 452 

Shovels 548 

Shower Accessories 175 to 181 

Shower heads 176, 177 

Shower receptors 117, 118 

Shower ^'ah'cs 175, 175 

Showers Ill to 117 

Sidings, Brick and Stone 470 

Sink backs SI 

Sink bolts 173 

Sink brackets 174 

Sink collars 173 

Sink connections 172 

Sink fittings 165 to 175, 257 

Sink legs SO 

Sink strainers 174 

Sink and truy Combina- 
tions 92 to 95 

Sinks, Flat rim 80 

Sinks, Ivitchen 73 to 81 

Sinks, Slop 82 to 85 

Sinks, Wash 64 to 73 

Siphons, Gauge 420 



Pages 
Slip joint fitt ings ; . . . 258, 259 

Snips, Tinsmith's, . , 539, 540 

Soap Fixtures 223 to 227 

Soap and glass holders 220, 221 

Soap holders. . . 220 to 228, 232, 234 

Soil pipe and fittings 305 to 322 

Soil, Prepared 493 

Solder, Commercial 299 

Solder, Strictly 299 

Solder, Wiping 299 

Solder, Wire 299 

Solderall liquid 494 

Soldering irons 522 

Soldering nipples, Brass.. . .244, 245 

Soldering unions, Brass 244, 245 

Specialties, Corporation. .265 to 278 
Specialties, Tinsmith's. . .461 to 465 

Spikes, Ea-\'etrough 479 

Spouts, Kettle 463 

Spouts,, Lavatory 161 

Spouts, Sap 465 

Springs, Bending 519 

Sprinkler roses 463 

Sprinklers, Lawn 284, 285 

Si)rinkling S))ccialties,. . .283 to 286 

Spuds, Closet 190. 195 

Stiuares, Iron and steel 512 

Stain, Shingle 495 

Stakes, Bench 558. 559 

Stalls, Clospt 119 

Standard.s, Stall 206 to 210 

Stands, Boiler 395 

Stands, Laundry Tray 174 

Stajiles, Fence 478 

Sta>s, Chain 258 

Stays, Pipe 383, 384 

Stick, Bossing 519 

Stock and Dies 528 to 534 

Stones, Sharpening 511 

Stools, Bath room 213 

Stoppers, Rubber 152, 160, 257 

Stops, Brass steam 446 

Stops, Cast iron Square head. , . 243 

Stops, Compression 237 to 240 

Stops, Lavatory supply 164, 238 

Stops, and Stop and 

Drains 240 to 244 

Stove Hning 492 

Stoves, Gas 561 

Strainer cloth 464 

Strainers, Shower 250 

Strainers, Sink 174 

Strainers, Syrup felt 465 

Strainers, Crinal 250 

Strainers, Wire roofing 455 

Stretcher, Wire 538 

Sundries, Plumber's 254 to 265 

T 

Table, Manicure 57 

Tank parts, Closet 189 to 199 

Tanks, Closet 187 to 189 

Tanks, Expansion 397 

Tanks, Storage 396 

Tanks, Urinal 203 

Tap and Drill, Pipe. 535 

Tap Wrench 535 



Pages 

Tapes, Pocket 498 

Taps, Pipe 535 

Taps, Stove bolt 536 

Tapping and Drilhng Machine, 
Mueller 265, 266 

Tar, Coal 452 

Tees, Slip joint 258 

Thermometer, Syrup 465 

Thermometers, House, Bath 

and Shower 235 

Thimble.s, Brass 245, 246 

Threading tools, Pipe.. . . 528 to 535 

Tin, Bar 299 

Tin, Countersunk body 464 

Tin, Ingot '. 300 

Tin, Perforated 464 

Toilet room, Prison 121 

Tongs, Roofer's 560 

Tool handle 503 

Tool sets 503 

T00I.S, Brown and Boggs..552 to 561 

Tools, Threading 528 to 536 

Tools, Tinsmith's 552 to 561 

Torches, Gasoline 549 

Towel bars and 

racks 215 to 218, 232, 233 

Towel baskets 217 

Trap screw covers 247 

Traps, Adjustable N.P 159, 171 

Trai-s, Cast iron bell 249 

Trans, Cast iron soil pipe, 318 to 322 

Traps, Deep Seal 158, 159, 171 

Traps, Elliptic 251 

Traps, Ferro 247 

Traps, Grease 81 

Traps, Lead 301, 302 

Traps, Steam 408 to 410 

Trans, Suoer 172, 173 

Traas, Whirlnool 158, 159, 171 

Trans and Drains, Josam. . .248, 249 
Tray and Sink Combina- 
tions 92 to 95 

Trays, Cast iron Enamelled 

Laundry 86 to 91 

Trays, Cement laundry 91 

Trimmings, Milk can 461, 462 

Truck, Radiator 548 

Tube expanders 526 

Tube, Speaking 459 

Tubes, Glass gauge 423 

Tubing, Gas 264 

Tubing, N.P. Stall 209 

Turners, Encased and solid 

frame 556 

Turn pin 519 

Tweed Chemical product 137 



U 



Unions, Brass 326 

Unions, Dart - 344, 345 

Unions, Flanged 359 

Unions, Malleable iron. . .341 to 344 

Unions, Soldering 244, 245 

Urinal accessories 201 to 210 

Urinals, Cast iron enam- 
elled 138 to 142 

Urinal-s, Porcelain 142 to 147 
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V 

Viilves, Air 4'J:^ to 420 

Valves, Ciist iron Check :xnd 

foot 290 

Valves, Closet flush ^Z 

Valves. Compodisk 440 

ViUves, Disc ^^^«1t^ 

Valves. .loiikins 431 to 4.iS 

Valves, Kiely regulating 4U to 414 

Valves, Pump ^b.i 

Valves. R:idiator.435. 436. 445, 44b 

Valves, Rush 102, 197 

Valves. Safety •139 

Valves, Shower ^'^^< 1''' 

Valves. Standard brass.. .441 to 44.J 

Valves. Wctens-orks 2"^ 

Valves. Whistle 410, 433 

Ventilation pipe and fittings. . . 456 
Ventilators, Aeolian and Zephir 449 

Ventihitors, Window 449 

Vises, Machinist 546 

Vises, Pipe 544, 545, 54f) 

Vises, Stea,n:ifitter"s 545 




ENGLISH INDEX— Concluded 



Paqes 

w 

W'lLslier rutliT 503 

Washers, Faucet 255 

Wiishers, Class gaugo 423 

Washers, Lead 454 

Washers, Mueller couphng. . . . 272 

W^ishers, N.P. brass 205 

A\'ashers. N.P. Closet bowl. . , . 200 

Wasliers, Rush valve 2.57 

Wiishers, Slip joint 257 

Washers, Wrought iron 485 

Wasfe, Cotton 48S 

Wastes and overflows, Bath . . 151 
Wastes, Continuous.. Ifill, 171, 172 

W:istes, Lavatory 157, 158, 160 

Wastes. Straight 15S 

Water Connections 271 

Water Svstems, Dure, . .291 to 296 

Well points 290 

Wheels, Emery 511 

Whistles. Speaking tube 4.59 

Whistles. Steam 416, 417 

White lead 494 

Whifk, Asbestos 487 
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Wiping Solder "299 

Wire, Barbed 478 

U'ire, Bfiiss and Copi>er : . 478 

Wire, Iron 477, 478 

Wire, Stove pipe 4.58 

Wiring Machines 555, 556 

\\'hirlpool traps 158. 159, 171 

Wrench, Basin Plug 543 

Wrenoh, Spud 543 

Wrench, Tap 535 

\\;renches, Carl 541 

Wrenches, Chain pipe 543 

Wrenches, Crescent 542 

^Vren(■hes, Engineer's 541 

\^■ren<■hcs, Nut 541, 542 

Wreiubcs, Pipe 541, 542, 543 

\^"(oiiches, Strap 544 

\V'i''ni-hew, Wesfott .541 

\\ ringer ))!<>cks 174 

Z 

Zinc, Apollo nickel 473 

Zinc, Sheet 472 

Zinc, spelter 300 
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